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ITEMS  ANDJoVELTIES. 

Vertical  Eng^e. — The  vertidA  engine  shown  in  full-page  photo- 
plate,  by  Rehn,  was  designed  by  the  writer  and  is  built  by  Jacob 
Naylor,  at  the  People's  Work8,';ebrn«r  of  Front  street  and  Girard 
avenue,  Philadelphia. 

The  base  is  oval  in  plan,  with  rin  all  around  for  retaining  drippage 
from  engine ;  on  this  stands  a  colttnin  with  oval  foot,  bolted  to  the 
base,  and  with  circular  closed  top,  to  which  the  cylinder  is  bolted. 
This  column  is  open  verti€allj-foi'<6^d  aft,  to' give,  access  to  all  the 
working  parts  ;  at  the  Ipwer  pij(|t  are  formed  in  the  casting  pedestals 
for  the  shaft  bearings,  at  th^^k^^le  part  the  guides,  and  at  the  top 
the  piston-rod  stuffing-box,  whic&  is  ^  separate  piece,  bolted  in  and 
projecting  downwards  to  the  top  of  the  openings,  the  upper  end  of 
the  column  forming  the  lower  cylinder  head. 

The  crank  shaft  is  of  McHaffie  steel,  with  counterbalance  cast  on, 
in  the  smaller  siaes,  and  of  best  hammered  iron  in  the  larger.  The 
fly-wheel  pulley  overhangs  the  rear  bearing,  which  is  made  very  long, 
and  the  rear  end  of  fly-whe^l  hub  is  made  short,  so  that  the  center  of 
mass  of  wheel  is  well  sugjivted.  The  eccentric  and  governor  pulley 
overhang  the  front  bearing.  In  the  larger  sizes  it  is  proposed  to  sup- 
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port  the  rear  end  of  shaft  in  a  third  bearing,  secured  to  an  extension 
of  the  base  carried  around  the  fly-wheel. 

The  piston  is  made  like  Carlsund's,  and  is  supplied  with  the  Rams- 
bottom  steel  rings.  The  valve  is  a  plain  D  slide.  The  cross-head  is 
fitted  with  adjustable  wooden  gibs.  The  shaft  and  connecting-rod 
bearings  (provided  with  compensation  for  wear),  and  the  piston-rod 
and  valve-rod  stuflSng-boxes  and  holding-nuts  on  valve-rod,  are  of 
copper  and  tin  composition.  The  connecting-rod,  piston-rod  and 
valve-rod  are  of  steel.  The  cvlinder  and  steam- chest  are  clothed 
with  wood  and  cased  with  Russia  sheet  iron,  held  by  polished  bands. 
Drip  pipes  and  cocks  are  supplied  to  the  lower  ends  of  cylinder  and 
steam  chest,  and  self-acting  oil-cups  to  shaft  and  connecting-rod  bear- 
ings. The  steam  and  exhaust-pipes  can  be  applied  to  either  side  of 
engine,  thus  making  it  at  once  right  or  left. 

The  governor  is  of  the  simplest  centrifugal  kind,  with  brass- 
balanced  valve,  and  every  working  part  of  the  engine  is  simple,  strong, 
readily  accessible  and  easily  repaired  and  replaced. 

The  engine  as  a  whole  is  neat  and  graceful  in  appearance,  occupies 
little  space,  needs  no  expensive  foundation,  is  self-contained,  is  capa- 
ble of  quick  movement,  is  not  liable  to  derangement  with  ordinary 
attention,  and  is  believed  to  combine  all  the  modern  improvements  of 
which  the  single  slide-valve  steam-engine,  without  independent  cut-off 
or  condensing  apparatus,  is  capable. 

The  plan  of  engine,  however,  allows  the  introduction  of  independent 
cut-off  valve,  as  the  Rider  patent,  for  instance,  which  is  the  simplest 
and  best,  and  of  course  the  cheapest,  since  it  consists  simply  of  the 
addition  of  one  eccentric  and  rod,  one  valve  stem  guide'  and  swivel, 
and  one  slide-valve,  of  peculiar  yet  simple  construction,  working  on  back 
of  main  slide,  but  with  no  liberating  and  arresting  gear.  It  is  pro- 
posed to  apply  this  cut-off  to  the  larger  sizes  where  the  saving  of  fuel 
would  warrant  its  introduction.  J.  H.  cooper. 

An  Equable  Fompi  or  Machine  for  liaising  Water  without 
Interruption  or  Concussion. — "  It  is  composed  of  two  barrels,  A  B, 
both  of  them  forming  part  of  the  column  of  water  to  be  raised,  con- 
nected together  by  a  crooked  tube,  G,  of  equal  diameter,  out  of  which 
the  lower  piston-rod  passes  through  a  stuffing-box  into  the  air,  as 
does  the  upper  piston-rod  at  D,  where  the  column  leaves  the  pump  to 
pass  upward.  The  two  pistons  fixed  to  the  rods  E  and  F  are  of  the 
bucket  kind,  made  as  thin  and  light  as  possible,  their  valves  opening 
upwards,  and  their  motions  being  such,  generally,  that  when  one  of 
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them  is  drawn  up  the  water  riees  through  the  other,  then  descending. 
But  here  lies  both  the  novelty  and  utility  of  the  machine ;  these  Dp- 
opward  and  downward  motions  are  not  reciprocal.  Both  pistone  fall 
faster  than  they  rise,  and  thus  leave  an  interval  of  time,  when  they 
both  rise  together,  during  which  their  valves,  respectively,  close  by 
their  own  weight  before  the  column  of  water  falls  upon  them  ;  in  each 
manner,  indeed,  that  tho  column  never  falh  at  all.  By  this  impor- 
tant arrangement  the  work  is  constantly  going  on,  and  no  commotion 
occurs  to  absorb  power  uselessly,  or  to  destroy,  prematurely,  the  ma- 
chine— circumstances  which  constantly  attend  every  pump  machine 
acting  by  merely  reciprocal  motion. 

This  non-reciprocity,  then,  I  produce  by  several  methods,  one  of 
which  [perhaps  the  most  easily  understood)  is  that  shown  in  the  cut: 

"  Thus,  H  I  are  two  friction-rollers,  made  as  large 
aa  possible,  rolling  on  pins  in  the  ends  of  the  levers 
M  N,  to  which  the  backet  rode,  E  F,  nre  attached, 
and  tenons  on  the  other  ends  hold  these  ends  sta- 
tionary in  mortices,  and  on  the  curves  J  K,  the  as- 1 
cending  and  descending  parts  of  which  arc  esseo-  V(«  3 
tially  unequal.  For  example,  the  rising  part  of  the 
curve  occupies  }  of  the  whole  circumference,  and 
the  falling  part  J  only ;  so  that  both  cnrrds  recede 
from  the  center  at  the  same  time,  during  }  of  a  rev- 
olution. 

"  Applying,  then,  these  curves  and  levers  to  the 
pnmp-harrels,  we  obtain  that  conlinuity  of  uniform 
motion  which  is  necessary  to  doing  the  greatest 
quantity  of  work  with  the  least  power,  and  to  se- 
curing the  greatest  durability  of  the  mBchine. 
Having  hinted  at  a  minimum  of  power,  I  must  add 
here  that  this  machine  appears  to  promise  that  re- 
sult, mnch  more  credibly  than  any  reciprocating 
pump  whatever,  especially  if  to  thif<  continuity  of 
motion  we  add  a  certain  largenea»  of  dimension  that  shall  produce 
the  required  quantity  of  water  with  the  slowest  possible  motion  of 
each  particle ;  and  even  here  this  eontinuative  principle  helps  us  much, 
since  pistons  and  valves  of  the  largest  dimensions  may  be  used  with- 
out introducing  any  convulsive  or  (what  is  synonymous)  any  destruc- 
tive effects. 

"  One  particular  remains  to  be  noticed.    It  relates  to  the  means  by 
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which  the  perpendicularHy  of  the  motion  in  the  piston-rods  is  secured. 
The  arcs,  0  P,  are  portions  of  cylinderB  having  the  centers  of  the 
pnmp-rod  connections  in  the  levers  for  their  centers,  and  which,  roll- 
mg  up  and  down  against,  the  perpendicular  plane  into  which  the  end 
tenons  fit,  secure  a  vertical  motion  to  the  pump-rods. 

"  It  should  be  observed  that  the  present  machine  was  executed  in 
France  in  1798  or  1794,  and  also  proposed  to  the  government  as  a 
nibiitittite  for  the  celebrated  machine  of  Marl;.  In  the  report  then 
pablished  it  was  preferred  to  the  whole  multitude  of  former  projects." 
— Century  of  Inventions.     James  White.     1822.  J.  H.  c. 

An  Inclined  Horse- Wheel. — "  Mj  principal  inducements  for 
giving  this  wheel  the  form  represented  by  a  section  were  to  save  hori- 
umtalroom  and  to  gain  speed  bj  a  wheel  smaller  than  a  common 
horse-walk,  nnd  jet  requiring  less  obliquity  of  effort  on  the  part  of 
the  horse. 

"With  this  intention  the  horse  is 
I  placed  in  a  coniiral  wheel,  A  B,  more  or 
less  inclined,  and  not  much  higher  than 
himself,  where,  nevertheless,  hie  head  it 
teen  to  be  at  perfect  liberty  out  of  the 
>e,  HS  at  C.  The  horse  then  walks  in 
the  cone,  and  is  harnessed  to  a.  fixed  bar 
introduced  from  the  open  aide,  where, 
by  a  proper  adjustment  of  the  traces,  he 
is  made  to  act  partly  by  h\n  weight,  so 
as  to  exert  hix  strength  in  a  favorable  manner.  This  machine  ap- 
plies with  advantage  where  a  horse's  power  is  wanted  in  a  boat  or  other 
confined  place;  and  it  is  evident,  by  the  relative  diameters  of  the 
wheel  and  pinion,  A  B  and  D  (as  well  as  hy  the  small  diameter  of  the 
wheel),  that  a  considerable  velocity  will  be  obtained  at  the  source  of 
power,  whence,  of  course,  the  suhseqnent  gearing  to  obtain  the  swifter 
motions  will  be  proportionately  diminished." — Century  of  Invention*. 
James  White.     1822.  J.  H.  c. 

Utilization  of  Coal-Doet. — Mr.  £.  Loiseau,  of  Philadelphia, 
recently  submitted  to  the  Institute  samples  of  blocks  and  balls 
of  bituminous  and  anthracite  slack ;  made  by  thoroughly  mixing 
with  the  fine  coal  about  seven  per  cent,  of  clay ;  the  object  of  the 
inventor  being  to  present  a  cheap  method  of  utilising  the  immense 
qaantitiM  of  waste  or  slack,  which  ue  the  attendants  upon  mining 
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operations — an  idea  which  has  already  called  forth  a  number  of  in* 
mentions. 

The  lumps  prepared,  as  already  stated,  are  dipped  into  a  bath  of 
benzine,  in  which  rosin  has  been  dissolved.  The  object  of  this  oper- 
ation is  to  render  them  impervious  to  moisture.  The  solution  pene- 
trates the  lumps  to  the  extent  of  about  a  quarter  inch  ;  and  upon  the 
evaporation  of  the  benzine,  which  takes  place  rapidly  upon  exposure 
to  a  current  of  air,  a  film  of  rosin  is  left  behind,  which  so  efiectually 
stops  up  all  crevices,  that  in  the  experiments  made  by  the  Committee 
on  Science  and  Arts  in  investigating  the  process,  masses  which  had 
Iain  in  water  for  twelve  hours  were  found  to  have  lost  none  of  their 
compactness  and  to  be  still  dry  in  the  interior.  The  consumption  of 
the  artificial  fuel  took  place  very  satisfactorily,  all  the  specimens 
burning  till  completely  ashed. 

With  regard  to  the  heating  power  of  the  material,  the  committee's 
report  show  this  to  be  somewhat  below  the  average  of  bituminous  or 
anthracite,  as  would  naturally  be  anticipated  from  the  admixture  of 
clay.  The  compactness  of  the  material  will,  in  their  opinion,  allow 
of  its  transportation,  with  ordinary  handling,  with  as  little  loss  from 
breakage,  as  is  suffered  by  many  kinds  of  bituminous  and  semi- 
bituminous  coals  which  are  brought  to  market. 

It  would  seem,  therefore,  that  the  plan  of  Mr.  L.  is  one  of  the 
most  practical  which  has  yet  been  made  public  for  utilizing  this  waste 
product.  Its  ability  to  withstand  disintegration  by  the  action  of  rain 
is  certainly  a  great  point  in  its  favor.  The  main  question  after  all, 
however,  resolves  itself  into  one  of  economy,  and  it  is  clear  that,  how- 
ever well  adapted  it  may  be  for  many  j»urpose3  in  the  arts,  no  artifi- 
cial fuel  can  ever  become  of  practical  value  to  consumers,  until 
the  cost  of  its  preparation  is  less  expensive  than  the  cost  of  mining 
coal.  Should  this  prove  to  be  the  case  with  the  plan  here  described, 
it  will  doubtless  prove  in  every  way  worthy  of  the  attention  of  those 
interested  in  the  production  of  a  cheap  fuel. 

The  Patent  Diamond  Drill  is  a  tube  of  iron,  like  gas  pipe, 
the  lower  end  of  which  is  faced  with  small  diamonds.  The  drill  gen- 
erally stands  upright,  but  may  be  used  in  other  positions.  We  speak 
here  of  the  vertical  drill.  The  drill  is  revolved  rapidly  by  steam 
machinery,  and  is  fed  downwards  into  the  rock  by  a  screw-feed,  some- 
what in  the  manner  of  a  drill  in  an  ordinary  drilling  press  used  in 
machine  shops.  The  hole  cut  by  the  drill  is  a  rtnc/,  leaving  a  core 
standing  inside  of  the*  tube.     To  prevent  heating  by  friction,  a  con  - 
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staot  stream  of  water  is  forced  down  the  inside  of  the  tube,  and  reas- 
cends  outside,  bringing  up  the  dust  or  borings.  The  steam  engine 
used  to  actuate  the  drill  resembles  in  general  appearance  an  ordinary 
portable  steam  hoisting  engine.  The  cylinders  and  the  machinery  are 
bolted  to  the  vertical  face  of  the  end  of  the  boiler.  Tlie  apparatus 
for  turning  the  drill,  feeding,  and  causing  the  drill  to  return  out  of 
the  hole  when  desired,  is  ingenious  and  effective,  but  need  not  be  mi- 
nutely described  hero.  The  writer  saw  a  two-inch  hole  put  down 
about  two  feet  into  hard  rock,  perhaps  at  the  rate  of  four  feet  per 
hour.  The  diamonds  are  said  to  last  a  long  white,  and  to  be  self- 
sharpening.  The  hole,  for  small  holea,  may  be  about  three-quarters 
of  an  inch  more  in  diameter  than  the  core;  in  large  hole.s  the  differ- 
ence is  probably  somewhat  greater,  but  the  proportion  of  the  diame- 
ters more  nearly  equal.  The  core  of  smalt  holes  breaks  off  by  raising 
the  drill,  and  there  is  an  ingenious  and  effectual  method  of  causing 
the  core  to  come  up  with  the  tube  when  the  tube  is  withdrawn  from 
the  hole.  It  is  said  that  large  cores  are  broken  loose  at  the  bottom 
by  means  of  blasting,  the  cartridge  being  sent  down  the  hollow  ring 
left  by  the  drill.  -T.  W. 

Steam-Pipe  Joint. — We  subjoin  an  engniving  showing  a  neat 
form  of  flexible  joint  for  steam-pipes,  designed  by  .Messrs.  Wiihrman 
k  Son,  of  Miilenhof,  Russia,  and  which  has  been  succepsfully  cmploypil 
by  them  for  the  pipes  of  steam  pile-driving  macliirips. 

In  spherical  joints,  hb  ordi- 
narily constructed,  the  pres."- 
are  tends  naturally  to  force 
apart  the  surfaces  which  fit  to- 
gether, and  which  form  the 
steam-tight  joint.*  In  the  en- 
graving here  illustrated  this 
action  is  reversed,  the  pressure 
of  the  steam  tending  to  force 
the  joint  surfaces  together. 

The  illustration  herewith  presented  explains  the  construction  and 
operation  so  clearly  that  a  further  description  is  unnecessary.  The 
joint  is  declared  to  answer  well,  and  there'are  many  situations  where 
it  could  doubtless  be  usefully  applfed. 

*  Eoglith  MechaDio,  xiv,  'H6. 
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Light  Railways*. — A  wooden  railway,  four  feet  eight  and  oae- 
hklf  incli  gauge,  is  being  conetructed  in  the  province  of  Quebec, 
Canada.  The  rails  are  of  maple,  four  hj  seven  inches,  and  fourteen 
feet  long  ;  the  ties  are  of  bemloclc  and  tamarac. 

The  cost  of  the  line,  thirty  miles  long,  including  nine  stations,  car 
•lOd  locomotive  depot,  engine  and  repairing  shops,  engine  and  tender, 
two  passengers  cars,  eight  grain  cara  and  twenty-five  wood  cars,  is 
95,000  a  mile,  including  all  damages. 

An  experimental  trip  has  been  made  on  the  completed  portion  of 
the  road,  the  train  going  at  the  rate  of  twenty-five  miles  an  hour  and 
with  remarkable  smoothness. 


Improvement  in  Stub-ends. — The  above  cut  represents  the 
stub  end  ns  designed  by  Mr.  John  Fritz,  for  the  large  engines  he  is 
making  for  the  Bessimer  plant  of  tho  Bethlehem  Iron  Co.,  at  their 
works  at  Bethlehem,  Pa.  The  cut  explains  itself.  It  may  he  ob- 
served that  the  gibs  used  in  each  side  of  the  key,  are  made  with  heads 
which  project  side-ivays  ax  well  as  end-ways,  and  the  washers  and 
nuts  at  the  lower  end  of  gibs  also  cover  as  much  surface  on  the  strap  as 
do  the  heads.  The  gibs  arc,  in  fact,  thi-ougli  bolt»,  and  while  they 
answer  the  purpose  for  which  they  arc  required,  they  serve  to  hind 
the  strap  firmly  to  the  stub  end,  and  prevent  the  loosenesss  front  wear 
consequent  upon  the  use  of  gib.s  as  ordinarily  made.  This  practice 
of  Mr.  Fritz,  seems  to  have  all  the  merit  of  the  through  bolts  as 
used  by  locomotive  engineers,  unil  the  gib  huiI  key  as  used  on  station- 
ary engines.  Coi.ijMAN  SeLi.KBE. 

A  Hard  Cement. — The  Abbe  Moignof  relates  a  circumstance 
which  may  contain  a  valuable  hint  in  relation  to  the  use  of  cement. 
A  workman  employed  to  repair  the  steps  leading  to  a  garden,  made 
nse  of  Portland  cement  mixed  with  finely  divided  cast  and  wrought 
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iron  filings,  or  fragments,  in  place  of  sand.  The  result  is  stated  to  be, 
tbat  the  mass  has  become  so  hard  as  to  resist  fracture,  either  with  the 
hammer  or  pick-aze. 

A  Hovel  Patent. — As  a  sabstitnte  for  gunpowder,  J.  Foumier 
has  patented,  in  England,  the  following  curiosity  :  125  grms.  carbon- 
ate of  lime ;  65  grms.  salt ;  35  grms.  of  charcoal  and  as  much  wine 
as  is  necessary  to  cover  these  materials  in  a  vessel. 

The  attention  of  our  readers  is  invited,  in  this  connection,  to  the 
very  sensible  remarks  of  Mr.  J.  Richards  upon  the  subject  of  patents. 
Surely  no  better  argument  for  the  necessity  of  thorough  reformation 
of  the  system  of  patent  laws  could  be  desired  than  is  afforded  by  the 
possibility  of  the  committal  of  a  blunder  so  glaring  as  the  patenting 
of  an  ^'  invention  '*  so  palpably  and  laughably  absurd  as  this. 

Welding  Copper^. — ^A  mixture  composed  of  358  parts  of  phos- 
phate of  soda  and  124  parts  of  boracic  acid  is  recommended  by  Mr. 
Rust  as  an  admirable  one  to  insure  the  perfect  welding  of  copper. 

The  powder  should  be  applied  while  the  metal  is  at  a  dull  red  heat ; 
it  is  then  brought  to  a  cherry-red  and  at  once  hammered.  Owing  to 
the  tendency  of  the  metal  to  soften  after  exposure  to  a  high  heat,  a 
wooden  hammer  is  recommended  which  is  to  be  applied  very  gently. 
All  carbonaceous  matter  must  be  carefully  removed  from  the  faces  to 
be  joined,  since  the  principle  of  the  operation  depends  on  the  forma- 
tion of  a  very  fusible  phosphate  of  copper,  which  would  be  reduced 
by  carbon  to  the  condition  of  a  phosphide.  The  action  of  the  sub- 
stance recommended  depends  upon  the  ability  of  the  phosphate  of 
copper  formed,  to  dissolve  the  thin  film  of  oxide  on  the  surfaces  of 
metal,  keeping  them  thus  perfectly  clean  and  in  condition  to  weld. 

A  New  Hygrometer,  t — Mr.  Woodbury  proposes  to  utilize  the 
color  changes  which,  as  is  well  known  to  chemists,  are  produced  in 
the  chloride  of  cobalt  on  exposure  to  different  degrees  of  moisture, 
for  the  purpose  of  hygrometric  measurement.  For  this  purpose  the 
inventor  treats  sized  paper  with  a  strong  solution  of  chloride  of 
cobalt,  to  which  has  been  added  a  small  quantity  of  common  salt  and 
gum  arabic.  This  will  retain  a  blue  color  in  a  dry  atmosphere,  but 
will  change  through  all  the  gradations  to  pink,  as  the  air  becomes 
moist  to  damp.  In  order  to  construct  a  scale  for  reading  these  indi- 
cations, the  inventor  draws  on  a  card  two  circles,  one  considerably 
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smaller  than  the  other,  and  in  its  centre.  In  the  annular  space  left 
between  the  two,  the  various  gradations  of  color,  from  blue  to  pink, 
are  arranged  radially,  which  being  accomplished  and  the  degrees  of 
moisture  marked,  a  piece  of  the  prepared  paper  is  placed  in  the  inner 
circle,  and  the  changes  which  occur  can  be  thus  conveniently  read. 

Sodium  as  an  Explosive  Agent.*— A  contemporary  calls  at- 
tention to  the  fact  that  experiments  upon  the  application  of  sodium 
ai  an  explosive,  which  were  originated,  we  believe,  some  years  ago 
by  Prof.  Wurtz,  of  New  York,  are  about  to  be  recommenced. 

In  this  connection  it  may  be  interesting  to  describe  briefly  the 
modits  operandi  followed  in  these  earlier  experiments.  The  theory 
of  the  plan  here  proposed,  rests  upon  the  great  expansive  force 
which  will  be  exercised  upon  the  walls  of  a  vessel  in  a  confined  space, 
this  force  being  readily  called  into  operation  by  the  hydrogen  sud- 
denly evolved  in  the  decomposition  of  water  by  the  sodium. 

The  device  by  which  this  may  be  utilized  in  practice,  is  described 
as  consisting  of  two  glass  bulbs  which  are  blown  with  a  neck  between 
them.  One  bulb  is  filled  with  sodium,  the  other  with  water — while 
in  the  neck  connecting  them  a  soluble  salt  is  previously  fused.  The 
time  required  to  fire  the  charge  can  be  regulated  at  pleasure  by  the 
Tarying  size  or  length  of  the  neck.  With  this  arrangement  the  ap- 
paratus is  lowered  into  the  drill  hole,  the  sodium  being  below.  The 
•alt  is  gradually  dissolved  by  the  water  and  as  this  comes  into  con- 
tact with  the  sodium  the  explosion  ensues. 

In  order  to  utilize  the  theoretical  value  of  the  charge  it  would  be 
necessary  that  all  the  sodium  should  be  expended  in  the  decomposition 
of  the  water.  How  far  this  is  accomplished  in  the  arrangement  just 
described,  it  is  impossible  to  state  with  any  certainty.  But  though 
it  may  be  found  to  operate  with  good  effect,  it  is  clear  that  but  a 
fraction  of  the  possible  power  can  be  thus  obtained,  as  the  explosion 
will  ensue  before  the  sodium  is  completely  utilized.  The  principle  is, 
however,  ingenious,  and  with  such  improvements  in  its  application 
which  a  few  practical  trials  will  readily  suggest,  may  prove  in  time  a 
valuable  addition  to  the  art  of  blasting. 

The  Manufacture  of  Platinum. — ^In  relation  to  this  subject  in 

one  of  the  former  issues  of  the  Journal,  the  erroneous  statement  was 
made  that  there  was  but  one  establishment  in  the  country  for  the 
manufacture  and  working  of  platinum.      The  statement,  we  have 
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•ioce  learned,  is  incorrect,  and  we  now  gladly  add  to  the  notice  of 
the  eatablishment  formerly  referred  to,  that  of  Mr.  Joachim  Biehop, 
i>f  Chester  Coanty,  in  this  State,  whose  annonncemeDt  will  be  found 
uDODgBt  ODF  bosinew  notices.  We  are  informed  that  Mr.  B.  was  for 
a  long  time  the  aasistant  of  Dr.  Hare,  of  this  city,  and  that  he  has, 
for  years,  been  making  good  use  of  the  Doctor's  discovery  of  the  oxy- 
hydrogen  blow-pipe. 

Vdw  Form  of  Sonsitive  Flame.— Mr.  Phillip  Barry  has  sent 
a  description  of  the  accompanying  new  form  of  sensitive  flame  to 
Prof.  Tyndall*. 

The  plan  adopted  consists  in  igniting  the 
gas  (ordinary  coal  gas)  not  at  the  bomer, 
hot  some  inches  above  it,  by  interposing 
lietween  the  bnmcr  and  the  flame  a  piece 
of  wire-gckQze. 

The  accompanying  figure  represents  the 
arrangement.  The  space  between  the  flame 
and  burner  being  about  two  inches,  the 
wire-gauze  (composed  of  thirty-two  meshes 
to  the  lineal  inch)  resting  oa  the  ring  of  the 
retort-stand,  and  being  about  seven  inches 
square. 

The  flame  is  described  to  be  a  slender 
cone  about  four  inches  high,  with  the  upper 
portion  luminous  and  the  base  a  blue  flame. 
It  is  asserted  to  be  the  most  sensitive  of  all  sensitive  flames,  roaring 
at  the  least  noise  and  sinking  down  to  the  surface  of  the  gauze,  be- 
coming at  the  same  time  almost  invisible.  Being  very  active  in  its 
rcspon»ies  and  rather  noisy,  its  sympathy  is  apparent  to  the  ear  as 
well  as  the  eye. 

Hannfaotare  of  Hydrogen. ^U-  GiSardf  bus  constructed  an 

apparatus,  the  details  of  which  are  not  specified,  for  the  manufacture 
of  hydrogen  gas.  At  the  works  of  M.  Flaud,  in  Paris,  where  it  was 
tested,  the  gas  was  obtained  at  the  rate  of  about  TO  cubic  feet  per 
minute. 

The  inventor  passes  steam  over  red  hot  iron,  which,  when  nearly 
exhftusted  by  oxidation,  is  reduced  again  to  the  metallic  state  by  the 
action  of  a  current  of  dry  carbonic  oxide  gas. 

*  Natara,  v,  lOS. 
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A  plan  of  this  kind  is  perfectly  rational,  but  to  be  worked  with 
economy,  it  is  necessary  that  the  carbonic  oxide  used  to  revivify  the 
-exhausted  iron  should  be  generated  at  a  lower  cost  than  that  of  fresh 
iron.  How  it  is  produced  in  this  case  we  are  left  to  guess.  It  is 
more  than  probable,  however,  that  a  slow  current  of  air  is  allowed  to 
pass  over  an  extended  surface  of  glowing  coals. 

Experiments  in  the  Mont  Cenis  Tunnel.— The  Mont  Cenis 

tunnel  will  perhaps  be  found  of  service  in  more  ways  than  the  one  for 
ifhich  it  is  designed.  Recent  exchanges  inform  us  that  several 
^avanUj  Pater  Secchi  amongst  the  number,  are  preparing  to  make  it 
the  scene  of  a  number  of  physical  investigations,  which  will  include 
gravity  measurements  with  the  pendulum,  observations  upon  magne- 
tism and  on  temperature  of  the  rocks.  These  experiments  will  be 
msde  in  the  tunnel  itself,  as  well  as  upon  the  mountain  through  which 
it  is  bored. 

It  has  already  been  ascertained  that  the  passage  of  trains  will  not 
sensibly  vitiate  the  accuracy  of  the  proposed  observations. 

A  Paraffin  with  a  high  Melting  Point.— John  Galletly* 

announces  that  he  has  obtained  a  paraffin  having  a  melting  point  at 
80®  0.  (176®  Fahr.).  The  product  was  obtained  in  an  impure  residue 
from  the  manufacture  of  paraffin  from  Boghead  coal.  Its  properties 
«re  thus  described.  It  resembles  beeswax  in  appearance,  though 
more  translucent  and  without  the  conchoidal  fracture  of  this  substance. 
It  is  crystalline  ;  its  melting  point  is  as  above  stated,  and  it  boils  at 
a  point  but  little  below  red  heat,  thereby  undergoing  partial  decom- 
position. A  candle  made  of  this  high  melting  paraffin  burns  with  a 
clear  smokeless  flame,  and  lasts  a  long  time.  The  new  product  may 
in  time  become  of  importance  in  the  arts. 

Hew.  Method  of  Observing  Absorption  Spectra.— E.  Som- 

melf  suggests  the  use  of  gelatin  sheets  in  place  of  glass  vessels  in 
observing  the  absorption  spectra  of  soluble  coloring  matters.  The 
gelatin  sheets  are  simply  colored  with  the  different  substances,  and 
permanently  attached  between  two  colorless  glass  plates.  In  this 
way  quite  a  collection  of  different  coloring  matters  may  be  made, 
which  we  are  informed  are  quite  durable.  The  alteration  of  the  absorp- 
sion  spectra  from  the  varying  intensity  of  the  solution,  can  be  shown 
by  imposing  a  number  of  the  colored  sheets  upon  each  other.      The 
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method  is  a  simple  one,  and  certainly  far  more  convenient  than  that 
ordinarily  used. 

Railway  Dust. — Mr.  Jas.  Sidebotham'*'  has  published  a  commu- 
nication upon  the  composition  of  railway  dust ;  having  collected  a 
quantity  of  the  material  by  spreading  a  newspaper  near  an  open 
window  in  a  railway  carriage,  and  subsequently  subjected  it  to  a  mi- 
croscopical examination.  A  large  proportion  of  the  fragments  were 
found  to  be  iron.  They  were  mostly  long,  thin  and  straight,  the 
largest  being  about  *150  inch,  and  had  much  the  appearance  of  old 
nails.  Of  the  original  quantity  collected  (57  grains)  one-half  of  it 
(29  grains)  were  removable  with  the  magnet,  and  consisted  therefore 
of  iron. 

The  other  portion  of  the  dust  consisted  largely  of  cinders,  some 
bright  angular  fragments  of  glass  or  quartz,  a  few  bits  of  yellow 
metal,  opaque  white  and  spherical  bodies,  a  few  bits  of  coal,  etc.  The 
character  of  its  constituents  affords  a  satisfactory  explanation  for  the 
irritating  effects  on  the  throat  produced  after  inhaling  the  material. 

Estimation  of  Graphite. — F*  Stolbaf  communicates  the  fact 
that  it  is  possible  to  determine,  accurately  enough  for  practical  pur- 
poses, the  percentage  of  carbon  in  commercial  graphite  by  simple 
combustion  in  the  air.  He  employs  for  this  purpose  a  simple  Bunsen 
burner,  and  announces  that  the  burning  of  a  few  grammes  of  graphite 
is  by  no  means  so  difficult  as  is  generally  supposed.  The  author 
places  a  weighed  portion  of  the  finely  powdered  and  dried  material  in 
a  platinum  crucible,  having  a  punctured  cover.  The  crucible  is  placed 
over  the  flame  in  an  inclined  position,  and  the  cover  is  placed  so  as 
to  leave  one-fourth  of  the  same  open.  By  this  arrangement,  by 
which  a  good  draft  is  secured  within  and  occasional  stirring  of  the 
material,  a  few  hours  completes  the  operation,  leaving  the  ash  in  an 
excellent  condition  for  further  analysis. 

A  Source  of  Error  in  Spectroscopy. — M.  BlasernaJ  has  made 

an  interesting  observation  upon  the  influence  which  the  temperature 
of  the  prism  exercises  upon  the  position  of  the  lines.  It  has  already 
been  noticed  by  Verdet  that  where  liquids  are  used  for  prisms  the 
dbplacement  of  the  lines  is  quite  noticeable,  the  index  of  refraction 
altering  with  the  temperature. 
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For  solid  prisms,  however,  it  was  assumed  that  the  influence  of 
temperature  changes  upon  their  refractive  power  was  quite  insignifi- 
-cant.     The  author  has  found,  however,  upon  observation,  that  this  is 
not  so  unimportant  as  is  generally  believed ;  but  that,  while  much  less 
sensitive  than  liquid  prisms,  the  displacement  of  lines  could  readily  be 
observed  with  one  of  flint  glass.     The  prism  used  in  the  experiment 
was  one  of  Duboscq*s,  and  was  exposed  for  some  time  to  the  direct 
rays  of  the  sun.     It  was  then  quickly  placed  in  a  spectroscope  in  the 
shade,  and  some  prominent  line  observed,  when  it  was  found  that  as 
the  glass  cooled  the  refractive  power  increased.     (An  opposite  result 
is  obtained  for  bisulphide  of  carbon.)     He  was  enabled  to  observe  in 
this  manner  a  displacement  of  the  D  line  amounting  to  S''  for  a  dif- 
ference in  temperature,  equal  to  1^  Gent.    In  the  instrument  used  the 
interval  between  D  and  D'  is  12",  so  that  a  change  of  4°  C.  would 
suffice  to  place  D  in  the  position  of  D^     The  author  remarks,  as  the 
result  of  his  interesting  observation,  that  an  error  might  very  readily 
be  made  in  spectroscopic  work  by  comparing  together  observations 
made  in  sunlight  and  in  shade,  or  those  made  in  the  morning  with 
those  in  the  night. 

Passiyity  of  CadnUlim. — Dr.  Schonn  announces  that  the  metal 
-cadmium  may,  under  certain  circumstances,  be  rendered  indifferent  to 
the  action  of  acids.  It  has  long  been  known  that  iron,  if  plunged 
into  this  acid  of  a  certain  degree  of  concentration,  acquires  a  peculiar 
surface  condition,  rendering  it  indifferent  to  the  action  of  the  strongest 
acid.  Iron  which  has  undergone  this  surface  change  has  been  termed 
passive.  It  appears,  too,  that  such  iron  has  acquired  some  peculiar 
physical  qualities,  since  it  will  form  a  galvanic  circuit  with  ordinary 
iron ;  the  changed  metal  behaving  electrically  negative  to  the  other. 
That  such  iron  has  really  been  decidedly  altered  in  character  is 
evinced  again  by  the  fact  that  it  refuses  to  reduce  copper  from  solu- 
tions of  its  salts. 

It  appears,  from  Dr.  Schbnn's  observation,  that  if  cadmium  is 
wrapped  with  some  platinum  wire,  it  may  be  placed,  without  being  in 
the  least  acted  upon,  in  strong  nitric  acid ;  though  if  the  wire  sur- 
rounding is  removed,  or  if  the  acid  is  diluted,  the  cadmium  is  instantly 
attacked,  thus  showing  that  the  passivity  of  the  cadmium  is  due  en- 
tirely to  its  contact  with  the  platinum.  The  same  author  has  shown 
that  tin  will  give  the  same  phenomenon. 
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Action  of  Light  on  Cane  Sugar  Solutions.— M.  R&oult^ 

eommunicates  the  fact  that  a  solution  of  cane-sugar  may  be  converted 
into  grape  sugar  (glucose)  under  the  influence  of  light.  The  observa- 
tion was  made  in  the  following  manner  : 

A  concentrated  aqueous  solution  of  cane  sugar  was  placed  in  glasa 
tubes,  which  were  sealed  while  their  contents  were  boiling.  These 
were  placed  near  each  other,  und^  the  same  conditions,  with  the 
sole  difference  that  one  was  kept  in  total  darkness,  while  the  other 
was  exposed  to  the  bright  daylight.  Several  months  later  the  tubes 
were  examined,  when  both  solutions  were  found,  under  the  microscope, 
to  be  free  from  vegetable  matter.  The  solution,  however,  which  had 
been  in  the  light,  at  once  gave  an  abundant  red  precipitate  with  a 
copper  salt  on  addition  of  a  free  alkali  (the  test  for  grape  sugar) ; 
while  the  contents  of  the  tube  kept  in  the  dark,  gave  no  sign  of  the 
reaction. 

A  new  Heagent  for  Copper. — Mr.  Hugo  Tamm  announces  that 
a  mixture  of  the  sulpho-cyanide  of  ammonium  and  bi-sulphite  of  am- 
monia in  equal  parts,  which  will  keep  for  several  months  in  aqueona 
solution  without  decomposition,  is  an  admirable  reagent  for  copper. 
It  is  volatile,  and  can  therefore  be  driven  off  completely  on  evapora- 
tion to  dryness,  it  forms  a  very  insoluble  pulverant  precipitate,  a 
white  sub-sulpho-cyanide,  which  can  readily  be  washed,  and  it  affecta 
scarcely  any  other  metal  which  may  happen  to  be  present. 

The  Souroe  of  Nerve  Force. t — Mr.  J.  St.  Clair  Gray  is  the 

author  of  a  view  concerning  the  origin  of  nerve  force,  which  he  is 
very  judiciously  endeavoring  to  verify  by  actual  experiment.  The 
author,  starting  from  the  assumption  that  this  power  had  in  it  an 
electrical  element,  arrived  finally  at  the  conclusion  that  its  source  is 
to  be  sought  for  in  the  sulphur  and  phosphorus  in  the  animal  system. 

It  is  well  known  that  phosphorus  exists  in  considerable  quantity  in 
the  brain,  and  that  sulphur  is  present  in  the  liver,  while  an  alkaline 
fluid  is  in  constant  circulation  between  them. 

To  determine  the  fact  as  to  whether  a^  combination  of  similar  ele- 
ments would  generate  an  electric  current,  he  constructed  a  cell  con- 
taining caustic  potassa,  in  which  were  placed  sticks  of  sulphur  and 
phosphorus.  Chemical  action  very  soon  set  in.  The  phosphorus  was 
soon  converted  into  an  oily  mass,  the  sulphur  gradually  wasted  away 
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at  the  point  of  contact  with  the  former,  while  potassa  salts  were  formed 
in  the  solution.  The  operation  was  attended  with  the  evolution  of 
phosphuretted  and  sulphuretted  hydrogens. 

The  action  seems  to  be  very  gradual,  since  wc  are  informed  that  at 
the  end  of  three  months  it  was  still  going  on.  The  presence  of  an 
electric  current  in  the  cell  was  conclusively  established  by  the  elec- 
trometer, the  electro-motive  force  of  the  current  being  found  to  be 
superior  to  that  of  the  Daniell  cell. 

Having  thus  established  one  fact  in  favor  of  his  hypothesis,  the 
author  next  proceeded  to  test  its  truth  under  the  actual  conditions  of 
life.  The  leg  of  a  frog  was  prepared  as  a  galvanoscope  according  to 
Ghilvani*8  directions.  A  rabbit  was  then  chloroformed,  and  through 
an  incision  in  the  abdomen  an  insulated  copper  wire  was  introduced 
into  the  substance  of  the  liver,  and  another  similar  wire  passed 
through  the  optic  foramen  into  the  brain.  The  free  ends  of  the  wires 
were  then  brought  into  contact  with  the  exposed  nerve  of  the  frog's 
leg,  when  powerful  convulsions  were  produced  in  it ;  a  very  clear 
demonstration  that  an  electric  current  does  exist  between  the  brain 
and  the  liver.  From  these  facts  the  author  infers  that  the  source  of 
the  current  is  the  action  of  the  alkaline  fluid  on  the  sulphur  and 
phosphorus  in  these  organs ;  especially  since  he  has  shown,  from  his 
experiment  with  the  cell  constructed  on  this  principle,  that  the  com- 
bination of  these  elements  is  capable  of  generating  a  very  powerful 
current. 

The  experiments  are  still  being  continued,  and  we  shall  doubtless 
soon  be  informed  either  that  subsequent  investigation  has  disproven 
this  ingenious  theory,  or  that  the  source  of  nerve-force  is  dis- 
covered. The  very  obvious  objection  that  sulphur  and  phosphorus  do 
not  exist  as  Buch  but  as  compounds,  in  the  liver  and  brain,  must,  of 
course,  be  considered  as  militating  against  the  author's  views,  until  it 
is  shown  to  the  contrary. 


(J(lit0ti»l  €nm%pviitut. 

Brick-dust  Cement. 

Philadelphia,  Dec.  20th,  1871. 
To  the  Editor  of  the  Journal  of  the  Franklin  Institute. 

Dbab  Sir — It  may  not  be  generally  known  among  builders  in  this 
country,  or  to  the  majority  of  your  readers,  that  in  the  Spanish  do^ 
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minions  ordinary  brick -dust,  made  from  hard  burned,  finely  pnlyer- 
iied  bricks,  and  mixed  with  common  lime  and  sand,  is  nniversally 
and  successfully  employed  as  a  substitute  for  hydraulic  cement. 

The  writer,  during  an  engineering  experience  of  six  (6)  years  in 
Cuba,  had  ample  opportunity  for  testing  its  merits,  and  found  it  in 
all  respects  superior  to  the  best  Rosendale  hydraulic  cement  for  cul- 
verts, drains,  tanks  or  cisterns  and  even  for  roofs  ;  whether  for  setting 
flat  tiles,  or  for  making  the  usual  tropical  concrete  flat  roof. 

It  is  regularly  known  there  as  an  article  orcommerce^  sold  in  barrels 
by  all  dealers  in  such  articles  at  the  same  price  as  cement.  The  pro- 
portions used  in  general  practice  are  one  of  brick  dust  and  one  of 
lime  to  two  of  sand,  mixed  together,  dry  and  tempered  with  water  in 
the  usual  way.  A  greater  or  less  quantity  of  the  brick  dust  is  some- 
times employed  when  considered  desirable.  The  writer  cannot  say 
whether  this  composition  has  ever  been  tried  in  this  country,  or 
whether  it  would  retain  its  virtues  when  subjected  to  the  action  of 
frost.  • 

It  would  seem,  however,  that  it  could  be  produced  at  a  lower  rate 

than  cement,  by  the  addition  of  pulverising  mills  to  our  brick  yards 

to  utilise  the  waste  and  broken  bricks  ;  and  if  found  successful,  its 

manufacture  might  be  worth  considering  by  those  who  are  interested 

in  such  products. 

Very  truly  yours, 

F.  B.  MiLBS. 

Note. — Under  the  paragraph  headed  Hydraulic  Cements  in  Traut- 
wine's  Engineers  Pocket-book  (recently  published)  mention  is  made 
of  the  same  material ;  from  which  it  appears  that  it  is  considerably 
used  in  France.  The  author  of  the  work  in  question  pronounces  it, 
from  his  own  observation,  to  be  decidedly  hydraulic — a  block  of  the 
same  one-half  inch  in  thickness,  without  sand,  after  immersion  in 
water  for  four  months,  bore,  without  crumbling,  crushing  or  splitting, 
a  pressure  of  1500  lbs.  per  square  inch.  The  opinion  is  further  ex- 
pressed that  the  addition  of  even  as  little  as  one-tenth  as  much  brick 
dust  as  sand  to  our  ordinary  mortars,  would  prevent  the  disintegration 
so  generally  visible  in  the  mortars  used  in  masonry. — Bd. 
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PATENT  INVENTION. 

By  J.  Richards,  M.  E. 

When  any  public  interest  becomes  the  subject  of  controversy,  when 
widely  different  opinions  are  drawn  from  apparently  the  same  prem- 
ises, it  is  generally  safe  to  assume  thnt  there  is  some  inherent 
error  that  lies  at  the  bottom — some  principle  that  is  at  variance  with 
the  laws  of  political  economy,  or  of  science,  as  the  case  may  be.  With 
this  proposition  I  beg  briefly  to  consider  the  subject  of  patent  inven- 
tions, in  view  of  the  present  agitation  of  the  matter  in  England  and 
the  United  States. 

Our  courts  have  for  two  centuries  puzzled  their  brains  to  define 
what  constitutes  invention — where  devices  or  combinations  end.  and 
where  principles  begin  ;  to  define  what  principle  means,  as  applied 
to  machines,  &c.,  &c. 

Our  legislators  have  grappled  this  knotty  subject  of  property  in  in- 
vention (as  is  plainly  their  duty)  ;  long  harangues  are  the  result, 
A  commission  costing  thousands  of  pounds  has,  in  England,  been  set  at 
work  to  unravel  this  troubled  question  of  patents. 

The  history  of  the  Netherlands,  with  their  mechanical  achievements 
of  two  centuries  ago,  are  dragged  into  the  argument ;  men  skilled  in 
procuring  patents  are  placed  at  the  bar  to  give  testimony  as  to  the 
patent  system.  (The  writer  must,  however,  be  careful  in  reviewing 
this  matter,  as  he  has  rkot  mustered  the  courage  to  go  through  the 
proceedings  of  the  commission.) 

Now,  Mr.  Judge  or  Legislator,  is  it  not  possible  that  there  is  some- 
thing behind  all  this  trouble  about  patents  that  has  been  lost  sight 
of,  and  are  you  not  trying  to  frame  civil  laws  to  govern  that  which 
belongs  to  the  field  of  science  /  Has  not  the  demonstration  of  the 
mechanical  equivalent  of  heat,  the  laws  of  forces,  laws  of  construc- 
tion, &c.,  under  the  rapid  advances  of  the  few  last  years,  "  umler- 
minded*'  your  old  theories  about  property  in  invention  ? 

Assuming  the  proposition  given  at  the  outset  to  be  true,  the  writer 
as  an  engineer  and  patentee  of  numerous  inventions,  begs  to  submit 
the  following  views  in  regard  to  patents,  which,  so  far  as  he  knows, 
have  not  been  embodied  in  any  of  the  very  able  discussions  heretofore 
had  on  this  subject,  trusting  that,  whether  true  or  erroneous,  they 
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will  contribute  something  to  the  settlement  of  a  question  in  which  he 
feels  a  great  interest. 

To  present  his  views  in  a  manner  intelligible  to  all,  the  following 
propositions  are  submitted : 

Fir%L  Invention,  in  accordance  with  the  general  acceptation  of 
the  term,  means  **  discovery,"  a  finding  out  of  something  not  known 
before,  not  by  consecutive  deductions  from  certain  known  premises, 
but  a  kind  of  '^accidental  "  discovery.  It  might  also  be  said  to  mean 
a  kind  of  '' intuition  "  that  reveals  what  'is  sought  through  a  faculty 
called  genius. 

Second.  Demonstration  by  deductions  from  known  premises  or 
data,  wrought  out  by  mathematical  or  engineering  knowledge,  is  not 
invention  in  the  sense  above,  nor  can  it  be  comprehended  in  the  in- 
tent of  the  law  relating  to  discoveries  or  inventions. 

Third.  The  necessity  for,  or  even  the  very  existence  of  such  a 
thing  as  invention  or  discovery,  in  the  popular  sense,  is  found  wholly 
in  our  imperfect  knowledge  of  scientific  law,  and  the  age  in  which  it 
was  found  to  be  expedient  or  necessary  to  offer  bribeB  for  such  dis- 
covery has  passed  away. 

In  reference  to  the  first  proposition,  it  is  hardly  worth  while  to  off'er 
anything  in  its  support,  that  inventions  means  in  a  popular  way  a 
kind  of  "  chance  finding  out  "  none  will  dispute.  It  has  ever  been 
regarded  as  a  kind  of  supernatural  gift.  Inventions  have  had  thrown 
around  them  the  cloak  of  secrecy,  and  the  public  mind  has  always  been 
'  educated  to  a  kind  of  mystery  in  regard  to  patents. 

Think  of  a  State  offering  premiums  to  its  subjects  for  the  discovery 
(not  demonstration)  of  a  '^  perpetual  motion,''  whatever  that  may  be- 
Think  of  the  thousands  of  pounds  and  the  hundreds  of  useless  lives 
that  have  been  sacrificed  on  this  altar  of  mechanical  discovery,  and  we 
must  go  far  back  to  the  dark  ages  of  alchemy  and  superstition  to 
find  a  parallel. 

The  second  proposition,  as  to  what  does  not  constitute  invention,  is 
more  important.  In  its  support  no  stronger  argument  can  be  ad- 
duced, nor  even  wanted,  than  the  trouble  that  has  ever  existed  to  de- 
fine what  constitutes  invention,  such  invention  as  could  by  right  be. 
come  the  property  of  the  individual.  It  has  been  held  that  such  in- 
vention must  not  comprehend  a  principle ;  next,  a  principle  must  be 
defined,  which  we  are  told  is  a  ''  mode  of  operation,"  and  that  the 
devices  may  be  claimed  but  not  their  '^ manner  of  operating;"  but 
then  these'devices  we  claim  are^  of  necessity,  mechanical  agents,  gm' 
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erally  known  both  to  practice  and  philosophy.  Yes,  true,  but  there  is 
the  combination  of  these  elements  that  is  proper  subject-matter  for  a 
patent  and  exclusive  right.  Grant  that,  but  it  is  further  held  that 
at  least  one  element  in  a  particular  combination  must  be  new; 
^^  new"  in  what  sense  ?  there  is  rarely  a  new  mechanical  movement 
discovered ;  new  in  the  sense  of  not  being  known  to  the  laws  of 
physics,  and  there  can  be  no  new  element  among  mechanical  devices 
in  these  combinations. 

We  are  also  told  that  a  combination  of  old  elements  to  produce  a 
new  result  is  proper  subject-matter  for  a  patent,  which,  like  the  for- 
mer assumption,  if  followed  out  ends  at  the  same  point,  just  where  it  be- 
gan, and  has  no  meaning  that  is  sufficiently  tangible  for  the  miud  to 
grasp.  The  inevitable  conclusion  is,  there  is  nothitiff  in  invention 
which  can  of  right  become  the  property  of  the  individual,  for  the  want 
of  our  power  to  define  it.  If  there  is  anything  to  which  he  has  a 
natural  right  it  could  certainly  be  so  defined  as  to  come  within  the 
scope  of  ordinary  comprehension. 

Results  attained,  then,  by  deductive  reasoning  are  not  inventions — 
not  discoveries  at  least  in  the  accepted  sense,  for  two  persons  with 
similar  premises  will  attain  like  results  in  pursuit  of  a  given  object ;  the 
premises — laws — data— or  whatever  else  we  may  term  them,  are  open 
to  all.  The  scientific  or  practical  attainments  of  the  inventor  are  but 
borrowed  from  popular  sources,  and  the  experience  and  knowledge  of 
others,  hence  results  or  demonstrations,  inventions  if  you  please,  thus 
wrought  out  cannot  of  right  become  the  property  of  the  individual, 
and  cannot  certainly  be  the  intent  and  meaning  of  the  statute  re- 
lating to  invention. 

The  third  proposition  is  a  bold  one,  no  doubt,  but  nevertheless  true 
in  the  abstract,  so  far  as  relating  to  mechanical  invention,  at  least ; 
every  invention  or  discovery  in  mechanics  must,  of  necessity,  be 
found  to  conform  to  the  laws  of  science.  The  difference,  then, 
between  what  we  will  term  "legitimate**  and  "illegitimate**  inven- 
tion, is  that  in  the  one  case  the  result  is  discovered  by  tracing  it  out 
through  the  medium  of  these  laws,  as  from  cause  to  effect ;  in  the 
other  by  groping  about  until,  by  chance,  we  light  upon  the  result, 
and  then  by  a  negative  course  follow  back  these  laws  to  prove  its  con- 
formity with  physical  science ;  to  make  a  plain  illustration,  it  is  like 
making  a  search  for  the  missing  end  of  a  thread,  in  one  case  groping 
about  to  find  it  by  accidental  discovery,  in  the  other  by  following  the 
thread  itself  to  the  missing  end. 
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To  show  by  a  more  familiar  example  that  this  proposition  is  not  a 
chimerical  one,  let  us  suppose  that  an  existing  fault  or  want  has  been 
demonstrated.  This  fault  or  want  wo  will  suppose,  for  example,  to  be 
the  tendency  of  railway  trains  to  overturn  in  making  sharp  curves. 
Let  us  next  suppose  two  inventors,  one  of  the  illegitimate  school,  set- 
ting about  to  ''  discover"  a  remedy,  without  scientific  knowledge,  but 
with  the  incentive  of  **  personal  right"  in  his  discovery  when  made; 
the  other,  an  engineer  educated  in  the  laws  of  physical  science  and 
construction,  moving  in  the  legitimate  performance  of  his  profes- 
sional duty. 

The  first  commences  by  tasking  what  is  termed  his  "  ingenuity*' 
for  expedients  to  keep  the  carriages  on  the  track.  Mechanical  devices 
of  various  kinds  present  themselves  to  his  mind ;  he  thinks  of  gib 
hooks  beneath  the  rail ;  he  thinks  of  a  shifting  load  to  move  to  the 
short  side  of  the  curve,  of  a  wider  wheel  base,  of  greater  weight  to 
keep  the  carriages  down,  of  lowering  the  weight  to  get  it  between  the 
rails ;  finally  he  hits  upon  an  expedient  which  is  tried  ;  it  fails,  ia 
modified,  tried  again,  is  abandoned  for  another,  until,  after  expensive 
experiments,  the  true  remedy  may  or  may  not  be  reached. 

On  the  other  hand,  let  us  suppose  the  same  matter  to  be  taken  in 
hand  by  the  legitimate  inventor,  or  **  demonstrator  "  is  the  better 
term.  He  begins  by  ascertaining  the  conditions,  finds  a  force  acting 
which  tends  to  overturn  the  train,  a  force  with  which  he  is  familiar, 
as  the  tendency  of  moving  bodies  to  remain  in  one  plane,  the  extent, 
direction  and  influence  of  this  force  is  all  measured  by  laws  which  he 
knows  to  be  fixed  and  constant. 

The  train  being  in  motion,  no  stationary  resistance  can  be  opposed 
to  this  force,  neither  can  it  be  destroyed  nor  its  course  changed ;. 
hence  his  teachings  tell  him  it  must  be  met  and  neutralized  by  a 
force  acting  in  an  opposite  direction ;  this  cannot  be  had,  but  acting  at 
right  angles  is  the  force  of  gravity,  which  can  be  used ;  it  is  already 
acting,  but  insufficient  in  degree.  To  increase  it  he  raises  the  outer 
rail  until  the  centre  of  gravity  has  reached  a  position  to  balance  the 
centrifugal  force  of  the  train,  and  has  accomplished,  without  experi- 
ment, without  discovery,  all  that  can  in  the  nature  of  things  be  pos- 
sible to  remedy  the  fault,  and  yet  done  nothing  outside  the  regular 
exercise  of  his  professional  duties,  certainly  nothing  to  give  him  the 
right  of  property  in  the  result. 

It  might  be  safely  asserted  that  the  loss  of  time  and  loss  by  ex- 
perimenti  to  say  nothing  of  the  influence  to  retard  legitimate  engin- 
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eering,  has,  by  this  system  of  bribes  for  discovery j  done  more  harm 
thin  good  for  ten  years  past. 

It  might  also  be  assumed  that  we  have  now  reached  a  period  when 
the  rights  of  the  people,  the  dignity  of  legitimate  engineering  and 
pablic  interest  demands  its  discontinuance. 

The  impossibility  of  the  proper  administration  of  a  system  founded 
in  error,  is  of  itself  no  doubt  a  sufficient  reason  for  its  discontinu- 
ance, but  we  can  now  afford  to  place  it  upon  higher  grounds. 

In  conclusion,  the  writer  desires  to  say  that  nothing  is  further  from 
his  intention  than  to  cast  any  reflection  upon  the  many  highly  im- 
portant inventions  that  have  come  to  us  through  the  school  of  ^'  dis- 
covery," nor  is  it  the  intent  to  declaim  against  a  sysj;em  that  has  had 
its  place  in  the  development  of  our  arts,  but  simply  to  claim  that  its 
faults  have  not  been  traced  to  the  proper  source  and  that  its  time  has 
passed  away. 

We  no  longer  need  the  incentive  of  personal  right  in  invention  or 
demonstration  to  develop  our  arts,  and  the  writer,  from  his  own  obser- 
vation, both  in  England  and  America,  finds  that  the  better  class  of  en- 
gineers and  mechanicians  have  come  already  to  look  with  disfavor  upon 
patents,  a  question  of  fact  which  will  be  confirmed  by  as  many  as 
have  noticed  the  matter,  and  one  that  can  be  determined  by  searching 
the  records  of  the  patent  office  for  the  names  of  our  best  engineers. 


PENNSYLVANIA  RAILROAD  SHOPS  AT  WEST  PHILADELPHIA. 

Bt  Joseph  M.  Wilson,  G.  £. 

p.  A.  Engineer  Conetruction  Department  PennsylTAnia  Railroed. 
(Continued  from  Vol  LXII.  page  320.) 

Transfer  Pit  and  Table.  The  transfer  pit  is  located  between  the 
locomotive  shop  and  the  passenger  car  shop,  so  that  it  may  be  used 
for  shifting  both  locomotives  and  cars.  It  is  244  feet  long  and  42 
feet  2  inches  wide,  inside  dimensions.  The  side  walls  are  of  stone 
2  feet  thick,  with  a  cut  stone  coping  course  on  top,  18  inches  wide 
and  9  inches  deep,  the  rails  of  the  tracks  from  the  shops  being  cut 
into  this  coping,  so  that  the  top  of  coping  is  flush  with  top  surface  of 
rails.  There  are  three  tracks  on  the  floor  of  the  pit  running  in  the 
direction  of  its  length,  to  guide  the  movement  of  the  transfer  table. 
Each  rail  is  laid  upon  a  6  by  12  inch  white  oak  track  stringeri 
having  a  foundation  wall  under  it  20  inches  thick,  the  track  stringer 
being  firmly  fixed  to  the  foundation  by  anchor  bolts  at  frequent  in- 
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tervals  in  its  length.  The  floor  of  the  pit  is  paved  with  brick  laid 
flat  in  sand,  the  proper  grades  being  given  to  the  difierent  parts,  so 
that  surface  water  may  drain  off  into  sewer  openings  provided  for  the 
purpose  at  three  points  in  the  length  of  the  pit. 

The  transfer  table,  designed  and  manufactured  by  Williams  Sellers 
k  Co.,  of  Philadelphia,  is  constructed  entirely  of  wrought-iron,  except 
the  wheels,  which  are  the  usual  cast-iron  wheels  used  on  American 
roads.  Plate  XII  gives  a  plan  and  elevation  of  this  table.  The 
table  proper,  which  is  suspended  from  six  pairs  of  wheels,  is  built  of 
rolled  heavy  9  inch  I  beams,  weighing  150  lbs.  to  the  yard.  There 
are  six  cross-beams  suspended  from  the  wheel  axles,  and  two  longi* 
tudinal  beams,  one  under  each  rail  of  the  track  on  the  table.  The 
top  flanges  of  these  beams  are  in  the  same  plane,  and  where  the 
beams  meet,  those  running  longitudinally  are  cut  and  connected  to 
the  others  by  splicing  plates  and  rivets.  Diagonal  plates,  1  inch  by 
4  inches  pass  underneath,  being  riveted  to  the  flanges  of  the  beams 
wherever  they  pass  them,  thus  thoroughly  stiffening  the  structure 
laterally.  The  rails  on  table  are  laid  directly  on  to  the  longitudiaal 
I  beams  and  bolted  fast.  The  height  from  base  of  rail  on  table  to 
base  of  rail  on  floor  of  pit  is  14f  inches.  The  length  of  table  is  42 
feet,  an  allowance  of  one  inch  being  made  at  each  end,  less  than  the 
width  of  the  pit,  for  clearance. 

• 

Office  Building.  The  office  building,  situated  as  marked  No.  8  on 
general  plan,  is  a  two  story  structure  of  brick,  with  a  bell  tower,  the 
plan  and  elevations  being  given  on  plate  XIII.  The  first  floor  plan 
is  arranged  with  a  hall  through  the  centre  and  a  room  on  each  side, 
one  being  the  master  mechanic's  office  and  the  other  a  clerk's  office. 
From  the  clerk's  office  a  reporting  window  opens  on  to  the  hall,  and 
all  the  mechanics  in  the  establishment,  before  going  to  work,  pass 
through  this  hall  and  report  their  presence  to  the  proper  clerk,  sit- 
uated at  this  window. 

The  second  story  is  arranged  on  the  same  plan  as  the  first,  th# 
rooms  being  used  as  offices  by  the  car  department. 

The  bell  in  the  tower  is  of  cast  steel,  87  inches  in  diameter  (note  B) 
and  weighing  836  lbs.  It  was  manufactured  by  Vickers  Sons  &  Co., 
limited,  Sheffield,  England.  It  is  claimed  for  bells  of  this  material, 
tlMt  they  have  a  very  pure,  rich  and  melodious  tone,  and  their  sound 
penetrates  to  a  greater  distance  than  that  of  any  other  kind  of  bell ; 
thftt  tbej  are  stronger  and  more  durable  than  any  other^  having  stosd 
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the  severest  frosts  without  injary,  and  that  for  the  same  diameter  and 
depth  of  tone  they  are  of  less  weight  than  if  made  of  bronze  or  com- 
position and  at  the  same  time  of  less  cost  per  pound.  These  bells 
are  in  use  at  four  different  points  on  the  line  of  the  road,  and  have, 
80  far,  been  very  satisfactory. 

(To  be  coDtinued.) 


WOOD-WORKING  MACHINERY. 

A  treatise  od  its  coDstructioD  and  application,  with  a  history  of  its  origin 

and  progress.     By  J.  Richards,  M.  E. 
(Continued  from  Vol.  LXII.  page  404). 

The  machine,  fig.  1,  is  a  direct  acting  cutting  engine  for  the  manu- 
facture of  thin  boards  for  bandboxes,  or  other  uses  of  a  similar  nature. 

The  reciprocating  carriage  shown  on  the  top  of  the  main  frame, 
has  a  throat  similar  to  an  ordinary  plane,  with  an  adjustable  cutter 
projecting  from  its  upper  face  to  suit  the  depth  or  thickness  of  the 
boards  to  be  cut,  the  face  being,  of  course,  adjustable,  so  that  the 
extreme  projection  of  the  edge  will  be  in  the  plane  of  table  or  platen 
behind  the  cut.  This  carriage  has  a  reciprocating  motion  by  means 
of  the  winding  cord  seen  in  the  engraving,  which  moves  it  steadily 
forward,  and  then  allows  a  quick  return  for  the  succeeding  stroke. 

The  block  from  which  the  pieces  are  to  be  cut  is  seen  on  the  top  of 
the  carriage,  where  it  is  held  against  the  face  of  the  knife  by  means 
of  the  abutting  brackets,  and  is  forced  down  by  means  of  the  weighted 
lever  shown. 

To  keep  this  lever  in  a  horieontal  position,  as  the  wood  recedes,  the 
fulcrum  is  so  arranged  as  to  move  down  with  the  block,  actuated  by 
the  machine  itself. 

The  speed  for  ordinary  cutting  is  ten  revolutions  per  minute; 
weight  two  and  one  half  tons. 

The  machine,  fig.  2,  operates  much  on  the  same  principle  as  the 
one  shown  in  fig.  1.  The  wood,  however,  in  addition  to  being  cut  off 
m  thin  boards,  is  also  divided  into  match  splints,  at  the  rate  of  ten 
lhon€and  per  minute  when  the  whole  capacity  is  employed,  or,  in  other 
words,  when  the  feeding  box  is  full.  The  wood  blocks  are  put  into 
the  hopper  or  box  seen  on  top,  and,  projecting  through  the  bottom,  come 
in  contact  with  th«  plane  or  cutter  frame,  which  has  a  reciprocating 
motion  by  means  of  the  crank  shaft  as  shown. 

A  cut  being  made  and  the  cutter  frame  drawn  back,  the  block  drops 
to  the  extent  it  has  been  cut  4way,  ready  for  the  next  ctft. 
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'  The  Bcmle  u  one-twenty-foorths,  weight  sixteen  hundred  ponnds, 
speed  two  hundred  reTolations  per  minute. 

Fig.  3  Is  a  true  side  elevation  of  a  jointing  machine  for  box  boards 
or  other  short  staff,  intended,  however,  for  glue  joints  of  all  kinds. 
To  form  glue  joints  bj  machinery  that  would  be  as  perfect  as  those 
made  bj  hand  has  been  the  object  of  many  machines  that  have  failed 
to  accomplish  the  purpose.  The  plan  here  employed,  of  fastening 
a^number  of  pieces  in  an  iron  carriage  moving  on  strong  guides,  is 
no  doubt  the  best  that  can  be  adopted  to  secure  true  joints. 

The  lumber,  as  shown,  is  set  into  an  iron  frame  clamped  by  means 
of  the  hand  wheel  in  the  front,  the  lower  edge  projecting  down  to 
meet  the  cutter  shaft ;  this  carriage  is  traversed  by  means  of  the  screw 
and  bevel  gearing,  which  can  be  readily  understood  from  the  drawing. 


ON  THE  FLOW  OF  WATER  IN  RIVERS  AND  CANALS. 

Bt  J.  Fabrand  Hbnrt,  Ph.  B. 
(Continaed  from  Vol.  LXII.  page  389.) 

Bottom  Velocity. 

Capt.  Boileau  says  :*  ''  The  observations  should  be  continued  to  a 
short  distance  from  the  bottom,  for  in  that  region  the  velocities  de- 
crease rapidly."  And  again  rf  '^  Returning  to  the  observations.made 
by  Dubuat  upon  the  movement  by  translation  of  grains  of  sand  which 
follow  the  bottom  of  the  canal,  let  us  compare  these  movements  with 
that  of  the  liquid  at  the  same  depths.  According  to  that  engineer's 
estimates,  the  velocity  of  translation  was  only  about  0-003  of  an  inch 
(0*00008  m.)  per  second  in  a  current  where  the  lower  layer  of  water 
moved  at  about  one  foot  (0-325  m.  per  second,  a  result  which  at  first 
appears  inexplicable ;  for,  even  admitting  a  notable  error  in  the  meas- 
urement, these  quantities  still  differ  enormously.  However,  remark- 
ing, in  the  first  place,  that  Dubuat  measured  the  bottom  velocities  in 
his  experimental  canal,  by  means  of  small  spheres  0-24  inch  (0-006  m.) 
or  less  in  diameter,  while  the  grains  of  sand  were  not  over  one-tenth 
this  size,  it  seems  that  the  molecules  of  liquid  very  near  the  bottom 
have  a  very  slight  movement,  and  that  in  the  small  inferior  zone  or 
layer  the  velocities  increase  very  rapidly  to  a  certain  height,  where 
this  increase  follows  the  laws  discovered  by  means  of  the  hydro- 
metrical  instruments. 

*  Mesore  des  eaaz  conrantes,  page  902.        t  Idem,  page  339. 
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^*  This  circumstance  seems  to  confirm  the  opinion  of  Dubuat  and 
le  greater  part  of  hydraulic  engineers,  who  hold  that  the  fluid  mole- 
ales  in  immediate  contact  with  the  bottom  of  the  canals  are  made 
nmovable  by  their  adherence.*'  Then  follow  his  remarks  (already 
noted'*')  on  the  formation  of  eddies. 

To  obtain  actual  measurements  of  the  bottom  velocity  seems  almost 
npossible. 

In  small  canals  the  distance  between  the  lowest  measurement  and 
le  bottom  affords  ample  space  for  great  changes  in  the  velocity, 
B  Dubuat*s  experiments  show ;  and  in  deep  rivers  it  is  difficult  to  get 
meter  close  to  the  bottom,  or  rather  to  know  exactly  how  near  the 
ottom  it  is ;  and,  fis  the  pulsations  of  the  current  are  so  great  in 
bat  region,  the  velocity  will  sometimes  be  so  slow  that  the  meter  will 
top  for  a  time,  and  thus  make  the  mean  too  large.  Floats,  as  we 
ave  seen,  are  entirely  unreliable  for  such  observations,  for  the  exact 
epth  of  the  lower  float  can  never  be  known,  and  they  invariably  give 
>o  high  velocities. 

Notwithstanding  the  experiments  noted  above,  Dubuat  gives  a  for- 
lula  for  the  bottom  velocity  which  makes  it  a  little  more  than  half 
hat  at  the  surface.  He  considered  also  that  the  bottom  velocity  was 
he  same  for  like  surface  velocities,  whatever  the  depth  of  the  stream, 
nd  that  it  was  not  affected  by  the  nature  of  the  bed. 

Darcy  and  Bazin  have  shown  that  the  nature  of  the  bed  materially 
ffects  the  velocity,  a  different  constant  being  used  in  their  formula 
or  beds  of  plank,  masonry,  cement,  earth,  &c.,  and  the  later  observa- 
ions  seem  to  show  that  the  bottom  velocity  changes  with  the  depth 
(so. 

The  bottom  velocities  given  by  Dubuat*s  and  other  formulae,  and 
)und  in  all  hydraulic  tables,  can  only  be  considered  as  the  lowest 
leasured  velocity.  Dubuat,  Blackwell  and  others  have  measured  the 
elocity  of  currents  capable  of  moving  different  substances,  which 
lay  be  condensed  as  follows  : 

16  feet  a  minate  will  start  white  clay. 

40    *'  *'        "    ino?e  along  coarse  saad. 

60     "  <«        ..  i.  fine  gravel. 

120    *^  *'        *'  '*  rounded  pebbles  1  inch  in  diameter. 

200    "  "        "  *<  fiint  stones  size  of  bens'  eggs. 

Beardman*s  tables,  which  arc  computed  by  Dubuat*s  formula,  give 

bottom  velocity  of  2*92  feet  per  second  for  a  surface  velocity  of 

^or  feet  per  second,  or  about  three  miles  an  hour.     This,  according 

*Ante,  page. 
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to  the  above  table,  would  move  along  pebbles  over  an  inch  in  diam- 
eter ;  while  We  know  from  experience  that  rivers  of  a  much  greater 
sorface  velocity  run  over  beds  composed  of  soft  sand  or  finely  colii<^ 
minuted  clay,  with  but  little  change  in  their  cross  section,  through* 
quite  long  periods  of  time.  In  a  small  clear  stream,  I  have  watched 
the  gathering  of  small  particles  of  vegetable  or  earthy  matter,  whose 
specific  gravity  was  so  nearly  that  of  the  water  that  they  would  just 
sink  upon  the  small  stones  at  the  bottom,  but  if  they  were  disturbed 
so  as  to  rise  out  of  the  lower  layers  of  water,  they  would  be  imme- 
diately carried  ofi"  by  the  current. 

At  times,  of  course,  when  the  conditions  are  favorable,  the  scouring^ 
of  rivers  is  very  great,  but  ordinarily  they  appear  to  have  but  little- 
action  on  the  bed. 

In  the  report  of  Mr.  Chas.  Ellet,  Jr.,  on  the  ''  Inundations  of  the 
Mississippi,**  is  the  following:*  ^^To  excafate  a  channel  through  soil 
of  a  given  texture,  and  to  keep  the  same  channel  open  when  so  exca- 
vated, are  two  very  distinct  things,  requiring  very  different  appliea^ 
tions  of  force.  We  find,  consequently,  that  it  is  no  easy  thing,  even 
with  a  great  fall  and  a  great  volume,  to  open  a  new  channel  by  the 
mere  action  of  the  running  water  of  the  Mississippi.  The  first  at- 
tempt to  make  a  out  off  a"*  Racourci,  where  the  fall  was  at  the  rate  of 
six  feet  to  the  mile,  were  unsuccessful,  although  a  considerable  volume 
of  water  was  let  through  an  artificial  trench  leading  from  the  river 
above  to  the  river  below  the  bend.  Various  other  attempts  to  create 
cut-offs  across  bends  in  the  upper  portions  of  the  river  have  likewi<ie 
been  unsuccessful,  although  sometimes  aided  by  a  descent  of  7  or  8 
feet  per  mile. 

^'  The  Atchafalaya  and  the  Plaquemine  have  probably  been  open 
for  ages — certainly  f5rom  periods  far  beyond  the  reach  of  history  or 
tradition — the  first  having  a  fall  more  than  twice  as  great,  and  the 
other  a  fall  ten  times  as  great  as  the  Mississippi  itself;  and  yet,  UB- 
aided  by  art,  they  have  been  found  unequal  to  the  task  of  increasing 
the  depth. of  their  channels,  or  enlarging  their  respective  waterways. 
On  the  contrary,  the  Atchafalaya,  in  the  view  of  the  writer,  seems  to 
have  been  contracting  its  original  width  for  a  great  many  years. 

^^The  crevasse  at  Bonnet  Carre  discharged  into  Lake  Ponchartrain 
about  the  one-tenth  part  of  the  high- water  burden  of  the  Mississippi, 
for  many  consecutive  days,  during  the  great  flood  of  1850,  when  the 
water  of  overflow  rushed  down  a  plane  descending  about  fifteen  feet 

*  Ex.  Doc,  20, 1852,  page  67. 
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in  4^  miles ;  and  yet  the  Telocity  and  force  of  the  torrent  were  not 
sufScient  to  tear  up  the  natural  soil  to  any  considerable  extent.  No 
channel  was  excavated.  The  furrows  left  by  the  plow  and  the  roots 
of  the  crop  remained  on  the  field  where  it  had  been  swept  by  the 
water,  after  the  flood  had  subsided. '* 

There  were  also  two  attempts  to  make  artificial  cut-offs  during  the 
Rebellion,  which  were  unsuccessful. 

A  curious  story  was  told  by  the  divers  employed  in  the  construc- 
tion of  the  St.  Louis  bridge  across  the  Mississippi.  It  mUst  be  taken 
for  what  it  is  worth  ;  yet  it  seems  hardly  possible  that  it  could  have 
been  an  invention  of  their  own  : 

During  the  sinking  of  those  piers,  large  scows  were  moored  along- 
side ;  and  the  divers  reported  that  the  bottom  of  the  river  underneath 
the  scows  was  scooped  out  just  about  the  amount  they  extended  be- 
neath the  surface.  This  would  seem  to  show  that  while  the  river  was 
in  its  normal  condition — the  discharge  and  cross  section  being  in 
equilibrium — the  sand  and  silt  of  the  bottom  was  undisturbed ;  but  an 
obstruction  being  placed  in  the  stream  which  reduced  the  cross  sec- 
tion, the  velocity  at  the  bottom  was  increased  till  the  equilibrium  was 
restored. 

If  an  obstruction  be  placed  in  the  bottom  of  a  river,  thus  lessening 
the  cross-section,  the  surface  level  will  be  raised;  and  if  an  obstruc- 
tion be  placed  near  the  surface,  it  would  seem  as  if  the  bottom  or 
sides  must  yield. 

l%ese  are,  of  course,  only  conjectures,  but  they  all  seem  to  indicate 
that  the  real  bottom  velocity  in  rivers  must  be  very  small. 

In  the  Mississippi  observations,  the  bottom  velocity  exceeds  that  of 
the  surface  in  28  out  of  the  69  selected  verticals,  in  some  cases  being 
more  than  one  foot  a  second  in  excess,  and  in  one  vertical,  as  has 
been  already  mentioned,  the  maximum  velocity  is  recorded  at  one 
foot  helow  the  bottom. 

It  was  found  impossible  to  obtain  satisfactory  results  in  the  rivers 
connecting  the  lakes  below  about  three  feet  from  the  bottom,  both 
from  the  uncertainty  of  position,  and  the  intermittent  velocity,  as 
before  noticed. 

The  means  of  the  measurements  from  that  depth  to  ten  feet  from 
the  bottom  are  given  in  Table  X,  and  are  also  plotted  in  figures  7  and 
8,  being  represented  by  the  circutnscribed  dots. 

A  free  hand  curve,  shown  by  the  full  line,  is  drawn  through  as 
many  of  these  points  as  possible,  and  continued  till  it  meets  the  hoU 
tom ;  the  ordinates  of  this  Curve  being  also  given  in  the  table : 
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Tablb  X. 


Distance 

St.  Glair's  Rirer. 

Niagara 

i  River. 

from 

the  Bottom. 

Obserred 

Ordinates 

Obsenred 

Ordinates 

Velocities 

of  Carve. 

Velocities. 

of  Curve. 

10 

3053 

. 

9 

2-988 

0060 

0040 

8 

2-935 

0-115 

2'IU 

0-096 

7 

2-870 

0-180 

2  034 

0175 

!               6 

2-782 

0-250 

1-975 

0-260 

5 

2-734 

0  330 

1-889 

0  360 

4 

2-624 

0-440 

1-710 

0-495 

3 

2-437 

0-590 

1-536 

0-660 

2 

0-790 

0-870 

1 

1050 

1-120 

Bottom 

1-550 

1-500 

No.  of  Venicals 

33 

20 

These  curves  show  a  very  rapid  decrease  in  the  velocity  t 
;he  bottom,  and  thus  agree  with  Dubuat's  experiments  on  the 
lation  of  grains  of  sand ;  but  the  bottom  velocities  are  still  ver 
•compared  with  the  slow  motion  of  those  particles,  being  nearlj 
and  a  half  a  second  in  the  St.  Glair  and  seven-tenths  of  a  foot 
^Niagara. 

According  to  the  table  on  page       ,  the  former  velocity  ( 
carry  along  coarse  gravel ;  yet,  while  the  bed  of  the  St.  Clai 
posed  of  clay  so  soft  that  a  sounding  lead  sinks  into  it  a  foot 
•the  form  of  the  bed  has  not  changed  materially  in  the  past  t( 

The  mean  surface  velocities  corresponding  to  these  bottc 
ties  are,  in  the  St.  Clair,  8*6  feet  per  second,  and  2*9  in  the 

The  depth  of  the  former  river  is  over  fifty  feet,  and  of 
-about  70  feet. 

This  shows,  as  far  as  a  single  case  can,  that  the  bottom 
dependent  on  the  depth  as  well  as  on  the  surface  veloci 
•character  of  the  bed ;  which  seems  much  more  rational 
should  be  a  function  of  the  surface  velocity  alone. 

In  an  article  in  "Nature/*  by  Mr.  S.  Login,  upon  the  f 
transporting  power  of  water,  the  following  "Practical  ( 
are  arrived  at : 

"Ist.  That  all  particles  of  water  have  an  affinity  to  < 
to  other  bodies,  and  that  force  is  required  to  separate  t^ 

"  2d.  That  friction  sets  these  particles  rotating  in  al 
larger  or  smaller  circles,  and  that  the  friction  or  foi 
«ome  proportion  to  the  area  of  surface  exposed. 
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^'  3d.  That  this  rolling  motion  becomes  rarer  the  larger  the  diameter 
of  the  circles  may  be ;  that  is,  the  resistance  decreases  as  the  depth 
and  breadth  of  the  stream  increase ;  or,  in  other  words,  the  velocity 
increases  proportionally  to  the  '  hydraulic  mean  depth.' 

"  4th.  Lastly,  that  any  increase  to  the  rapidity  of  this  rotatory 
motion  must  increase  the  abrading  and  transporting  power  of  water, 
by  enabling  it  to  remove  from  the  channel  of  a  stream  grains  of  solid 
matter,  and  hold  them  in  suspension." 

And  he  quotes  from  a  series  of  papers  in  "The  Artisan,'*  the  fol- 
lowing "Supposed  Law:" 

"  The  abrading  and  transporting  power  of  water  increases  in  some 
proportion  as  the  velocity  increases,  but  decreases  as  the  depth  in- 
creases." 

This  idea  of  the  rolling  motion  of  water  caused  by  friction  is  the 
same  as  that  of  Captain  Boilcau  of  the  eddies,  which  he  thought  were 
generated  by  the  adhesion  of  the  water  to  the  bottom  of  the  stream ; 
and  if,  as  seems  to  be  true,  the  resistance,  and  therefore  the  abrading 
power  of  water  decreases  as  the  depth  increases,  the  bottom  velocity 
most  also  decrease  even  should  the  surface  velocity  be  the  same. 

Form  of  Velocity  Curves. 

Almost  every  writer  on  the  subject  of  hydraulics  adopts  a  new  form 
of  velocity  curve. 

Woltmann  found  that  a  reversed  parabola,  with  its  vertex  below  the 
bottom  of  the  river,  agreed  best  with  his  observations  on  the  Rhine.^ 

Defontaine,  also  on  the  Rhine,  found  the  greatest  velocity  at  the 
surface ;  that  it  decreased  slowly  at  first,  and  then  more  rapidly 
towards  the  bottom,  and  he  considered  that  this  decrease  apprcxi- 
mated  to  two  right  lines  of  different  inclinations,  intersecting  at]*a 
point  probably  below  mid-depth. 

Racourt,  in  his  current  measurements  on  the  Neva,  found  the  de- 
crease in  the  vertical  velocity  was  best  expressed  by  an  ellipse  whose 
minor  axis  was  a  little  below  the  surface.  He  also  found  that  the 
same  curve  would  agree  closely  with  the  increase  of  the  velocities  in 
a  horizontal  plane  from  the  banks  to  the  center  of  the  stream. 

Funk  adopted  a  logarithmic  curve  in  his  observations  on  the  Weser. 

Boileau  found  a  parabola,  with  its  axis  at  the  surface,  agreed  best 
with  his  observations  on  experimental  canals. 

Darcy  and  Bazin  found  the  reversed  parabola  appro^timated  most 
closely  to  the  velocities  they  obtained,  but  the  parameter  changed 
with  the  character  of  the  bed. 
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Humphreys  and  Abbot,  in  th«  Mississippi  observations,  adopted  a 
parabola  with  its  axis  three-tenths  of  the  depth  below  the  surface. 

M.  Baumgarten  says:  '^In  constructing  the  curve  of  different 
velocities  corresponding  to  each  point  of  vertical  height  of  a  sound- 
ing, we  can  assure  ourselves  that  the  engineers  who  have  maintained 
that  the  curves  were  ellipses,  or  right  lines  with  a  slight  inclination 
to  each  other,  might  all  have  been  more  or  less  nearly  right  (pouvaient 
tons  avoir  plus  ou  moins  raison),  according  to  their  observations ;  but 
I  believe  that  in  reality  no  simple  curve  gives  a  rigorous  expression 
of  the  truth,  and  that  they  are  all  merely  approximations,  even  as 
ellipses  are  but  approximations  to  the  orbits  really  described  by  the 
planets."* 

In  the  survey  for  the  outflow  of  the  lakes  the  method  adopted  for 
obtaining  the  vertical  curve  of  velocity  was  to  combine  all  the  obser- 
vations or  verticals  whose  depth  did  not  differ  more  than  three  feet. 

Four  of  these  combined  verticals  for  each  of  the  rivers  of  St.  Clair, 
Niagara  and  St.  Lawrence  are  given  in  Table  XI. 

The  velocities  are  a  mean  of  all  the  observations  at  the  places  and 
depths  noted. 

In  the  St.  Glair  and  Niagara  the  surface  and  bottom  velocities  are 
taken  from  the  curves  given  in  Tables  IX  and  X. 

As  these  curves  are  not  applicable  to  the  St.  Lawrence  river,  those 
velocities  are  omitted. 

Table  XI. 


ST.  CLAIR  RIVER. 

m 

Depth. 

64-6  feet. 
4034 

45-4  feet. 

42  5  feet. 

37-0  feet. 

3868 

3-958 

3  409 

5  ft. 

4-109 

3-907 

4-013 

3  484 

10 

4043 

3-821 

3-900 

3-379 

15 

3  958 

3-709 

3798 

3-223 

20 

3-887 

3-608 

3  663 

3050 

25 

3-778 

3-496 

3-501 

2  784 

30 

3-624 

3-309 

3-228 

2529 

35 

3-603 

3100 

2  904 

2379 

40 

3-323 

2-678 

2-600 

1-159 

45 

2-986 

1-428 

1-250 

50 

2-650 

65 

1-472 

No.  of  Verticals 

11 

32 

18 

14 

*  Aftuales  dee  Fonts  et  Chautses,  tome  zz,  1847,  page  362: 
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NIAGARA  RIVER. 


Depth. 


5  ft. 
10 
15 
20 
25 
30 
35 
40 
45 
50 
55 
60 
65 
70 


69-9  feet.!56-l  feet.!53-2  feet. 


No.  of  Verticals 


3 
3 
3 
3 
3 
3 
3 


169 
239 
279 
261 
154 
124 
083 
3-037 
2-842 
2-760 
2-651 
2-333 
2014 
1-654 
0-552 


3 
3 
3 
3 
3 
2 
2 


125 
195 
184 
081 
085 
858 
815 
2-765 
2-594 
2-371 
1-877 
1-252 
0-807 


3-376 
3-446 
347 
171 
209 
108 
957 
809 
499 
321 
1-766 
0-931 


3 
3 
3 
3 
2 
2 
2 
2 


44-1  feet.' 


8 


15 


31 


2-^77 
2-647 
2-601 
2-499 
2-291 
2  225 
2-153 
1-996 
1-670 
0*652 


10 


Table  XI-^^  Continued. 


ST.  LAWRENCE  RIVER. 

1 

1 
1 

Depth. 

83-0  feet. 

65.2  feet. 

46.1  feet. 

42-5  feet. 

5  ft. 

1-638 

1-533 

1-332 

1-176 

10 

1609 

1-509 

1320 

M94 

15 

1-596 

1-507 

1-369 

1-143 

20 

1-602 

1-470 

1-292 

1-075 

25 

1-569 

1-477 

1  280 

I  065 

30 

J -649 

1-417 

1-214 

0-969 

35 

1-576 

1-398 

.1-153 

0-874 

40 

1521 

1-357 

1007 

45 

1-486 

1-315 

50 

1  483 

1-236 

55 

1-500 

1167 

60 

1-504 

1-092 

65 

1  385 

70 

1-289 

75 

1180 

80 

1-202 

85 

No.  of  Verticals 

4 

66 

14 

5 

These  velocities  are  plotted  in  figures  9,  10  and  11,  being  repre- 
MPtod  by  the  circamscribed  dots. 

In  th/d  deciper  verticals,  the  velocities  near  the  surface  plot  nearly 
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in  a  perpendicular  line,  while  in  those  of  less  depth  the  velocities  in^ 
cline  more  from  the  surface.  It  was  found  that  an  ellipse  whose  mi- 
nor axis  was  at  or  near  the  surface,  with  the  vertex  a  little  below  the 
deepest  vertical,  would  pass  through  nearly  all  the  plotted  points  of 
that  vertical,  i^nd  by  raising  the  minor  axis  above  the  surface  would 
also  pass  through  the  plotted  points  of  the  other  verticals  at  the  same 
station,  except  in  those  very  near  the  banks,  the  velocities  there  de- 
creasing too  rapidly  from  the  surface.  This  ellipse  is  shown  by  the 
full  line  in  tiie  figures,  being  the  same  curve  for  the  St.  Clair  and 
Niagara,  but  more  eccentric  for  the  slow  and  deep  current  of  the  St. 
Lawrence. 

In  figure  12  the  velocities  across  the  river  St.  Clair,  at  different 
depths,  are  plotted.  These  were  obtained  by  taking  the  mean  of  all 
the  observations  every  fifty  feet  across  the  river  at  the  several  depths. 

As  these  measurements  were  made  on  different  days,  the  means 
would  not  probably  show  as  regular  a  curve  as  the  verticals,  where 
one  or  more  series  were  taken  during  the  same  day. 

They  are  given  only  to  show  that  the  same  form  of  curve  satisfies- 
the  velocities  in  a  horizontal  as  well  as  in  a  vertical  plane,  the  full 
lines  representing  two  semi-ellipses  meeting  in  the  "Thalweg,*'  or 
deepest  part  of  the  river. 

As  we  have  seen,  the  curve  adopted  in  the  Mississippi  observations 
was  a  parabola  with  its  axis  three- tenths  the  depth  below  the  surface. 

To  compare  the  observations  on  these  rivers  with  this  curve,  two 
verticals  were  selected,  one  in  the  St.  Clair  and  one  in  the  St.  Law- 
rence. These  verticals  were  chosen,  partly  because  they  were  the 
mean  of  the  largest  number  of  observations,  and  partly  because,  not 
being  the  deepest  verticals  in  the  rivers,  the  velocities  were  not  so 
nearly  equal  near  the  surface,  and  therefore  would  compare  more 
favorably  with  the  parabola.  Also,  instead  of  taking  the  axis  at 
three-tenths  the  depth,  it  was  assumed  at  five  feet  from  the  surface, 
or  one-ninth  the  depth  in  the  first  vertical,  and  one- thirteenth  in  the 
second. 

(To  be  continued.) 


BELTING  FACTS  AND  FIGURES. 

Bt  J.    H.   GOOPBR. 

(Continued  from  Vol.  LXII,  page  391.) 

^'  In  the  present  experimental  state  of  the  introduction  of  pulleys 
and  belts,  moving  with  high  velocities  for  the  transmission  of  power 
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to  a  distance  from  motors,  a  few  facts  may  be  briefly  stated  to  inspire 
confidence  in  the  operators  of  mills  to  adopt  new  arrangements  by 
learning  what  has  been  found  practically  successful. 

''  A  good  leather  belt,  one  inch  wide,  has  su£Scient  strength  to  lift 
1000  lbs. 

*'  The  speed  of  a  mile  per  minute  for  main  driving  leather  belts  has 
been  found  both  safe  and  advantageous  for  practical  use. 

"  The  capability  of  belts  to  transmit  power  is  determined  by  the 
extent  of  its  adhesion  to  the  surface  of  pulleys. 

"  The  extent  of  adhesion  of  belts  varies  greatly  under  varying  cir- 
cumstances of  the  use  of  them,  and  is  very  limited  in  comparison  with 
the  absolute  strength  of  the  leather. 

"  The  adhesion  and  friction,  causing  the  belt  to  cling  to  the  surface 
of  a  pulley  without  slipping,  is  mainly  governed  by  the  weight  of  the 
leather, — if  used  horizontally. 

*'  If  belts  are  strained  tightly  on  the  pulleys,  then  the  adhesion  is 
increased  in  proportion  to  the  increased  tension  produced. 

"  The  weight  of  leather  in  vertical  belts  tends  to  produce  a  sag  be- 
neath the  under  side  of  the  under  pulley;  and,  if  loosely  put  on, 
might  not  touch  it  at  all,  to  tranmit  power  by  adhesion.  For  this 
reason  it  is  necessary  to  str^^in  on  more  tightly  all  vertical  belts,  with 
a  dependence  on  the  elastic  stretch  of  the  leather  for  producing  ad- 
hesion. 

**  A  vertical  belt  of  single  leather  of  the  width  of  six  inches,  and 
with  a  velocity  of  5200  feet  per  minute,  has  practically  been  used 
very  satisfactorily  at  the  Georgia  mill,  during  several  years,  to  ope- 
rate 10,400  self-acting  mule-spindles,  and  the  spoolers  and  warpers 
for  the  same;  and  another  belt  of  similar  width  and  velocity,  110 
feet  in  length,  has  served  to  transmit  the  power  from  a  24-feet  water- 
Wheel,  18  feet  long,  under  a  fall  of  20  feet,  with  the  same  velocity  of 
6200  feet. 

"A  24-inch  belt  of  single  leather,  with  the  velocity  of  4850  feet 
per  minute,  has  transmitted  all  the  power  of  a  steam  engine  of  six- 
feet  stroke,  thirty-inch  cylinder,  making  forty  revolutions  per  minute, 
and  with  so  slack  a  tension  on  the  returning  side  as  to  flap  and  wave 
with  an  undulating  movement. 

"  These  statements  are  specified  simply  to  show  what  has  been  done 
by  belts  running  with  certain  velocities, — not  for  the  purpose  of  hold- 
ing them  up  as  models  for  imitation. 
Vol.  LX I II.— Third  Series.— No.  1.— January,  1872.  3 
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"  No  fixed  rule  can  be  gived  for  calculating  the  actual  adhesion  of 
belts ;  for  this  adhesion  depends  upon  so  many  contingent  facts  of 
their  relative  positions  and  weights,  as  affected  by  greater  or  less 
lengths  and  breadths,  and  lightness.  As  the  result  of  experimental 
observations,  it  may  safely  be  calculated  that,  with  a  properly  slack 
belt,  the  effective  adhesion  of  a  horizontal  belt  may  be  taken  at  80 
lbs.  to  each  inch  of  width  of  short  belts,  and  double  of  this  on  long 
belts,  with  threefold  or  more  if  tightly  strained  on  the  pulleys,  which, 
never  should  be  done ;  for  this  increases  the  friction  of  the  bearings, 
and  waste  of  power,  in  addition  to  injuring  the  durability  of  the 
leather  for  service. 

*'  Clcimps  with  powerful  screws  are  often  used  to  put  on  belts  with 
extreme  tightness  upon  the  pulleys,  and  with  most  injurious  strain 
upon  the  leather.  They  should  be  very  judiciously  used  for  horizon- 
tal belts,  which  should  be  allowed  suflScient  slackness  to  move  with  a 
loose  undulating  vibration  on  the  returning  side,  as  a  test  that  they 
have  no  more  strain  imposed  than  what  is  necessary  simply  to  transmit 
the  power. 

^'  Rather  than  to  continue  to  use  horizontal  belts  with  overstrained 
tightness  to  obtain  the  necessary  adhesion,  it  is  often  better  to  use 
larger  pulleys,  which  require  less  adhesion  to  transmit  an  equal  ex- 
tent of  power. 

''On  the  scientific  principle  that  the  adhesion,  and  consequently 
the  capability,  of  leather  belts  to  transmit  power  from  motors  to  ma- 
chines is  in  proportion  to  the  pressure  of  the  actual  weight  of  the 
leather  on  the  surface  of  the  pulley,  it  is  manifest  that,  as  longer 
belts  have  more  weight  than  shorter  ones,  and  that  broader  belts  of 
the  same  length  have  more  weight  than  narrower  ones,  it  may  be 
adopted  as  a  rule  that  the  adhesion  and  capability  of  belts  to  transmit 
power  is  in  the  ratio  of  their  relative  lengths  and  breadths.  A  belt 
of  double  the  length  or  breadth  of  another^  under  the  same  circum- 
stances will  be  found  capable  of  transmitting  double  the  power.  For 
this  reason  it  is  desirable  to  use  long  belts.  By  doubling  the  velocity 
of  the  same  belt  its  effectual  capability  for  transmitting  power  is  also 
doubled.** — Z.  Aliens  Esq.y  Providence^  R.  i.,  in  Proceedings  of  N. 
E,  Cotton  Mfrs:  -4m.,  No.  10. 
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ON  THE  EXPLOSION  OF  STEAM  BOILERS. 

By  Wm.  M.  Henderson,  Hydraulic  EngiDeer. 

Id  response  to  an  invitation  received  from  Mr.  Francis  B.  Stevens, 
Engineer  of  the  United  Railroad  Companies  of  New  Jersey,  to  wit- 
ness a  continuation  of  the  experiments  relating  to  the  causes  of  steam 
boiler  explosions,  the  Franklin  Institute  sent  a  committee,  Nov.  22d, 
to  the  United  States  reservation  at  Sandy  Hook,  composed  of  the 
following  members :  Messrs.  Coleman  Sellers,  President ;  W.  H. 
Wahl,  Secretary ;  Jacob  Naylor  and  W.  M.  Henderson,  Mechanical 
Engineers. 

Upon  arrival  at  the  destination  there  were  found  nine  steam  boil, 
ers,  within  a  board-fence  enclosure,  each  set  up  with  smoke  stack 
complete,  and  fired  up,  ready  for  the  test  of  their  endurance. 

The  circular  which  is  here  appended  will  suffice  to  furnish  all  the 
data  for  a  proper  understanding  of  the  results  of  the  trials : 

Office  of  the  Camden  and  Ambot  Shops, 
Foot  of  Second  Street, 
Hohokeriy  New  Jersey^  Nov.  22d,  1871. 

To  the  gentlemeD  invited  to  be  present  at  the  experiments  made  by  the  United 
Companies  of  New  Jersey,  on  Wednesday,  Nov.  23d,  1871,  at  Sandy  Hook  : 

On  the  11th  of  September  last,  the  R^ecative  Committee  of  the  Companies 
passed  the  following  resolutions : 

'*That,  in  order  to  attain  greater  safety  in  the  steam  boilers  belonging  to  tha 
United  Companies,  Mr.  F.  B.  Stevens  be  anthorized  to  continae  the  experi- 
ments on  the  strength  und  proper  management  of  such  boilers  and  for  this 
purpose  to  expend  not  exceeding  ten  thousand  dollars,  the  vouchers  for  which 
to  take  the  ordinary  coarse. 

**  That  other  owners  of  steam  boilers  are  hereby  invited  to  contribute  to  the 
experiments  to  be  made  by  Mr.  Stevens ;  and  that  the  wharf,  shops,  derrick, 
or  tools  belonging  to  the  United  Companies  at  Hoboken  may  be  used  for  this 
purpose,  at  cost  prices,  and  a  copy  of  the  charges  given  by  the  Auditor  to  the 
contributors. 

**That  Mr.  Stevens  be  advised  to  invite  the  United  States  Inspectors,  and 
other  prominent  engineers,  to  be  present  at  the  experiments." 

And  on  the  20th  of  the  same  month  I  received  permission  from  the  Secretary 
of  War,  at  the  instance  of  the  President,  to  make  the  experiments  on  the 
Government  reservation  at  Sandy  Hook. 

The  boilers  to  be  experimented  on  are  nine  in  number,  and  each  boiler  has 
its  number  painted  on  it  in  large  figures.  Nos.  1,  2,  3  and  4  are  the  four 
steamboat  boilers  that  were  burst  by  hydrostatic  pressure,  at  Hoboken,  on 
September  2d,  an  account  of  which  was  widely  published  in  the  daily  papers. 
The  injury  done  was  so  small  that  they  have  since  been  repaired,  at  an  average 
cost  of  less  than  $100  for  each  boiler. 

No.  1  and  No.  2  are  a  pair ;  they  were  built  by  Fletcher,  Harrison  &  Co.  in 
1858,  and  were  taken  out  of  the  boat  last  July,  after  having  been  in  use  13 
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years.  They  are  the  ordinary  retarn-floe  boilers,  identical  in  shape  and  gene- 
ral constraction  with  the  Westfield's  boiler,  bnt  smaller.  They  are  28  feet  long, 
and  the  shell  is  6  feet  6  inches  in  diameter.  They  were  tested  by  hydrostatic 
pressure,  in  their  present  position,  at  Sandy  Hook,  to  82  lbs.,  without  fractnre, 
on  the  4th  of  November,  and  on  the  15th  of  November  they  were  subjected  to 
steam  pressure — No.  1  to  25  lbs.  and  No.  2  to  60  lbs.  per  square  inch,  without 
fracture. 

No.  3  was  built  by  T.  F.  Secor.  in  1845 ;  was  taken  out  of  the  boat  in  August 
last,  after  having  been  in  use  25  years.  When  taken  out,  the  certificate  allowed 
301  bs.  per  square  inch.  It  is  a  return  tubular  boiler,  with  the  furnace  the  whole 
width.     It  is  12  feet  wide  by  15  feet  5  inches  long. 

The  crown  of  the  furnace  is  flat,  and  braced  to  the  shell  by  crow  feet  braces. 
On  September  the  2d  twelve  of  the  crow-feet  gave  way  undor  a  hydrostatic 
pressure  of  60  lbs.  After  being  repaired  it  was  subjected  to  a  hydrostatic 
pressure — in  its  present  position  at  Sandy  Hook,  on  November  4th — of  59  lbs. 
per  square  inch,  without  fracture  ;  and  on  November  16th  it  was  subjected  to 
a  steam  pressure  of  45  lbs.  per  square  inch,  without  fracture. 

No.  4  was  built  by  H.  R.  Dunham  &  Co..  in  1849.  It  was  taken  out  of  the 
boat  in  July  last,  after  having  been  in  use  21  years.  When  taken  out  the  certi- 
ficate allowed  40  lbs.  per  square  inch.  It  is  a  return  tubular  boiler,  the  same  as 
No.  3,  but  with  a  centre  leg.  It  was  subjected  to  a  steam  pressure  of  62  lbs. 
without  fracture. 

No.  5  is  a  cylindrical  boiler,  without  flues  built  for  these  experiments.  It  is 
80  inches  in  diameter  and  10  feet  long,  the  heads  being  flat.  The  iron  is  all  y^ 
inch  thick ;  part  of  the  shell  is  made  of  Pennock's  best  flange  iron,  and  part 
of  Pennock's  Eureka,  as  painted  on  the  boiler.  One  head  is  made  of  Pennock*s 
Eureka  iron,  and  the  other  head  of  the  Abbott  Iron  Company's  best  flange  fire 
box.  The  heads  are  braced  by  rods  of  best  imported  Norway  iron,  i  inch  in 
diameter  and  10  feet  long,  and  spaced  in  squares  6  inches  apart,  over  the  whole 
surface  of  the  heads.  These  braces  are  screwed  into  each  head,  and  also  have 
a  nut  on  the  outside  of  each  head.  The  longitudinal  seams  are  double  riveted. 
The  object  here  has  been  to  construct  a  boiler  of  nearly  uniform  strength 
throughout.  Flat  heads,  braced  across  from  head  to  head,  were  adopted 
instead  of  hemispherical  ends,  to  prevent  the  rivets  of  the  shell  from  being 
subjected  to  a  cross  strain.  The  boiler  was  tested  by  hydrostatic  pressure  to 
172  pounds,  without  fracture,  and  it  has  been  tested  by  steam  up  to  75  pounds, 
in  its  present  position. 

No.  6  is  a  flat  surface,  6  feet  long,  4  feet  high  and  4  inches  wide,  built  for 
these  experiments,  and  copied  after  the  back  end  of  the  Westfield's  boiler.  It 
is  made  of  the  Abbott  Iron  Company's  best  flange  fire  box.  The  plates  are 
the  same  thickness  as'  the  Westfield's,  viz.,  -^^  thick,  and  the  stays  connecting 
these  plates  are  the  same  diameter  as  the  Westfield's,  viz.,  1^,  with  the  same 
sized  thread,  and  they  are  spaced  in  the  same  manner  and  at  the  same  distance 
apart  that  the  Westfield's  are.  Care  has  been  taken  to  make  the  riveted  heads 
of  these  braces  as  nearly  as  possible  like  those  of  the  Westfield's.  This  piece 
of  a  boiler  has  been  subjected  to  a  hydrostatic  test  of  138  lbs.  per  square  inch, 
without  fracture,  and  to  a  steam  pressure  of  102  lbs.  per  square  inch,  in  its 
present  position  at  Sandy  Hook. 
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No8.  7  aod  8  are  small  upright  boilers,  nearly  new  and  very  strong,  being  two 
feet  in  diameter,  and  bnilt  of  iron  \  of  an  inch  thick.  They  have  been  sub- 
jected to  a  hydrostatic  pressure  of  180  Ibs.t  without  fracture  No.  9  is  a  cylin- 
drical return  tubular  boiler,  42  inches  in  diameter  and  8  feet  long»  and  it  has 
been  subjected  to  a  hydrostatic  pressure  of  180  lbs.,  without  fracture. 

The  four  steamboat  boilers  have  been  repeatedly  burst  by  hydrostatic  press- 
are,  and  repaired ;  and  they  are  undoubtedly  able  now  to  bear  a  much  greater 
pressure  without  fracture  than  they  were  when  taken  out  of  the  boats.  But 
the  question  is,  have  they  been  overstrained  ?  for  the  object  has  been  to  ascer- 
tain to  what  extent  boilers  of  the  form  tried  are  overstrained  when  the  margin 
for  safety  between  the  test  pressure  and  the  pressure  allowed  is  two  to  one. 

The  intention  is  to  try  all  these  boilers  with  the  safety-valves  fastened  down 
or  removed,  so  as  to  allow  the  steam  gradually  to  increase  until  a  rupture  takes 
place.  On  the  four  steamboat  boilers  the  intention  is  to  ascertain  and  compare 
the  difference  in  the  ruptures  that  ware  produced  by  hydrostatic  pressure  with 
tboRe  produced  by  steam  gradually  accumulated,  and  also  to  ascertain  and 
compare  the  differences  of  the  ruptures  produced  by  pteam  gradually  accumu- 
lated with  those  produced  in  experiments  to  be  tried  at  a  future  day  with  the 
water  low.  On  No.  5  the  intention  is  to  try  what  effect  the  gradual  accumula- 
tion  of  steam  to  the  point  of  rupture  has  on  the  rivets  and  seams  of  a  new 
boiler,  made  nearly  equal  in  strength  throughout.  On  No.  6  the  intention  is 
to  endeavor  to  approximate  to  the  pressure  per  square  inch  required  to  tear 
the  back  of  the  Westfield*s  boiler  from  the  stay-bolts.  On  Nos.  7,  8  and  9  the 
intention  is  to  endeavor  to  corroborate  the  experiments  on  No.  5. 

The  boiler  of  the  Westfield  has  been  purchased  from  Mr.  John  Roach,  who 
with  liberality  and  forethought  saved  it  from  being  cut  up.  If  the  experiments 
are  continued,  it  is  proposed  to  repair  the  Westfield's  boiler,  and  then  to  endea. 
vor  to  ascertain  by  ttial  the  pressure  at  the  instant  of  explosion,  and  also  to 
ascertain  whether  the  explosion  was  produced  by  a  pressure  gradually  accumu' 
lated,  or  by  one  suddenly  produced.  The  question  as  regards  the  Westfield  is 
a  simple  one.  Was  the  disaster  caused  by  want  of  strength  in  the  boiler?  or 
was  it  caused  by  so  sudden  an  accumulation  of  pressure,  produced  by  low  water, 
that  an  increase  of  the  strength  of  the  boiler  would  have  only  added  to  the  dis- 
aster? On  this  point  engineers  differ;  but,  taking  the  fact  into  consideration 
that  nearly  all  the  ferryboats  in  the  harbor  of  New  York  have  boilers  identical 
with  the  Westfield's,  the  question  should  be  settled  so  that  not  the  shadow  of  a 
doubt  should  remain.  Francis  B.  Strvbn«. 

Outside  the  enclosure  were  two  large  fresh-water  tanks,  for  sup- 
plying the  boilers  with  water.  A  number  of  steam  gauges  were  also 
arranged  upon  one  side  of  the  fence,  the  highest  graduated  to  indi- 
cate 500  lbs.  to  the  square  inch.  As  it  would  have  1)een  impractica- 
ble, however,  to  refer  to  these  upon  the  final  bursting  of  each  boiler, 
there  were  erected,  at  a  distance  of  250  feet,  two  other  gauges,  one 
indicating  to  100,  the  other  500  lbs.  per  square  inch,  the  latter  being 
a  mercury  gauge.  At  this  stand  all  retreated  to  witness  the  expected 
explosions. 
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The  experiments  commenced  with  boiler  No.  2.  The  fuel  used  was 
wood,  and  a  quantity  was  packed  in  the  furnaces,  of  which  there  were 
two,  sufficient  it  was  considered  to  generate  steam  enough  to  cause 
explosion,  there  being  no  safety  valve  or  any  possible  avenue  of 
escape  for  the  steam,  except  through  the  sheets  composing  the  boiler. 
The  pressure  slowly  gained  until  there  was  indicated  upon  the  gauges 
situated  at  the  safe  point  of  observation  a  pressure  of  about  65  lbs., 
at  which  time  small  wreaths  of  steam  could  be  observed  escaping  from 
the  seams.  This  was  followed  by  a  quantity  seen  to  escape  from  the 
smoke  stack,  indicating  a  leak,  probably,  in  the  furnaces.  As  the 
pressure  rose  the  escape  of  steam  from  the  seams  increased,  until  a 
pressure  of  92  lbs.  was  reached,  when  the  volume  discharged  became 
greatly  increased,  and  could  be  heard  quite  audibly  at  the  indicator 
stand.  The  pressure  went  up  to  93  lbs.,  but  here  the  leak  was  so 
great,  it  became  apparent  the  fire  had  gained  its  maximum  and  a  vent 
had  been  created  sufficiently  large  to  carry  off  the  steam  as  promptly 
as  it  was  generated.  From  this  point  the  indicators  of  the  gauges 
began  a  retrograde  movement,  and  after  a  lapse  of  about  20  minutes 
the  boiler  was  approached  and  the  fires  smothered  with  sand — a  wise 
precaution,  as  an  attempt  to  draw  the  fires  might  have  accelerated 
the  generation  of  steam  with  disastrous  effect.  The  appearance  then 
presented  by  the  boiler  was  probably  more  instructive  and  of  far 
greater  significance  to  the  professional  engineer  than  if  an  explosion 
had  actually  taken  place.  Here  was  a  boiler  on  the  very  verge  of 
destruction,  saved  almost  by  a  miracle,  to  illustrate  the  manner  in 
which  some  boilers  take  tjj^e  initiative  step  to  explosion. 

This  boiler  was  of  the  return-flue  description,  the  smoke-stack 
passing  through  the  steam  drum.  Looking  at  the  point  of  leak,  which 
was  at  the  rear  of  the  steam-drum,  where  it  joins  the  shell,  it  was  dis- 
covered that  the  shell  at  this  point  had  been  visibly  drawn  downwards. 
This  naturally  drew  attention  to  the  furnaces,  and,  as  might  be  rea- 
sonably inferred,  both  crown  sheets,  originally  flat  and  stayed  to  the 
roof  of  the  outside  shell,  had  been  forced  down  and  bulged  in  the  cen- 
ter of  each,  between  two  rows  of  the  stays  referred  to,  to  an  extent 
of  about  two  inches,  pulling  the  outside  shell  with  it,  as  represented, 
away  from  the  lower  sheet  of  the  vertical  steam-drum,  thus  opening 
a  seam,  venting  the  boiler,  and  alone  saving  it  from  destruction.  Had 
the  boiler  exploded,  the  starting-point  would  have  been  a  matter  of 
conjecture*  Here  we  have  it  to  a  certainty.  A  little  more  pressure 
would  have  completed  the  destruction  of  this  boiler,  each  fragment  of 
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which  more  than  likely  would  have  found  an  advocate  ready  to  prove 
it  to  be  the  incipient  cause  of  the  catastrophe.  The  giving  way  at 
(his  point  was  no  doubt  caused  by  the  shell  being  there  weakened  by 
the  large  amount  of  metal  cut  out  to  accommodate  the  steam-drum, 
and  would  suggest  the  addition  of  a  stiffening  ring  at  such  locations. 
It  cannot  be  denied,  however,  but  that  the  boiler  was  well  proportioned 
in  all  its  parts,  and  showed  an  admirable  power  of  endurance. 

The  second  experiment  was  made  with  water-leg  No.  6.     The  fuel 
used  and  manner  of  conducting  this  experiment  was  the  same  as  pur- 
sued in  the  case  of  No.  2.     The  structure  was  placed,  edgewise,  be- 
tween two  brick  furnaces,  and  flanked  by  a  brick  wall  on  each  side. 
The  pressure,  as  indicated  by  the  gauges,  rose  quite  rapidly  after  the 
steam  began  to  form,  increasing  from  44  lbs.  to  100  lbs  in  ten  min* 
utes,  and  subsequently  at  the  rate  of  about  10  lbs.  per  minute.     In 
"Seven  minutes  more  the  pressure  had  accumulated  to  165,  at  which 
point  explosion  took  place,  with  a  loud  report,  the  sides  parting  right 
and  left,  the  former  being  projected  through  and  carrying  away  part 
of  the  wooden  fence,  and  lodging  in  the  sand  distant  about  125  feet. 
The  latter  half  caused  more  mischief,  in  its  career  striking  the  fire- 
box of  boiler  No.  3,  knocking  a  large  hole  in  it,  and  liberating  its 
steam,  preventing  that  boiler  from  being  subjected  to  further  experi- 
ment for  the  time  being.     The  brick  furnaces  and  walls  were  utterly 
demolished,  and  many  of  the  bricks  were  hurled  with  fearful  violence 
to  within  a  few  feet  of  where  the  spectators  stood  by  the  indicator 
gauges. 

Upon  an  examination  of  the  sheets  they  were  found  to  be  much 
bellied  and  contorted.  The  wrought-iron  frame  through  which  the 
rivets  passed,  binding  the  edges,  was  found  to  have  been  made  in  four 
pieces,  mitred  at  the  corners,  the  joints  having  been  made  with  great 
care.  This  proved  to  be  a  very  bad  arrangement,  for  some  of  the 
vomers  of  the  sheets,  which  should  have  been  the  strongest  parts, 
were  ripped  diagonally  towards  the  centre,  plainly  showing  all  such 
distance  pieces  should  be  welded.  The  direct  cause  of  this  explosion 
was  very  apparent  and  readily  traced  to  the  general  insufficiency  of 
the  riveting.  The  rivets  were^placed  two  inches  apart,  the  heads  be- 
ing merely  turned  over.  The  same  was  the  case  with  the  stays. 
These  were  1|  inch  in  diameter,  placed  about  8^  inches  apart.  Parts 
of  the  plates  were  torn  through  the  line  of  rivets ;  but  the  great  fault 
existed  in  the  poor  specimen  of  boiler  workmanship.  It  seemed  so 
eminently  absurd  to  select  stays  so  large  as  1|  inch,  and  then  merely 
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insert  them  through  the  two  sheets,  with  no  more  hold  than  the  little 
afforded  by  the  amount  pf  screw  thread  to  be  obtained  in  boiler  plates 
of  but  /^  inch  thickness,  the  riveting  amounting  to  almost  nothing. 
A  section  such  as  this  secured  by  socket  bolts,  riveted  hot,  or  by  screw 
nuts,  would  have  withstood  a  pressure  of  400  lbs.  to  the  square  inch. 
As  it  was,  this  badly  constructed  part  was  as  strong  as  the  rest  of  the 
boiler,  and  it  only  proves  that  flat  surfaces,  properly  stayed,  are  the 
strongest  parts  of  our  steam  boilers. 

In  connection  with  these  experiments  there  was  made  manifest  a 
very  beautiful  illustration  of  the  directions  taken  by  the  strains  upon 
the  sheets.  It  was  observed  there  were  lines  proceeding  from  one 
stay  to  the  other,  by  a  system  of  mathematical  convolute  curves 
spaced  about  one-sixteenth  of  an  inch  apart  in  the  widest  range.  As 
these  crossed  each  other,  diverging  from  one  stay  to  another,  the 
effect  was  very  beautiful,  resembling  in  form  the  rays  thrown  off  by 
the  pyrotechnic  pin-wheel,  so  familiar  to  our  readers.  This  appears 
to  present  a  new  field  for  scientific  discussion,  and  may  lead  to  im- 
portant results,  if  the  phenomenon  can  be  successfully  accounted  for. 
We  hope  some  of  our  scientific  readers  may  be  enabled  to  throw  some 
further  light  upon  this  truly  remarkable  subject. 

[In  continuation  of  the  same  subject,  the  following  circular  letter, 
addressed  to  the  Hon.  Secretary  of  the  Navy  by  the  Chief  Engineers, 
whose  names  are  attached,  contains  a  confirmation  of  the  preceding, 
as  well  as  much  additional  information  of  interest  to  engineers.  A 
memorial,  signed  by  the  most  prominent  scientific  names  throughout 
the  country,  will  shortly  be  presented  to  Congress,  with  the  object  of 
securing  Government  aid  for  a  thorough  investigation  of  this  all-impor- 
tant subject : — Ed.] 

New  York,  December  12th,  1871. 

Sir, — Agreeably  to  your  orders  of  the  18th  ultimo,  appointing  the  undersigned 
a  Board  to  witness,  report  upon,  and  give  all  necessary  information  relating  to 
the  experiments  being  made  at  Sandy  Hook,  New  York,  by  Mr.  Francis  B. 
.Stevens,  of  Hoboken,  New  Jersey,  on  steam  boiler  explosions,  we  have  the 
honor  to  submit  a  description  of  them  as  far  as  they  have  progressed,  accom- 
panied by  our  observations  on  their  results^ 

The  experiments  referred  to  were  devised  by  Mr.  Stevens,  in  pursuance  of 
the  following  resolutions,  passed  on  the  11th  of  September  last  by  the  Execu- 
tive Committee  of  the  United  Railroad  Companies  of  New  Jersey,  namely : 

''That,  in  order  to  attain  greater  safety  in  the  steam  boilers  belonging  to  the 
United  Companies,  Mr.  F.  B.  Stevens  be  authorized  to  continue  the  experi- 
ments on  the  strength  and  proper  management  of  such  boilers,  and  for  this 
purpose  to  expend  not  exceeding  ten  thousand  dollars,  the  voucbers  for  which 
to  take  the  ordinary  course. 
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*'  That  other  owners  of  steam  boilers  are  hereby  invited  to  contribute  to  the 
ezperinients  to  be  made  by  Mr.  Steyens:  and  that  the  wharf,  shops,  derrick 
and  tools  belonging  to  the  U  nited  Companies  at  Hobokcn  may  be  used  for  thia 
pvrpose.  at  cost  prices,  and  a  copy  of  the  charges  given  by  the  Auditor  to  the 
contributors. 

"That  Mr.  Stevens  be  advised  to  invite  the  United  States  Inspectors,  and 
other  prominent  engineers,  to  be  present  at  the  experiments." 

On  the  20th  of  September  last,  Mr.  Stevens  received  permission  from  the 
Secretary  of  War,  at  the  instance  of  the  President,  to  make  the  ezperimenta 
on  the  Government  reservation  at  Sandy  Hook,  and  to  that  place  he  trans- 
ported the  experimental  boilers,  with  the  necessary  instruments,  material  and 
shed  accommo'dation. 

The  boilers  to  be  experimented  with  were  nine  in  number;  they  were  conve- 
niently arranged  on  a  well-chosen  piece  of  ground  enclosed  by  a  high  board 
fence,  and  were  provided  with  the  requisite  pressure  and  water  gauges.  The 
former  were  expressly  manufactured  for  the  occasion,  and  had  been  carefully 
tested.  Five  pressure-gauges  were  placed  near  each  boiler  tried,  under  the 
protection  of  two  bomb- proof;  and  two,  tested  to  a  pressure  of  500  lbs.  per 
square  inch,  were  placed  side  by  side  at  a  safe  distance  from  the  boilers  (about 
250  feet  on  the  first  day,  and  450  feet  on  the  second  day  of  the  experiments) 
with  which  they  communicated  by  a  pipe  of  suitable  length ;  while  in  this  posi- 
tion, their  indications  were  compared  with  those  of  the  tested  pressure-gauges 
at  the  boilers,  and  found  to  agree.  All  of  Mr.  Stevens'  arrangements  were 
judiciously  made,  and  nothing  was  wanting  to  their  accuracy  and  complete- 
ness. 

£XPERIMRNTS  ON  THE  22d  OF  NoVKMBER,  1871. 

On  the  22d  ultimo,  in  accordance  with  a  notification  from  Mr.  Stevens,  we 
proceeded  to  Sandy  Hook,  and  witnessed  the  first  experiments  in  company  with 
the  following  gentlemen,  who  are  largely  interested,  practically  and  scientifi- 
cally, in  the  design,  construction  and  use  of  steam  boilers: 

Joseph  Belknap,  Inspector  General  of  Boilers  ;  H.  Birdsall,  Inspector  of 
Boilers  ;  R.  B.  Davenport,  Reporter  for  the  New  York  *'  Herald  *';  J.  B.  Collin, 
Mechanical  Kngineer  of  the  Pennsylvania  Central  Railroad  ;  Coleman  Sellers, 
President  of  the  Franklin  Institute,  Philadelphia;  Dr.  Wm.  H.  Wahl, 
Secretary  of  the  Franklin  Institute,  Philadelphia;  Jacob  Naylor,  of  Phila- 
delphia; Wm.  M.  Henderson,  of  Philadelphia,  Mechanical  Engineer;  E.  H. 
Shallcress,  of  the  Select  Council  of  Philadelphia;  Wm.  Fisher  Mitchell,  of 
Philadelphia;  Thomas  J.  Lovegrove,  of  Philadelphia;  R.  H.  Thurston,  Prof- 
Mechanical  Engineering,  Sievens*  Institute,  Hoboken;  A.  Fletcher,  W. 
Fletcher,  Builders  of  Steam  Engines  and  Boilers  at  New  York;  C.  H.  Has- 
well.  Examiner  of  Steam  Machinery  for  the  New  York  Insurance  Companies ; 
Norman  Wiard,  John  McCurdy,  James  Miller,  Messrs.  Phinney  &  Hoffman; 
David  Saunders,  of  the  firm  of  J.  Nason  &  Co.,  New  York;  Erastus  W.  Smith, 
Mechanical  Engineer;  W.  E.  Worthen,  Mechanical  Engineer;  Robert  Allen, 
Ralph  Walker,  G.  H.  Clemens,  John  Stuart,  C.  M.  Bolen,  T.  S.  Crane,  John 
Dunham,  Andrew  Fife,  John  Fish,  John  McGowan. 

The  first  experiment  was  made  on  a  boiler  built  by  Fletcher,  Harrison  &  Co., 
in  1858,  and  taken  out  of  the  steamboat  "  Joseph  Belknap"  in  July  last,  after 
haying  been  thirteen  years  in  ose.    It  is  of  the  ordinary  upper  return-flue  type» 
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inth  a  rectaogolar  froDt,  7  feet  8  inches  loog,  6  feet  6  ioches  wide,  and  6  feet  II 
inches  high,  containing  two  furnaces,  each  of  which  was  2  feet  9  inches  wide 
and  7  feet  long ;  the  top  of  this  front  is  semicircalar  and  single  riveted.  The 
•remainder  of  the  shell  is  a  cylinder  of  6  feet  6  inches  diameter  and  20  feet  4 
inches  length,  unbraced,  single  riveted,  and  with  a  flat  end.  The  total  length  of 
the  boiler  is  28  feet.  The  iron  of  which  the  shell  is  composed  is  a  large  ^  inch 
thick,  and  all  the  flat  surfaces  are  braced  every  7  inches.  The  top  of  the  far- 
naces  is  flat  and  braced  to  the  semicircular  top  of  the  shell  immediately  over 
it ;  and  from  this  semicircular  top  there  rises  the  usual  cylindrical  **  steam  chim- 
ney*' or  annular  steam-drum,  surrounding  the  lower  portion  of  the  chimney  and 
■braced  to  it.  The  steam  chimney  is  4  feet  in  external  diameter,  2  feet  8  inches 
•in  interna]  diameter,  and  10  feet  5  inches  in  height  above  the  shell.  The  lower 
flues  are  ten  in  number,  and  15  feet  9  inches  long;  two  of  them  are  16  inches 
in  inner  diameter,  and  the  remainder  are  9  inches  in  inner  diameter.  The  np* 
per  flues  are  12  in  number,  22  feet  long  and  8^  inches  in  inner  diameter.  The 
least  water  space  between  the  flues  is  2|  inches  in  the  clear.  All  the  flat  water 
spaces  of  the  boiler  are  4  inches  wide,  including  thicknesses  of  metal.  The  grate 
surface  is  38 J  square  feet.  The  water-heating  surface  in  the  furnaces  is  8009 
square  feet;  in  the  combustion  chambers,  31'84  square  feet;  in  the  lower  flues, 
428*70  square  feet ;  in  the  back  connection,  76*92  square  feet ;  in  the  upper 
flues,  587'48  square  feet ;  and  in  the  front  couoection,  57*98  square  feet ;  mak- 
ing a  total  water- beating  surface  in  the  boiler  of  1,263  square  feet.  The  steam 
superheating  surface  in  the  steam  chimney  is  84  square  feet. 

This  boiler,  on  the  2d  of  September  last,  was  subjected,  at  Hoboken,  to  a 
hydrostatic  pressure  of  112  pounds  per  square  inch,  which  broke  a  few  of  the 
braces  without  altering  the  form  of  the  semicircular  top  of  the  rectangular 
front.  After  being  repaired,  it  was  again  subjected,  at  Sandy  Hook,  on  the  4th 
of  November  last,  to  a  hydrostatic  test  of  82  pounds  per  square  inch,  without 
the  rupture  of  any  part;  and  on  the  following  15th  of  November  it  was  sub- 
Jected  to  a  steam  pressure  of  60  pounds  per  square  inch,  without  fracture. 

In  the  experiment  of  the  22d  of  November,  which  we  witnessed,  the  fuel 
used  was  wood,  and  it  was  intended  to  burst  the  boiler  by  steam  pressure  under 
the  condition  of  12  inches  of  water  above  the  top  of  the  flues,  but  it  was  found 
that  the  pressure  could  not  be  raised  above  93  pounds  per  square  inch,  owing 
to  the  excessive  leakage  of  steam  from  the  seam  joining  the  steam  chimney  to 
the  boiler  shell.  At  the  above  pressure  no  fracture  occurred,  but  the  form  of 
the  semicircular  top  of  the  rectangular  front  underwent  a  change.  The  expe- 
riment was  only  of  value  in  showing  the  strength  of  a  boiler  of  this  type  and 
<;onstruction  after  thirteen  years'  service  in  a  vessel. 

The  next  experiment  was  made  on  a  rectangular  box,  built  to  represent  the 
flat  water  space  or  water-leg  of  the  "  Westfield's"  boiler,  recently  exploded  at 
New  York  on  board  that  vessel,  with  great  destruction  of  property  and  life. 

This  box  was  6  feet  long,  4  feet  high,  and  4  inches  wide,  over  alL  The  two 
side  plates  were  of  the  best  flange  fire-box  iron,  ^  of  an  inch  thick,  maaofae- 
tnred  by  the  Abbott  Iron  Company.  The  plates  were  held  together  by  ft  single 
•row  of  rivets  at  their  edges,  passing  through  a  frame  made  of  wrought  iron  bars, 
mitred  at  their  ends,  and  having  the  same  outside  dimensions  as  the  box.  These 
bars  were  3|  inches  wide,  2  inches  deep,  and  perforated  at  the  centre  line  by  the 
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"holes  for  the  rivets.  The  side  plaits  were  braced  together,  eTery  8}  inches  one 
iray  and  9^  inches  the  other  way  of  their  surface,  by  bolts  of  1^  inch  diameter, 
with  threads  cot  apoii  each  end  and  screwed  into  corresponding  threads  cat  in 
the  plates,  over  which  both  ends  of  the  bolts  were  slightly — and  bat  very 
slightly — riveted.  The  box  was  placed  on  one  edge  npon  an  8  inches  thick 
'brick  wall,  and  was  enclosed  with  side  walls  of  brick  masonry,  with  the  excep- 
tion of  a  strip  15  inches  deep  at  the  top  and  12  inches  wide  at  one  side,  which 
protruded  into  the  air,  and  to  which  the  gaages  were  attached.  The  enclosed 
portion  of  the  box  was  heated  by  two  small  farnaces  withont  intercommanica- 
tion,  the  fire  grates  of  each  being  27  inches  long  and  14  inches  wide.  The  fuel 
'was  wood,  and  the  products  of  combustion  were  discharged  through  two  sheet- 
iron  pipes.  The  surface  of  the  box  exposed  to  the  fire  was  19^  square  feet,  and 
iras  all  water-heating  surface,  as  the  box  was  filled  with  water  to  within  nine 
^ches  of  its  top.  Of  the  total  interior  height  of  the  boiler,  therefore,  37  inches 
were  occupied  by  water  and  7  inches  by  steam. 

The  fires  being  brought  to  steady  action,  and  steam  raised  to  the  atmosphe- 
re pressure,  the  opening  for  the  escape  of  the  latter  was  closed,  and  the  press- 
^«re  rose  as  follows,  for  the  corresponding  times,  namely : 


Tin 

ae  P.  M.           S  earn  pressure  In  pounds 

per  square  inon  above 
Minutes.              the  atmosphere. 

Time  P.  M. 
Hours.    Minutes. 

Steam  pressure  in  pounds 
per  square  inch  above 
the  atmosphere. 

3 

18    . 

0 

3 

36     . 

.       51 

3 

20     . 

4 

3 

37     . 

54 

3 

21     . 

5 

3 

38     . 

58 

3 

22     . 

i 

3 

39     . 

65 

3 

23     . 

9 

3 

40     . 

72 

3 

24    . 

11 

3 

41     . 

78 

3 

25     . 

13 

3 

42     . 

86 

3 

26     . 

15 

3 

43    . 

94 

3 

27     . 

18 

A 

44     . 

100 

3 

28    . 

20 

3 

45     . 

110 

3 

29     . 

23 

3 

46     . 

.     117 

3 

30    . 

27 

3 

47     . 

126 

3 

31     . 

30 

3 

48     . 

1.35 

3 

32     . 

34 

3 

49     . 

.     147 

3 

33    . 

38 

3 

50     . 

160 

3 

34    . 

44 

3 

51     . 

165 

3 

36     . 

49 

When  the  pressure  reached  165  pounds  to  the  square  inch,  the  box  exploded 
with  a  loud  report,  completely  demolishing  the  brick-work  by  which  it  was  en- 
closed. The  two  sides  were  hurled  in  exactly  opposite  directions,  and  to  about 
'Oqoal  distances,  at  right  angles  to  their  surfaces.  The  fracture  had  occurred 
in  one  plate  only,  and  was  along  the  whole  riveted  seam  joining  it  to  the  frame. 
For  a  large  part  of  the  length  of  the  seam,  this  plate  was  torn  out  between  the 
rivets,  and  for  the  rematuing  part  the  rivets  were  sheared.  The  other  plate 
was  not  fractured,  nor  were  the  bars  of  the  frame  broken  ;  the  plate  and  the 
frame  remained  riveted  together,  but  not  uninjured — all  the  bars  of  the  latter 
befog  bent  considerably  inwards,  forming  an  irregular  curve  of  from  four  to  six 
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inches  versed-siDe.  Both  plates  were  balged  oat  irregalarly,  so  as  to  be  aboat 
nine  inches  dishing,  and  the  bulging  took  place  near  the  bars.  Not  one  of 
the  bolts  was  broken,  and  neither  the  threads  upon  their  ends,  nor  the  threads 
in  the  plate,  were  stripped  or  injured,  bat  the  slight  riveting  over  of  the  end» 
of  the  bolts  was  broken  off  in  all  of  them. 

The  fact  that  the  plates  did  not  raptare  at  the  centre,  under  their  great 
amount  of  bulging,  (and  only  one  of  them  tearing  off  at  the  line  of  rivets  along 
its  edge,)  shows  the  excellence  of  the  metal  which  endured  this  great,  almost 
instantaneous,  and  permanent  stretching  without  fracture  ;  and  to  this  same 
extensive  stretching  must  be  attributed  the  escape  of  the  screw  threads  on  the 
ends  of  the  bolts,  and  in  the  plates,  from  injury.  The  plate,  by  stretching, 
simply  enlarged  the  diameter  of  the  hole  in  which  the  threads  were  cut,  until 
the  bolt,  thus  left  free,  slipped  through  without  injury  to  its  threads,  only 
breaking  off  the  slight  riveting  over  of  its  ends.  Had  these  bolts  been  secured 
by  nuts  on  the  outside  of  the  plates,  the  box  would  have  borne  an  enormously 
greater  pressure  than  that  which  exploded  it.  Between  the  bolts  there  was 
a  small  permanent  stretching  of  the  plates,  giving  each  space  between  the 
bolts  a  slightly  dishing  er  bulged  form,  in  addition  to  the  general  bulging  of 
the  plates,  thus  forming  a  system  of  secondary  bulges,  as  it  were  ;  and  around 
every  bolt  both  plates  were  strongly  marked  by  a  congeries  of  circular  crispa- 
tions. 

The  conclusions  from  this  experiment  are  :  That  a  gradually  accumulating 
steam  pressure  in  a  boiler  can  produce  a  true  explosion,  violently  hurling  its^ 
fragments,  with  a  loud  report,  to  a  cousiderabe  distance,  even  though  84  per 
centum  of  its  capacity  be  filled  with  water  ;  and — That  screw  bolts  should  not 
be  used  in  boiler  construction  without  nuts,  or  having,  as  an  equivalent,  a  large 
portion  of  their  ends  formed  into  massive  rivet  heads ;  because  the  stretch  of 
the  plates  is  sufficiently  great,  under  a  much  less  pressure  than  will  fracture  the 
bolts  or  strip  their  threads,  to  allow  the  latter  to  slip  through  uninjured. 

Previous  to  this  experiment,  the  box  had  been  subjected,  at  Sandy  Hook,  to 
a  hydrostatic  pressure  of  138  pounds  per  square  inch,  and  to  a  steam  pressure 
of  102  pounds  per  square  inch,  without  fracture. 

EXPBRIMBNT  ON  THE  23d  OP  NOVKMBBB,  1871. 

On  the  23d  ultimo,  a  last  experiment  was  made  by  exploding  a  boiler  in  the 
presence  of  the  undersigned  and  the  following  gentlemen,  namely  : 

Capt.  W.  W.  Woolsey,  Huperintendent  of  the  Jersey  City  Ferry ;  William 
and  Andrew  Fletcher,  of  the  firm  of  Fletcher,  Harrison  &  Co.,  Engine  and 
Boiler  Makers;  Anning  Smith,  Superintendent  of  the  North  Shore  Ferry 
Company;  J.  B.  Collin,  Mechanical  Engineer  of  the  Pennsylvania  Central 
Railroad;  William  A.  Dripps  ;  Thomas  Lingle,  of  the  Camden  and  Amboy 
Railroad  ;  Wm.  Brown,  of  the  Camden  and  Amboy  Railroad. 

The  boiler  that  was  exploded  during  this  experiment  was  built  by  T.  F.  Secor 
in  1845,  and  taken  out  of  the  steamboat  "  Bordentown"  in  August  last,  after 
having  been  25  years  in  use.  When  taken  out,  the  Inspector's  certificate 
allowed  it  to  be  worked  with  a  pressure  of  30  pounds  per  square  inch.  It  was 
a  horizontal  fire-tube  boiler,  with  the  tubes  returned  immediately  above  the 
fornace  and  combostion  chamber. 
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It  had  but  one  farnace,  and  that  was  11  feet  5  inches  in  width,  with  grate 
hare  7  feet  in  length.    The  top  of  the  furnace  and  the  top  of  the  combustion 
chamber  were  flat,  and  braced  to  the  flat  top  of  the  shell  above  them  by  rect- 
angular braces  2  inches  by  ^  inch  in  cross  section,  placed  17  incites  apart 
•crosswise  the  boiler,  and  12  inches  apart  lengthwise  the  boiler,  each  brace 
holding  a  flat  surface  of  204  square  inches,  to  which  it  was  attached  by  crow- 
feet  80  arranged  that  the  flat  surface  between  the  sustaining  rivets  was  12 
inches  square.    The  flat  water-spaces  were  braced  at  intervals  of  8  inches  in 
one  direction  and  12  inches  in  the  other,  by  1  inch  diameter  screw-bolts,  each 
of  which  held  a  flat  surface  of  96  square  inches.    The  iron  plates  of  the  boiler 
^were  a  large  i  inch  thick. 

The  tubes  were  of  iron,  and  384  in  number,  arranged  in  8  rows  vertically  and 

•48  rows  horizontally.     Each  tube  was  2  inches  in  outside  diameter  and  12  feet 

in  extreme  length.    The  total  height  occupied  by  the  tubes  from  the  lower 

«ide  of  the  lower  tube  to  the  upper  side  of  the  upper  tube,  was  22  inches.   The 

Uabes  were  divided  into  sixteen  groups,  and  the  groups  were  separated  by 

"water  spaces  two  and  one-sixteenths  inches  wide  in  the  clear  vertically,  and  1} 

incb  wide  in  the  clear  horizontally.      From  the  lower  side  of  the  lower  row  of 

^obes  to  the  top  of  the  furnace  and  combustion  chamber,  was  a  space  six 

inches  in  width,  for  water  circulation.    The  bridge-wall  and  the  bottom  of  the 

-combostion  chamber  were  of  brick.     The  furnace  had  no  water-bottom,  but  its 

•side  legs  of  4^  inches  width  rested  in  a  pan  which  covered  the  entire  area  be- 

iieath  the  furnace. 

The  shell  of  the  boiler  was  rectangular  with  the  exception  that  the  vertical 
sides  were  joined  to  the  flat  top  of  quadrantal  arcs  of  37  inches  radius.  All  the 
"Seams  were  single  riveted. 

Upon  the  centre  of  the  top  of  the  boiler  was  a  cylindrical  steam  drum  of  6 
feet  diameter  and  8  feet,  8  inches  height. 

The  flat  water-space  at  the  front  of  the  furnace  was  4^  inches  wide,  and  that 
at  the  back  end  of  the  boiler  was  5  inches  wide,  including  thicknesses  of  metal. 
The  width  of  the  boiler  was  12  feet  2  inches,  its  length  was  15  feet  5  inches, 
and  its  height,  exclusive  of  the  steam-drum,  was  8  feet  6  inches.  ^ 

The  shell  was  braced  very  unequally.  Each  upper  horizontal  brace,  1^  inch 
large  In  diameter,  sustained  the  pressure  upon  a  surface  28  by  12  inches  or 
336  square  inches  ;  and  each  rectangular  vertical  brace  adjacent  the  sides,  2 
inches  by  ^  inch  in  cross  section,  sustained  the  pressure  upon  a  surface  19  by 
12  inches  or  228  square  inches  ;  these  were  the  weakest  places. 
The  following  were  the  grate  and  water  heating  surfaces  of  the  boiler : 

Orate  surface  .  .  .  .  '79  j^  square  feet. 

Heating  surface  in  furnace  ....  180  *' 

"  "      in  combustion  chamber  and  back  connection    103  " 

"  ••      in  tubes        .....      2171  " 

"  "      in  uptake  ....  64  '* 

Total  heating  surface  .....      2518  << 

On  the  2d  of  September  last,  this  boiler  was  subjected  to  a  hydrostatic  pres- 
flore  of  60  pounds  per  square  inch,  when  twelve  crow-feet  gave  way.  After 
being  repaired,  it  was  again  subjected  on  the  4th  of  November  last,  when 
erected  it  Sandy  Hook,  to  a  hydrostatic  pressure  of  59  pounds  per  square  inch, 
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which  it  bore  without  fracture  ;  and  on  the  16th  of  November  Fast,  it  was  shIk 
jected  to  a  steam  pressare  of  45  pounds  per  square  inch,  which  it  also  sustained 
without  fracture. 

The  fuel  used  in  the  experiment  was  wood,  and  the  water-level  in  the  boiler 
was  15  inches  above  the  highest  point  of  the  tubes.  When  the  fire  bad  been 
brought  to  steady  action,  the  pressure  of  the  steam  gradually  increased  at  the 
following  rate,  commencing  with  the  pressure  of  29|  pounds  per  square  inch  r. 


Time  F  M. 
Hours.  Minutes. 

lbs. 

Steam  pressure  in 
per  square  inch  above 
tbe  atmosphere. 

Time  p.  u. 
Hoars.  Minutes. 

Ibt*. 

Steam  pressure  in 
per  square  inch  aboTe 
the  atmosphere. 

12        21 

29^ 

12 

30 

46^ 

12         23 

33^ 

12 

31 

48^ 

12         25 

37i 

12 

32 

50 

12         27 

41 

12 

33 

52 

12         29 

44^ 

12 

34 

53^ 

At  the  pressure  of  50  pounds  per  square  inch,  some  of  the  braces  in  the- 
boiler  gave  way  with  a  loud  report,  and  when  the  pressure  of  53^  pounds  was- 
reached,  the  boiler  exploded  with  terrific  violence.  The  steam-drum  and  a 
portion  of  the  shell  attached  to  it,  forming  a  mass  of  about  three  tons  weight,, 
were  hurled  to  a  great  height  in  the  air  and  fell  to  the  earth  at  about  450  feet 
from  the  original  position  of  the  boiler,  crushing  several  trees  in  their  falL 
Two  other  large  fragments  fell  at  less  distances,  while  smaller  enes  were  thrown 
much  farther.  Almost  the  whole  of  the  boiler  was  literally  torn  into  shreds 
which  were  scattered  far  and  wide,  the  only  portion  remaining  where  the  boiler 
had  been,  being  the  tubes.  These,  though  considerably  distorted,  were  other- 
wise uninjured.  Both  tube-plates  had  been  blown  from  the  tubes  in  opposite 
directions,  and  at  the  same  moment,  for  nearly  all  the  tubes  were  found  lyings 
in  a  heap  on  the  ground  immediately  beneath  the  place  they  had  occupied  in 
the  boiler,  the  riveting  of  their  ends  over  the  plates  having  been  simultaneously 
stripped.  The  top  of  the  furnace  and  the  top  of  the  combustion  chamber, 
which,  in  the  boiler,  were  immediately  beneath  the  tubes,  had  entirely  disap- 
peared into  debris,  as  had  also  the  sides  and  ends  of  the  shell.  The  boiler 
seems  to  have  first  yielded  by  the  fracture  of  the  upper  row  of  horizontal 
braces.  The  loud  report  heard  when  the  pressure  obtained  50  pounds  per 
square  inch  was  probably  caused  by  their  breaking.  The  larger  masses  were 
all  thrown  in  one  direction — at  right  angles  to  the  side  of  the  boiler;  but  the 
smaller  fragments  were  projected  radially  in  all  directions,  as  from  a  centre. 
Two  heavy  bomb  proofs,  constructed  of  large  timbers  and  sand  for  the  protec- 
tion of  the  other  boilers,  were  dislodged  and  a  part  of  the  fence  of  the  enclosure 
was  destroyed,  by  the  impact  of  the  flying  fragments.  The  crow  feet,  in  most 
cases,  remained  firmly  attached  to  the  shell,  and  the  braces  had  parted— prob- 
ably in  the  welds — leaving  the  ends  still  secured  to  the  crow  feet.  The  screw 
bolts  which  braced  the  fiat  water  spaces,  had  slipped  from  their  fastenings  in 
the  plate  without  injury  to  the  screw  threads  either  upon  them  or  in  the  plate. 
The  latter  was  permanently  bulged  or  dished  between  the  bolts,  and  thia 
stretching  of  the  metal  had,  by  its  enlargement  of  the  holes,  allowed  the  screw 
ends  of  the  bolts  to  draw  out  without  injury  to  the  threads,  either  on  the  bolta  • 
or  in  the  plates. 

The  ground  beneath,  and   for  a  considerable  distance  around  where  the- 
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boiler  stood,  was  saturated  with  the  water  of  the  boiler,  ia  fact  made  into  mod, 

and  the  adjacent  grass  and  small  shrubbery  were  so  drenched  that  an  ordinary 

boot  was  wet  throngh  by  walking  among  them.    At  seven  minntes  before  the 

explosion  took  place,  the  water  gauge  on  the  boiler  was  examined  and  found  to 

indicate  the  water  level  15  inches  above  the  top  of  the  tubes. 

The  conclusions  to  be  drawn  from  this  experiment  are  the  following  : 

let.     An    old  boiler,  containing  a  large  mass  of  water  above  the  highest 

point  of  its  heating  surface,  can  be  exploded  with  such  complete  destruction  as 

to  reduce  it  into  mere  debris,  and  hurl  the  fragments  in  all  directions  with  Sr 

force  that  no  ordinary  construction  of  building  or  vessel  could  withstand. 

2d.     That  the  pressure  required  for  so  devastating  an  explosion,  is  the  very^ 

moderate  one  of  53^  pounds  per  square  inch. 

3d.     That  with  only  a  wood  fire,  generating  a  far  less  quantity  of  heat  in 

eqaal  time  than  a  coal  fire,  there  were  required  only  thirteen  minutes  to  raise 

t,he  pressure  from  the  Inspector's  working  allowance  of  30  pounds  per  square 

inch,  to  the  exploding  pressure  of  .^3^  pounds  per  square  inch,  showing  that  a 
few  minutes  absence  or  neglect  of  the  engineer,  coupled  with  an  overloaded  or 
inoperative  safety  valve,  are  all  that  are  needed  to  produce  the  most  destruc- 
^ve  steam  boiler  explosion,  even  with  an  old  and  unequally  braced  boiler,  in 
^whicb  it  might  be  supposed  a  rupture  of  the  weakest  part  would  precede  other 
fracture,  and  allow  the  reduction  of  the  pressure  without  doing  further  injury. 

4tb.  That  in  accounting  for  either  the  fact  of  an  explosion,  or  for  its  de- 
structive effects,  there  is  no  necessity  for  hypotheses  of  low  water,  enormous 
pressures,  instantaneous  generations  of  immense  quantities  of  steam,  super- 
neated  steam,  the  formation  of  hypothetical  gases,  development  of  electricity^ 
ke.y  kc.  The  most  frightful  catastrophe  can  be  produced  by  simplv  gradually 
accumulating  the  pressure  of  saturated  steam  to  a  strain  at  which  the  strength 
of  the  boiler  yields,  nor  need  that  pressure  be  much  above  what  is  ordinarily 
employed  with  boilers  of  this  type. 

5th.  That  there  is  no  flashing  of  the  boiler  water  into  steam  at  the  moment 
of  an  explosion.  On  the  contrary,  with  the  exception  of  the  small  portion  of 
this  water  vaporized  (after  the  reduction  of  the  pressure  owing  to  the  rupture* 
of  the  boiler)  by  the  contained  heat  in  it  between  that  due  to  the  temperature 
of  the  streams  of  the  exploding  pressure  and  of  the  atmospheric  pressure,  it 
remains  unchanged,  and  is  thrown  around,  drenching  the  objects  near  it,  and 
scalding  whatever  it  falls  upon. 

6th.    The  weakest  portion  of  the  boiler  braces  was  in  their  welds. 

7th.  The  equal  stretching  in  all  directions  of  the  boiler-plates  between  the 
screw-bolts,  due  to  their  bulging  under  the  pressure,  was  sufficient  to  permit 
the  slipping  out  of  the  bolts  without  injury  to  the  screw-threads  either  upon 
them  or  in  the  plates. 

8th.    That  this  experiment  has  conclusively  disposed  of  several  theories  of 
steam  boiler  explosion,  replacing  vague  conjecture  and  crude  hypothesis  with 
exact   experimental  facts,  and,  by  thus  narrowing  the  field  for  the  search  of 
truth,  has  made  its  discovery  more  probable. 

All  of  which,  together  with  drawings  of  the  boilers  experimented  with,  are 

reapectfally  submitted  by.  Sir, 

Your  Obedient  Servants, 

B.  F.  ISHERWOOD,  1  r>i.'^iP     • 

E.  S.  DE  LUCE.  I  Chief  Engineers 


■  } 


SIDNEY  ALBERT.  J      ^'  ^'  ^^^^' 
Hoy.  Gborob  M.  Robeson, 

Secretary  of  the  Navy, 
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ON  THE  MINERAL  RESOURCES  OF  NORTH  CAROLINA. 

Bt  Frbd*k  a.  Obntb. 
For  a  long  time  past  the  State  of  North  Carolina  has  been  noted  for 
its  great  and  varied  mineral  wealth,  hence  it  became  the  favored 
field  for  speculations  of  every  sort,  some  of  these  of  the  wildest  char- 
acter.    It  is  not,  therefore,  to  be  wondered  at  that  failure  should 
have  met  most  of  those  schemes,  which  contemplated  mere  stock  oper- 
ations in  place  of  a  legitimate  development  of  the  mines.     However, 
as  an  unfortunate  consequence  of  those  speculative  undertakings,  an 
impression  has  been  cast  in  our  northern  cities  to  the  effect  that  the 
mineral  riches  of  that  state  were  more  imaginary  than  real.     The 
fallacy  and  injustice  of  such  a  conclusion  were  fully  demonstrated  to 
me  twenty  years  ago,  during  a  residence  of  nearly  two  years  in  the 
State,  and  since  that  time  my  faith  in  the  mining  resources  of  North 
Carolina  has  been  strengthened  by  frequent  visits  as  an  expert,  during 
which  I  have  examined  most  of  the  gold,  silver,  copper,  lead,  zinc  and 
iron  mines  of  the  central  counties.     In  addition  to  those  many  op- 
portunities of  acquiring  positive  evidence  of  the  mineral  wealth  of  that 
State,  it  was  my  good  fortune  to  spend  a  great  part  of  last  summer  in 
North  Carolina  in  company  with  Prof.  W.  C.  Kerr,  the  very  able 
State  Geologist,  at  whose  request  I  visited  the  principal  mineral  lo- 
calities of  the  State  for  the  purpose  of  working  up  the  mineralogy  for 
the  geological  report.     My  field  for  examination  has  been  quite  ex- 
tensive,  embracing,  more  or  less,  about  thirty-two  Counties  of  the 
State. 

As  one  of  the  results  of  the  geological  survey  of  North  Carolina,  it 
may  be  interesting  here  to  state  that  it  has  already  contributed  to 
the  development  of  several  mining  localities,  which  have  invited  the 
attention  of  northern  capitalists ;  other  mining  properties  are  in  pro- 
cess of  negotiation,  and  I  have  no  doubt  that,  when  better  known, 
many  other  mines,  which  at  present  are  neglected,  will  command  the 
attention  they  justly  deserve,  offering,  as  they  do,  inducements  for 
safe  and  profitable  investment. 

Although  my  labors  in  North  Carolina  in  connection  with  the  geo* 
logical  survey  were  generally  directed  to  the  mineralogy  of  the  State, 
I  have  nevertheless  made  numerous  observations,  and  acquired  many 
facts  which  may  be  interesting  to  the  members  of  the  Franklin  In- 
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^titnte.  I  intend  giving  a  brief  account  of  the  vast  mineral  resources 
of  North  Carolina,  but  ere  I  describe  the  occurrence  of  the  different 
ores,  it  may  not  be  amiss  to  sketch,  in  a  concise  waj,  the  general  out- 
line of  the  geology  of  that  State,  without,  however,  entering  into  a 
geological  discussion  with  reference  to  the  position  and  age  of  the 
various  rocks,  but  simply  confining  myself  to  their  petro-graphical 
determinations. 

Almost  the  whole  State  of  North  Carolina  is  made  up  of  gneissoid 
or  granitic  rocks,  alternating  with  strata  of  argillites,  quartzites  and 
talcose,  chloritic  and  micaceous  slates,  all  more  recent  rocks,  result- 
ing from  the  destruction  of  the  older. 

These  are  overlaid,  in  its  eastern  and  south-eastern  portion,  for  a 
distance  of  from  ninety  to  one  hundred  miles  from  the  coast  by  ter- 
tiary and  cretaceous  deposits,  with  numerous  marl  beds,  of  much  local 
importance  for  the  agricultural  development  of  this  portion  of  the 
State.  Many  of  these  beds  contain  small  quantities  of  lignite  and 
pyrite,  but  not  in  sufficient  quantities  to  be  of  any  commercial  value. 

The  older  formations  are  arranged  in  nearly  parallel  bands  or  belts, 
which  cross  the  State  in  a  north-east  to  south-western  direction.  The 
tertiary  and  cretaceous  formation  rests  immediately  upon  a  belt  of 
quartzites  and  slates  bearing  N.  25 — 30°  E.  with  a  southeasterly  dip, 
and  these  are  underlaid  by  granite  and  gneissoid  strata,  which  border 
them  on  the  west  and  form  the  most  eastern  granite  belt,  known  as 
the  Raleigh  belt,  which  occupies  the  greater  portions  of  Warren, 
Franklin  and  Wake  Counties,  with  Raleigh  as  a  centre ;  and  extends 
from  there  southwestwardly  through  Richmond  County  into  South 
Carolina.  It  consists,  to  a  large  extent,  of  a  granular  granite,  com- 
posed principally  of  orthoclase,  greyish  white  granular  quartz,  and 
very  little  mica,  which  is  frequently  biotite.  In  many  places  the 
granite  is  a  real  granulite ;  in  others  it  graduates  into  gneiss,  and, 
here  and  there,  intohornblendic  strata. 

The  Raleigh  belt  is  overlaid  by  very  extensive  beds  of  slates, 
argillite,  quartzite,  etc.,  with  a  north-west  dip,  traversing  Granville, 
Person,  Orange,  Alamance,  Randolph,  Moore,  Montgomery,  Stanley, 
Anson,  Union  and  the  south-east  part  of  Davidson,  Cabarrus  and 
Rowan  Counties. 

To  the  west  of  these  slates,  which  have  been  called  laconic  slates  by 

Smmons,  another  band  of  the  oldest  rocks  is  again  observed.     It  has 

l>een  called  the  Greensboro'  and  Salisbury  granite  belt,  and  occupies 
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the  principal  portioD  of  Caswell,  Rockingham,  Gailford,  Forsythe, 
Davie,  DavidsoD,  Rowan,  Iredell,  Cabarrus,  Mecklenburg  and  the 
eastern. portion  of  Gaston,  Lincoln  and  Catawba  Counties.  The  gran- 
ites are  often  granulites,  consisting  only  of  orthoclase  and  quartz.  In 
many  places  they  became  porphyritic,  by  the  dissemination  of  large 
orthoclase  crystals  throughout  the  mass ;  again  they  change  to  gneiss 
and  micaschist,  and  frequently,  through  a  gradual  admixture  of  horn- 
blende, they  turn  to  syenite,  hornblendic  gneiss,  hornblende-slates 
and  even  diorite.  These  hornblendic  rocks  are  interlaminated  with 
the  granite  and  gneiss,  and  their  gradual  passage  from  one  into  the 
other  arc  evidence  of  their  cotemporary  origin.  As  these  hornblendic 
or  dioritic  rocks  are  less  readily  decomposed,  they  often  form  vein- 
like walls  through  the  other  rocks,  so-called  '^  trap  dykes,"  and  as  the 
result  of  their  partial  disintegration,  the  surface  is  covered  with 
rounded  boulders. 

Accumulations  of  various  iron  ores,  hematites  and  magnetites,  form 
bands  in  this  belt  of  gneissoid  rocks. 

Another  band  of  more  recent  slates,  characterized  by  several  im- 
portant beds  of  limestone  and  magnetic  iron,  passes  from  King's 
Mountain  in  a  northeasterly  direction  through  Gaston,  Lincoln  and 
Catawba  Counties ;  here  it  is  interrupted,  but  it  occurs  again  in  Davie, 
Forsythe,  Yadkin  and  Stokes  Counties. 

Proceeding  in  a  westerly  direction,  we  again  come  into  the  region 
of  the  oldest  gneissoid  and  related  rocks,  very  similar  to  those  of  the 
more  eastern  belts.  These  make  up  the  bulk  of  the  counties  of  Wilkes, 
Caldwell,  Alexander,  Catawba,  Cleveland,  Burke,  McDowell,  Ruther- 
ford, Polk  and  Henderson. 

A  narrow  band  of  slates  borders  this  granite  formation  through 
Surry,  Wilkes  and  the  north-western  corners  of  Caldwell,  Burke, 
McDowell,  Henderson,  and  passes  through  Transylvania  County  into 
South  Carolina.  These  slates  appear  to  be  connected  with  those  of 
Stokes  county.  In  this  band  of  slates  in  several  localities  there  oc- 
curs a  peculiar  quartzite,  which,  by  a  minute  admixture  of  mica  be- 
tween the  rounded  particles  of  quartz,  forms  the  so-called  ^'  flexible 
sandstone"  or  itacolumite.  The  principal  localities  in  which  it  has 
been  observed  are  Linville  in  Burke,  Bending  Rock  Mountain  in 
Wilkes,  and  Sauratown  Mountains  in  Stokes  Counties.  In  this  nar- 
row belt  of  slates,  several  valuable  limestones  and  iron  ore  beds  have 
been  discovered. 

The  last  belt  of  gneissoid  or  granitic  rocks  occurs  west  of  these  slates. 
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It  18  largely  made  up  of  gneiss  and  hornblende  slates,  with  a  frequent 
admixture  of  garnets  and  crystals  of  cyanite.  These  rocks  occur  in 
Alleghany,  Ashe  and  Watauga  Counties ;  they  are  interrupted,  how- 
ever, in  the  southern  portion  of  the  latter  and  the  northern  part  of 
Mitchell  county  by  a  narrow  strip  of  slates,  which  extends  into  Ten- 
nessee ;  but  they  then  continue  through  Mitchell,  Yancey,  the  greater 
portion  of  Madison,  Buncombe,  Haywood,  Jackson,  Macon  and  Clay 
Counties,  and  the  southeastern  part  of  Cherokee  County.  In  this  belt 
large  veins  of  granite  occur,  with  massive  accumulation  of  orthoclase 
and  muscovite,  associated  with  garnet,  tourmaline,  beryl,  etc. ;  also 
lenticular  masses  of  magnesian  rocks  with  chrome  ores,  either  chlo- 
ritic  slates,  etc.,  or  granular  chrysolite,  which  is  the  parent  rock,  by 
the  alteration  of  which,  in  Pennsylvania,  for  instance,  the  serpentines 
have  been  produced.  The  extreme  north-western  limits  of  the  Coun- 
ties of  Mitchell,  Madison,  Haywood,  Jackson,  Macon  and  the  greater 
portion  of  Cherokee,  are  again  occupied  by  slates,  frequently  in« 
closing  beds  of  marble  and  granular  dolomite  interlaminated  with 
beautiful  talcslates  or  micaceous  slates,  containing  large  crystals  of 
staurolite,  garnet,  etc. 

I  have  yet  to  mention  as  a  very  important  formation  the  '*  tri- 
assic,"  which  occupies  a  portion  of  the  central  counties  of  North  Car- 
olina. Resting  upon  Emmon's  so-called  taconic  slates,  narrow  bands 
of  shales  and  sandstones  pass  through  Granville,  the  eastern  edge  of 
Orange  and  the  western  of  Wake  County,  which  in  Chatham  and 
Moore  Counties  widen  and  contain  several  valuable  beds  of  coal ;  the 
formation  continues  through  the  south-east  edge  of  Montgomery^ 
thence  through  Anson  County  into  South  Carolina.  The  dip  of  these 
strata  is  south-east,  and  they  form  the  south-eastern  portion  of  the 
triassic  formation,  the  central  portion  of  which  has  been  removed  by 
erosion,  whilst  the  north-west  portion,  with  a  north-westerly  dip  and 
resting  directly  upon  gneissoid  and  granitic  rocks,  appears  again  in 
Rockingham  and  Stokes  Counties,  where  it  shows  sandstones,  shales 
and  numerous  outcrops  of  coal  beds. 

The  gneissoid  or  granitic  strata,  as  well  as  the  slate  formation,  are 
frequently  intersected  by  metallic  deposits,  either  in  veins  and  asso- 
ciated with  quartz  as  a  vein  rock,  or  in  ore  beds,  interlaminated  with 
the  strata,  and  forming  a  portion  of  the  formation. 

I  will  now  proceed  to  the  consideration  of  the  occurren<^e  of  the 
different  metals  and  other  valuable  minerals  : 

QvUL     According  to  the  earliest  records  the  first  piece  of  gold 
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found  in  North  Carolina  was  picked  up  in  1799,  in  a  little  branch  at 
the  Reid  plantation,  Cabarrus  County.  It  weighed  between  three 
and  four  lbs.,  and  was  kept  several  years  without  its  real  character 
being  suspected  ;  subsequently  it  was  sold  to  a  jeweller  in  Fayette- 
yille  for  $3.50.  When  its  true  character  became  known,  search  was 
made  for  more,  and  fourteen  lumps,  weighing  in  the  aggregate  153 
lbs.  troy,  were  obtained  at  the  same  locality. 

The  gold  veins  and  gravel  deposits  were  afterwards  discovered ;  and 
for  a  considerable  time  gold  operations  were  conducted  in  many  lo- 
calities on  a  comparatively  large  scale.  The  discoveries  of  gold  in 
California,  where  a  far  richer  harvest  was  promised,  led  to  the 
abandonment  of  many  of  those  enterprises ;  other  causes  have  also 
influenced  in  the  same  direction,  as,  for  example,  the  difficulties  con- 
nected with  deep  vein  mining,  and  the  impossibility  of  extracting  the 
gold  by  the  imperfect  and  slow  machinery  then  principally  in  use, 
the  Chilean  Mill  and  Arastra,  etc.,  from  heavy  ores  like  pyrite,  &c., 
which  nature  has  not  already  decomposed.  With  the  exception  of 
minute  quantities  of  telluride,  in  the  very  rare  mineral  nagyagite,  at 
the  King's  mountain  mine,  gold  in  North  Carolina  is  always  found  in 
the  metallic  state.  It  is  rarely  quite  pure,  but  generally  alloyed  with 
more  or  less  silver.  It  occurs  in  crystals  or  crystalline  masses,  in 
thin  plates  or  laminae,  between  the  foliation  of  the  slates  or  through 
associated  minerals,  such  as  quartz,  pyrite,  galcnite,  zinc-blende,  etc, 
in  such  a  fine  state  of  division  that  it  is  generally  invisible  to  the  eye. 

It  has  been  observed  in  four  different  geological  positions : 

1st.  It  is  met  with  in  the  masB  of  the  gneissoid,  granitic  and  horn- 
blendic  rocks. 

2d.  In  quartz  veins,  often  associated  with  pyrite,  chalcopyrite, 
galenite,  tetradymite  and  other  minerals. 

3d.  In  ore  beds,  cotemporary  with  the  strata  of  rocks  in  which 
they  are  found,  as  in  chloritic  and^talcose  slates,  argillites,  quartz- 
ites,  etc. 

4th.  Loosely  in  the  soil  and  decomposed  rocks,  especially  in 
gravel  deposits,  resulting  from  the  destruction  of  the  above  first  three 
formations.  One  of  the  most  remarkable  features  peculiar  to  the 
rocks  of  the  Southern  States  is  their  rapid  disintegration. 

The  debris  from  these  rocks  forming  the  soil  or  ferruginous  clay, 
remains  in  situ.  This  disintegration  is  frequently  observed  to  a  depth 
of  over  one  hundred  feet.  Many  of  the  railroad  cuts  show  beaati- 
fol  sections,  and  the  study  of  these  exhibits  some  highly  interesting 
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features,  which  I  shall  mention,  as  they  are  of  the  greatest  importance 
to  a  full  comprehension  of  the  subject. 

In  many  places  cuts  may  be  seen  which  appear  to  have  been  made  in  a 
uniform  mass  of  clay,  which,  in  general,  is  ferruginous ;  on  close  ob- 
servation, however,  it  is  easy  to  recognize  that  the  apparently  uni- 
ibrm  clay  stratum  belongs  to  two  distinct  formations. 

Immediately  below  the  soil,  which  may  be  covered  by  vegetation, 
the  ferruginous  clay  will  be  seen  to  contain,  here  and  there,  small 
fragments  of  quartz  in  angular  pieces,  with  the  edges  more  or  less 
Tubbed  off,  disconnected  and  not  occurring  in  regular  seams  or  veins ; 
the  number  of  those  quartz  pebbles  gradually  increases  at  a  greater 
depth,  until  they  form  a  regular  stratum  of  gravel. 

Some  of  those  gravel  beds  are  hardly  perceptible ;  others  vary  from 
a  few  inches  to  over  thirty  feet  in  thickness. 

When  the  great  denudation  took  place,  these  fragments  of  quartz 
deposited  themselves  upon  the  then  unaltered  bed  rock — the  granite, 
gneiss,  micaschist,  slate,  etc. ;  but  after  this  period  the  disintegration 
of  the  rock  continued,  and  it  is  natural  that  the  same  kind  of  clay 
should  have  resulted  from  the  same  parent  rock. 

Therefore  we  find,  just  below  this  gravel  bed,  ferruginous  clay  as 
above,  but  a  closer  investigation  shows  a  great  difference  and  espe- 
cially two  striking  facts :  in  the  first  place  the  stratification  can  be 
observed  and  followed  to  the  underlying,  undecomposed  rocks,  and 
secondly,  the  quartz,  which  is  found  in  the  same,  occurs  not  in  loose 
angular  pieces,  but  in  regular  seams^  or  veins,  in  their  original 
position. 

In  some  of  the  auriferous  regions  of  North  Carolina,  such  quartz 
veins  are  very  numerous  ;  in  others,  they  are  less  frequently  met  with. 

Most  of  them  are  exceedingly  small,  varying  in  width  from  the 
thickness  of  a  knife's  blade  to  a  few  inches,  and  often  extending  in 
depth  but  a  few  feet ;  some  bulge  out  and  form  nests  or  pockets  in  the 
rocks,  while  others  again  are  of  enormous  size,  and  are  known  to  ex- 
ist as  deep  as  they  have  been  developed,  which,  in  a  few  rare  instances, 
is  down  to  200—800  feet. 

Many  of  these  quartz  veins  are  in  reality  beds,  as  they  coincide  in 
strike  and  dip  with  the  stratification,  whilst  an  equally  great  number 
mn  in  every  conceivable  direction,  and  dip  just  as  irregularly. 

The  greater  portion  of  these  quartz  veins  contain  no  gold,  or  only 
such  a  small  quantity  that  they  could  not  be  profitably  worked,  espe- 
dallj  the  large  veins  of  vitreous  and  milky  quartz. 


54  Ohemutry^  Phyrict  Technology^  etc. 

Many  of  the  smftll  Teins,  principally  those  which  contain  granular 
or  saccharoidal  quartz,  are  rich  in  gold. 

Some  of  the  large  veins,  especially  those  containing  much  cellular 
quartz,  have  frequently  been  found  to  be  the  most  productive.  This 
cellular  quartz  results  from  the  decomposition  of  pyrite,  which  once 
occupied  the  now  empty  spaces;  leaving  them  either  occasionally 
quite  free  from  iron,  or  more  generally  rusty  and  more  or  less  filled 
with  limonite.  These,  the  so-called  brown  gold  ores,  are  the  best  and 
most  easily  worked.  At  a  greater  depth  of  the  veins,  where  the  py- 
rite is  not  decomposed,  the  gold  is  so  much  mixed  with  heavy  sulphur- 
ous ores  that,  with  the  present  system  of  operations,  it  cannot  be  ex- 
tracted with  profit;  in  many  cases  the  gold  disappears  entirely. 

Most  of  these  gold  veins  in  North  Carolina  were  abandoned,  when 
the  iron  and  copper  pyrites  increased  too  largely,  and  before  they 
had  been  wrought  deep  enough  to  contain  copper  ores  in  paying 
quantities. 

The  gold  in  these  mines  is  not  evenly  distributed  through  the  mass 
of  the  gangue  ;  the  veins  often  contain  entirely  barren  portions  alter- 
nating with  rich  ones,  the  latter  called  shoots  of  ore  or  chimneys. 

Such  shoots  are  in  reality  veins  inside  of  a  vein,  and  are  fre- 
quently quite  regular  in  their  dip ;  the  ores  at  the  foot  wall  are  gene- 
rally richer  than  those  at  the  hanging  wall. 

Many  gold  mines  of  this  description  have  formerly  been  worked, 
and  many  of  them  undoubtedly  are  still  of  great  value. 

In  Guilford  County  there  were  tho  McCulloh  and  Fisher  Hill 
mines;  in  Cabarrus  County,  the  Phoenix,  Vanderburgh,  Cullen,  Pio- 
neer Mills  mines ;  in  Mecklenburg  County,  the  Capps,  McGinn, 
Rudesill  mines ;  and  numerous  others.  At  present,  almost  every  one 
of  them  are  unworked ;  some  explorations  are  carried  on  in  Cabarrus 
County,  and  in  Mecklenburg  County  the  McGinn  and  the  .Wilson 
mines  are  the  only  ones  in  operation,  and  that  on  a  small  scale  only. 

At  the  McGinn  mine  they  have  a  5-stamp  battery  and  amalgamated 
copper  plates,  also  roasting  ovens  to  decompose  the  sulphides ;  at  the 
Wilson  mine  there  is  a  lO-stamp  battery  with  amalgamated  copper 
plates,  all  after  California  patterns. 

Many  of  the  quartz  veins  in  the  slates,  differing  in  strike  and  dip 
from  the  inclosing  slate,  carry  gold,  especially  those  which  contain 
cellular  and  cavernous  quartz,  associated  with  limonite,  hematite, 
siderite,  pyrite,  chalcopyrite,  etc^ 

Some  of  them  are  highly  promising,  as,  for  instance,  those  of  the 


Mineral  Meiources  of  North  Carolina.  3^ 

Conrad  Hill  mine,  in  Davidson  County ;  but,  unfortunately,  not  a 
single  vein  has  been  sufficiently  developed  in  depth  to  form  a  just 
appreciation  of  its  value. 

The  gold  deposits,  which  are  cotemporary  with  the  slates  them- 
aelves,  are  of  far  greater  importance  than  the  true  gold  veins. 

The  talcose,  chloritic,  micaceous  or  arenaceous  slates  in  which  they 
occur,  contain  portions  which  are  more  or  less  charged  with  gold. 
The  gold  in  these  slate  beds,  like  the  slates  themselves,  is  derived 
from  the  destruction  of  the  older  rocks,  and  has  been  deposited  sim- 
ultaneously. 

The  width  of  these  auriferous  beds  varies  from  a  few  inches  to  from 
eO  to  70  feet. 

The  gold  in  them  is  often  found  without  any  admixture,  and 
the  auriferous  strata  shows  no  line  of  demarcation,  and  cannot  be 
distinguished  from  the  barren  layers;  but,  generally,  and  subse- 
quently to  its  deposition,  it  has  been  acted  upon  by  chemical  agen- 
ciea,  dissolved  and  precipitated  again,  and  has  assumed  a  crystalline 
structure ;  it  has  accumulated  in  strings  which  sometimes  form  lenti- 
cular and  more  highly  auriferous  masses  in  the  beds,  and  is  associ- 
ated with  crystalline  quartz,  pyrite,  chalcopyrite,  galenite,  blende, 
mispickel,  etc. 

These  are  often  parallel  with  the  slates,  and  so  close  together  that 
they  can  be  worked  by  the  same  operation,  especially  where  the  slates 
between  are  also  auriferous. 

The  Steele  mine,  in  Montgomery  County,  and  the  Stewart  mine, 
in  Union  County,  are  examples  of  this  occurrence. 

These  gold  mines  have  proved  to  be  the  only  reliable  ones  in  depth^ 
and,  if  they  are  found  to  be  rich  enough  for  working,  they  can  be 
depended  upon  for  the  future. 

To  thiA  class  belong  the  mines  at  Gold  Hill,  in  Rowan  County, 
which  have  already  produced  not  less  than  $2,000,000,  and  have 
reached  a  depth  of  750  feet.  Although  this  appears  to  be  a  very  large 
production,  I  do  not  hesitate  to  say  that  perhaps  four-fifths  of  all  the 
gold  in  the  ore,  which  is  a  talco-micaceous  or  chloritic  slate,  inter- 
mixed with  pyrite,  magnetite,  and  a  little  quartz,  has  been  lost  in  the 
tailings^  on  account  of  the  very  imperfect  process  used  for  the  ex- 
traction of  the  same. 

The  King's  Mountain  mine,  of  Gaston  County,  also  belongs  to  this 
elaw.  The  gold  is,  to  a  great  extent,  contained  in  a  quartsose  lime- 
tl<m6y  and  is  associated  with  very  small  quantities  of  pyrite,  gale- 


06  Ohemigtrjff  PhytkUj  T^hnologjf^  ete. 

nite,  chaloopyrite,  but  alao  with  the  very  rare  tellurides  of  lead,  alta- 
ite,  and  with  nagyagite,  a  telluride  of  gold  and  lead. 

In  some  places  this  ore  bed  is  over  thirty  feet  in  thickness,  and  haa 
been  worked  to  a  depth  of  200  feet,  but  longitudinally  only  to  a  ?ery 
small  extent,  not  over  250  feet. 

This  mine  is  also  said  to  have  produced  over  $1,000,000.  The 
machinery  used  for  the  reduction  of  the  ores  are  a  20-stamp  battery 
with  amalgamated  copper  plates,  etc. 

There  are  at  present  no  other  mines  belonging  to  this  class  in  opera- 
tion, but  there  is  no  doubt  that  Montgomery,  Union,  Stanley,  Rowan, 
Davidson,  Randolph,  Gaston  and  Cherokee  Counties  have  many  locali- 
ties, where  profitable  and  successful  mining  operations  might  be 
carried  on. 

In  gold  mining  operations,  the  deposits  which  result  from  the  disin- 
tegration of  the  rocks,  and  subsequent  denudation,  are  undoubtedly 
of  the  greatest  importance ;  there  the  gold  which  was  contained  in 
the  rocks  and  in  the  small  auriferous  veins  (which  have  been  broken 
up  into  fragments)  has  been  concentrated  by  nature,  and  in  many 
places  has  been  deposited,  with  the  remnants  of  the  veins,  in  the 
gravel  beds,  which  I  have  already  mentioned. 

Those  gravel  beds  occur  to  a  greater  or  less  extent  throughout  the 
whole  gold  region ;  the  oldest  gneissoid  rocks  as  well  as  the  slate 
formation  contain  them. 

The  quartz  in  general  is  not  water-worn,  only  the  sharp  edges  are 
rounded.  Many  pieces  still  present  the  shape  and  thickness  of  the 
veins  whence  they  came. 

The  most  extensive  gravel  deposits  exist  in  the  South  Mountains, 
on  the  headwaters  of  the  first  and  second  Broad  River,  Muddy  Creek 
and  Silver  Creek,  in  the  Counties  of  Rutherford,  McDowell,  Burke, 
Caldwell,  also  in  Polk,  and  Cleveland ;  embracing  an  area  of  over 
200  square  miles. 

They  appear  to  cover  the  greater  part  of  the  land,  rise  often  to  a 
considerable  height  on  the  slope  of  the  hills,  but  are  naturally  more 
concentrated  in  the  bottoms  and  flat  lands.  The  gravel  beds  in  this 
region  vary  in  thickness  from  a  few  inches  to  thirty  feet,  and  are  oov- 
ered  with  soil  and  clay,  which  is  also  more  or  less  auriferous,  although 
much  poorer  than  the  gravel  beds  below. 

These  deposits  have  been  worked  since  about  1880,  and  before  gold 
was  known  in  California  many  thousands  of  hands  were  at  work  dig-> 
gmg  and  washing  in  a  rude  way,  yet  many  millions  of  dollars  were 
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prodvoed  without  the  help  of  anj  complicated  machinerj,  and  with- 
out the  knowledge  of  a  proper  use  of  water. 

Since  that  time  very  little  has  been  done ;  in  some  instances  the 
old  grayel  was  worked  over  again,  and  has  made  fair  returns  to  the 
adventurers. 

Very  large  tracts  of  land,  containing  extensive  and  valuable  depo- 
sits, have  never  been  touched,  and,  by  the  introduction  of  the  Cali- 
fomian  hydraulic  system  of  operations,  a  safe  and  very  profitable* 
business  could  be  carried  on. 

The  gold  is  rarely  found  in  nuggets ;  generally  as  fine  dust  and  in 
small  grains.  Its  fineness  averages  about  825  thousands.  It  is  asso- 
ciated with  numerous  interesting  minerals,  such  as  platinum,  diamond, 
zircon,  xenotime,  monazite,  and  many  others. 

Experiments  with  vein-mining  in  this  region  have  not  proved  suc- 
cessful ;  the  rich  veins  are  too  narrow  in  width,  and  of  too  limited 
extent  in  depth,  and  the  large  veins  do  not  contain  enough  gold  to  be 
advantageously  worked. 

A  small  region  of  valuable  gravel  beds  exists  in  the  gneissoid  rock 
and  micaceous  slate  of  Franklin  and  Nash  Counties,  in  the  eastern 
part  of  the  State.  It  has  been  most  extensively  prospected  at  the 
Portis  mine,  where  it  is  very  rich,  and  has  been  worked  since  about 
50  years,  having  produced,  it  is  said,  over  $1,000,000. 

The  productive  gravel  is  here  the  result  of  the  disintegration  of 
numerous  small  granular  or  sugary  quartz  veins,  and  very  fine  speci- 
fluens  of  gold  in  such  quartz  are  frequently  met  with. 

The  fineness  of  the  Portis  mine  gold  was  generally  about  985  thou- 
sands. 

There  are  enormous  gravel  piles  at  the  mine — the  remnants  of  for- 
mer operations. 

Some  very  important  but  expensive  experiments  have  been  made 
at  this  mine. 

Machinery  was  here  erected  for  crushing  and  amalgamating  the 
gravel,  which,  being  part  of  gold  veins,  was  thought  could  be  profit- 
ably worked  for  gold. 

The  result  was  precisely  what  my  own  examination  of  the  place 
convinced  me  it  should  have  been — a  failure ;  because,  whilst  the 
gravel  may  contain  some  very  rich  specimens,  the  whole  bulk  is  too 
poor  to  be  worked  with  profit.  This  is  accounted  for  from  the  fact^ 
whjdi  I  have  already  intimated,  that  the  gold  in  the  gravel  depoeits, 
prineipally,  is  the  hou  gold,  which  had  existed  in  the  rocks  and  be- 
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tween  their  lamiDae,  or  that  from  the  small  quartz  veins,  whilst  the 
large  veins  are  mostly  barren.  In  a  region  which  contains  many 
small  veins,  the  gravel  deposits  are  generally  valuable,  even  if  the 
bulk  of  the  beds  has  been  made  up  from  the  destruction  of  large 
ones. 

There  are  several  highly  important  gravel  deposits  in  Montgomery 
€ounty,  in  the  slate  formation,  some  of  which  have  produced  a  large 
amount  of  gold ;  the  gold  is  mostly  crystalline,  in  flat  pieces,  often 
covered  with  octahedral  crystals,  and  in  large  nuggets ;  very  little 
fine-grained  gold  has  been  found. 

The  best  known  deposit,  which  has  produced  large  returns,  but 
which  is  still,  so  to  say,  barely  touched,  is  the  so-called  Christian 
mine. 

The  Swift  Greek  mine,  about  seven  miles  distant,  produces  gold  of 
similar  appearance. 

West  of  the  Blue  Ridge  several  gravel  deposits  hiave  been  worked, 
to  a  greater  or  lesser  extent,  in  Cherokee  and  Jackson  Counties,  also 
at  Howard's  Greek,  in  Watauga,  and  on  the  French  Broad  and  New 
Rivers. 

Throughout  the  whole  gold  region,  every  stream,  branch  and  rivulet 
contains  gold ;  and,  as  the  washing  of  these  is  the  most  convenient 
way  to  obtain  the  precious  metal  on  a  small  scale,  there  is  hardly  one 
which  is  not  more  or  less  worked,  many  of  them  up  to  their  source. 

Platinum.  Only  a  few  grains  have  been  found  in  North  Carolina, 
associated  with  gold  in  Rutherford  and  Burke  Counties ;  and  there  is 
no  prospect  that  it  ever  will  be  found  in  large  quantities. 

Silvery  Leady  Zine.  I  shall  consider  those  three  metals  under  one 
head,  as  they  are  always  associated. 

Silver  is  a  rare  metal  in  North  Carolina.  With  the  exception  of 
the  silver  alloyed  with  gold,  varying  from  1  or  2  to  about  20  per  ct., 
in  the  gold  from  veins  and  gravel  deposits  of  the  granitic  and  gneis- 
soid  rocks,  very  little  silver  has  been  found  in  the  veins  of  these 
strata. 

The  only  localities  which  came  under  my  notice  were  at  the  Baker 
mine,  in  Caldwell,  and  at  Scott's  Hill,  in  Burke  County.  There  it 
occurs  but  rarely,  in  veins  of  auriferous  quarts.  At  the  latter  place 
it  is  only  observed  after  burning  the  ore,  and  a  little  fragment  whidi 
I  have  seen  makes  me  feel  confident  that  it  is  present  as  oerargyrite, 
or'  eUoride  of  silver. 
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Small  quantities  of  argentiferous  galenite  and  pjromorphite  are 
iteoeiated  with  it. 

Native  silrer  has  been  observed  with  ohalcocite  or  copper  glauce  at 
Gap  Creek  mine,  in  Wilkes  County,  and  at  the  Asbury  vein  in  Gas- 
ton County. 

The  only  real  silver  mines  of  North  Carolina  are  ore  beds  of  zinc 
blende,  mixed  with  galenite,  in  the  argillaceous  and  talcose  slates. 
The  type  of  these  is  the  old  Washington  mine,  now  Silver  Hill,  in 
Davidson  County,  which  was  discovered  in  1888.  Near  the  surface 
it  formed  a  bed  of  carbonate  of  lead,  having  in  many  places  films  and 
plates  of  metallic  silver  disseminated  through  the  mass  of  the  ore. 
These  ores  were  easily  reduced,  and  produced  handsome  returns  to 
the  owners.  This  was,  however,  but  of  short  duration.  The  unde- 
composed  ores,  which  were  a  very  fine-grained  mixture  of  brown  zinc- 
blende  and  argentiferous  galenite,  were  soon  reached,  and  presented 
great  difficulties  in  the  extraction  of  the  precious  metals. 

When  I  was  at  the  mine,  about  22  years  ago,  an  analysis  of  an 
average  sample  of  between  2000  —  3000  tons  of  ore  gave  me  about 
45  per  ct.  of  zinc,  21  per  ct.  of  lead,  about  8  ounces  of  silver  per 
ton,  with  minute  quantities  of  copper  and  gold.  If  the  Philadelphia 
owners  had  abided  by  my  advice,  viz.,  to  work  the  ores  for  zinc,  and 
extract  silver,  copper  and  lead  from  the  residues,  they  would  prob- 
ably still  be  in  possession  of  this  valuable  mine. 

The  ore  bed  is  large,  and  in  one  plaoe  has  had  a  thickness  of  about 
60  feet. 

Occasionally  it  contains  very  rich  spots,  with  native  silver  in  lumps 
and  filiform  masses,  or  disseminated  through  the  ore  with  argentite 
or  highly  argentiferous  galenite ;  and  besides  these  minerals  this  mine 
lias  furnished  the  most  magnificent  cabinet  specimens  of  cerussite, 
pyromorphite,  etc. 

The  mine  is  now  650  feet  deep,  and  the  ore  is  greatly  mixed  with 
«late.  The  purer  masses  are  kept  separate ;  the  slaty  ore  is  crushed  and 
separated  by  buddies,  etc.,  and  the  huddled  ore  is  roasted  and  shipped 
to  New  York  for  the  manufacture  of  the  so-called  Bartletts'  white 
lead.  The  production  of  this  mine  is  now  about  400  —  500  tons  per 
month. 

Very  similar  ore  is  found  about  six  miles  north-east  of  Silver  Hill. 
The  vein  has  not  been  developed,  and  the  work  done  at  Silver  Valley 
has  not  been  productive. 

The  Hoover  mine,  about  six  miles  from  Silver  Hill^  contains  gale- 
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Dite,  in  a  more  coarsely  orystallioe  yariety,  in  a  oalcareouB  veinatoney. 
and  the  Boss  mine,  two  miles  distant,  has  furnished  handsome  oabinet 
specimens  of  galenite  in  quartz. 

The  McMakin  mine,  about  1^  mile  south-east  from  Grold  Hill,  is  a- 
very  interesting  one ;  the  principal  vein  is  a  large  vein  of  zinc-blende 
in  talcose  and  argillaceous  slates ;  it  contains  native  silver,  argentite, 
argentiferous  galenite,  and  highly  argentiferous  tetrahedrite.  The 
latter  contains,  according  to  my  analysis,  10*58  per  ct.  of  silver,  and 
an  average  sample  of  ore  of  a  b'  vein,  at  80  feet  depth,  which  was  sent 
to  me  about  11  years  ago,  yielded  246  ounces  of  silver  per  ton,  worth 
about  $834.  The  mine  is  not  worked,  but  looks  favorable  enough  to 
deserve  fresh  attention. 

The  Troutman  mine,  also  in  the  neighborhood  of  Gold  Hill,  and  one 
mile  south-east  of  it,  has  been  opened  as  a  gold  mine.  It  consisted 
of  porous  quartz,  and  yielded  near  the  surface  very  rich  ores,  worth 
(50  per  bushel ;  at  the  depth  of  100  feet,  where  the  sulphides  are 
undecomposed,  the  ores  yielded  only  $1,  and  contained  a  string  of  ash 
grey  linc-blende  with  pyrite,  from  2  to  6  inches  in  width,  which  had 
increased  to  18  inches  when  abandoned  at  a  depth  of  160  feet.  These 
ores  are  well  worthy  of  a  fuller  investigation,  as  they  may  be  rich  ia 
gold. 

I  have  already  mentioned,  when  speaking  of  gold,  the  beds  and 
veins  of  gold  ore  in  Union  and  Montgomery  Counties,  as  being 
frequently  associated  with  zinc-blende.  The  string  veins  of  the 
Steele  mine  principally  consist  of  these  and  galenite. 

At  the  Long  (or  Monroe)  mine,  in  Union  County,  the  quartz  veins 
in  the  slates  are  richly  charged  with  argentiferous  galenite ;  but  the 
veins  have  not  been  suflEiciently  explored  to  know  whether  it  will 
increase  in  depth. 

At  the  Lemmond  (Marion)  mine,  a  very  remarkable  vein  or  bed  haa 
been  worked ;  it  is  irregular  in  size,  sometimes  widening  out  from  a 
few  inches  to  six  feet.  It  consists  of  quartz,  richly  charged  with 
brown  zinc-blende  and  galenite,  with  small  quantities  of  arsenopy- 
rite,  chalcopyrite,  often  intermixed  with  grains  of  electrum,  a  highly 
argentiferous  variety  of  gold.  Both  the  galenite  and  the  zinc-blende 
are  very  rich.  I  have  examined  a  pure  specimen  of  galenite  which 
did  not  show  any  admixture  o(  free  gold  to  the  eye,  but  which 
yielded  at  the  rate  of  nearly  SO  os.  of  gold  and  86^  oz.  of  silver  U> 
the  ton  ;  and  pure  brown  zine-blende  gave  me  about  32  oz.  of  silver 
and  gold,  nearly  half  of  whioh  was  gold.    This  vein  appears  to  have 
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A  considerable  longitudinal  extension^  and  passes  into  the  Steward 
mine  property,  formerly  owned  in  this  city. 

At  the  latter  mine,  and  at  various  other  localities  in  this  region, 
similar  ores  have  been  found,  but  the  war  has  stopped  all  operations, 
4^iid  it  will  require  capital  and  skill  to  develop  this  highly  important 
xnining  district. 

Gralenite  and  zinc  blende  occur  at  several  other  mines,  associated 
^ivith  gold  ores,  as  at  the  Kings  mountain,  the  Gansler  and  Shuford, 
^^nd  the  Long  Greek  mines  in  Gaston  county,  etc.  At  Cedar  Cove, 
^SidcDowell  county,  in  the  limestones  of  the  so*called  taconic  slates,  at 
Sobson  mine,  there  is  found  an  accumulation  of  yellow  and  yellow- 
tupown  tino-blaode  mixed  with  lime.  I  have  not,  however,  seen 
ly  thing  from  there  which  looks  encouraging. 

Oalenite  and  linc-blende  is  associated  with  the  gold  ores  at  Mur- 
Cherokee  county.  Highly  argentiferous  galenite  occurs  at 
^▼eral  localities  on  Beech  mountain,  Watauga;  argentiferous  and 
auriferous  galenite  have  been  discovered  at  Flint  Knob  in  Wilkes 
-bounty,  and  I  have  seen  specimens  of  it  from  Marshall,  Madison 
inty,  Clayton,  Johnson  County,  and  Elkin  Creek,  Surry  County, 
id  also  in  several  of  the  copper  mines  throughout  the  State,  but  I 
no  knowledge  of  any  deposit  of  sufficient  magnitude  to  be 
rked  advantageously. 

Tin. — Ho  tin  ore  has  been  found  in  North  Carolina  as  yet.   Traces 
-of  this  metal  have  been  found  in  the  tungstates  of  Cabarrus  County, 
^nd  in  a  micaceous  slate  in  Gaston  County,  associated  with  garnet 
mnd  columnar  topaz  (pycnite). 


ON  THE  ABSORPTION  OF  GASES  BY  WATER,  AND  ON  THE  ORGANIC 

MATTERS  CONTAINED  THEREIN. 

By  U.  W.  Baird,  U.  S.  N. 

Our  attention  was  called  to  this  subject  a  few  years  ago  by  some 
attempts  made  to  serate  water  on  board  ship.  We  had  been  suf- 
fering from  the  flat  oleaginous  and  insipid  taste  of  the  freshly  dis- 
tilled water,  and  in  our  endeavors  to  render  it  potable  within  a  rea- 
sonable length  of  time,  it  was  found  that  the  subject  was  one  of  no 
small  importance,  and  attended  with  many  difficulties. 

By  exposure  to  the  air  from  four  to  five  days  the  water  became 
aweet  and  potable,  and  by  exposure  to  the  foul  gases  of  the  bilge  it 
also  became  potable  and  sharp. 
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B;  delivering  the  w«ter  wum  into  the  ship  tanks  it  became  pot»- 
ble  moch  aooner  than  when  delivered  cold,  though  it  was  a  well 
established  fact  that  ga§es  are  less  soluble. JD  warm  than  in  cold 
liquid.  The  water  as  delivered  appeared  as  clear  as  crjsul,  yet 
there  was  always  a  mass  of  filth  deposited  on  the  bottooi  and  sides  of 
the  tank  after  the  lapse  of  a  few  months. 

ABfiOEPTION   OF   AIB. 

By  subsequent  investigations  it  has  been  proven  that  the  "tbHrp- 
ness  "  of  the  water  is  due  entirely  to  the  amount  of  gaK  held  in  solu- 
tion, and  the  oleaginous  and  insipid  taste  are  due  to  the  essential 
oils  and  organic  matters  brought  over  by  the  steam. 

Out  first  attempt  to  purify  the  water 
was  by  forcing  a  blast  of  cold  air  through 
perforated  pipes,  situated  in  the  bottom  of 
a  tank  of  known  capacity,  and  a  set  of, 
ejiperiments  conducted  but  with  very  un-| 
atisfactory  results.  The  bubbles  of  nir 
rise  very  rapidly  to  the  surface  of  the 
water  and  in  right  lines,  without  seeming 
to  agitate  the  water  at  all.  Experiments 
of  ten  hoars  darations  were  made,  with  the 
temperatures  varying  from  75°  to  120° 
Fahr.,  and  the  water  compressed  in  a 
small  cylinder  (Fig.  2)  the  measurements  being  made  on  the  scale 
[b),  and  each  set  compared  with  the  standard  tension.  The  standard 
tension  was  obtained  by  subjecting  water  of  fifteen  days  ezpoeare  to 
the  air  to  a  given  pressure  in  the  same  instrument,  and  the  deflection 
of  the  lever  registered  at  one  (1).  The  others  were,  consequently^ 
in  fractions  of  this  unit. 

Table  A  is  the  result  of  this  set  of  exporimenta. 
Table  A. 
Sff  a  blatt  of  air  directed  through  the  water. 
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From  these  experiments  it  is  evident  that  the  nearer  the  tempera- 
tares  of  the  sir  and  water  approach  each  other,  the  more  readily  they 
combine.  It  is  equally  evident  that,  with  such  apparatus,  it  is  impos- 
sible to  retain  them  at  the  same  temperature  long  enough  to  deter- 
mine the  time  required  for  saturation. 

A  fountain  (fig.  5)  was  then  constructed 
which  injected  the  water  in  a  spray,  the 
pressure  inside  being  kept  up  by  means  of  a 
pnmp.  Much  time  was  consumed  in  making 
»  proper  nozile,  and  it  was  demonstrated  at 
the  very  first  trial  that  the  firmer  the  spray 
be  divided  the  more  rapid  would  be  the  ab- 
Mtption  of  gM. 

Vi§,  8  represents  an  enlarged  view  of  the 
Bonis  Mbpted,  uid  one  with  which  the 
CtBlMlbg  experiments  were  made:  The 
ntH^/IWfHS  through  the  nozzle  a,  in- 
teiaj|[  s  onrtent  of  air  or  other  gas  through 
di*  4^>iungs  M'/issuing  through  the  open- 
iiy  « In  a  beaatifal  spray,  approaching,  in 
buneai,  a  mist. 

The  saturated  water  was  removed   from 
the  fountain  by  being  displaced  by  mercury,  it  was 
thea  collected  in  a  florence  flask,  the  gases  ex- 
pelted  by  heat  and  collected  in  the  metric  glass, 
Fig.  4. 

The  gases  were  conveyed  through  the  pipe  a 
into  the  glass  metric  tube  b,  the  weight  of  which 
-was  balanced  by  the  cord  rnnning  over  the  pul- 
ley p  to  the  conical  pulley  c,  and  to  the  weight  w- 
The  object  of  this  system  of  weights  and  pulleys 
was  to  maintain  a  pressure  inside  the  tube,  equal 
always  to  that  of  the  external  atmosphere,  to 
eliminate,  as  far  as  possible,  the  errors  that  creep 
into  calculations  from  experiments  made  under  constantly  varying 
pressures  and  temperatures. 

2%e  Abtorption  of  Air  was  completed  after  three  hoars  and  a  half, 
the  water  giving  the  same  compression  as  water  of  fifteen  days  ex- 
pOBore.      Experiments  were  then  made  with  varying  temperatores, 
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the  time  required  to  dissoWe  the  gases  increasing  almost  directly  with 
the  temperatures.     Our  attention  was  then  directed  to  the 

ABSORPTION  OF  OTHBR  GASBS. 

The  glass  shade  over  the  fountain  (fig.  5)  was  filled  with  the  gas 
under  investigation,  the  temperature  and  pressure  being  the  same  as 
that  of  the  external  atmosphere  at  the  time  the  gases  were  with  - 
drawn  for  measurement. 

The  same  metric  tube  was  used  as  before. 

YOLUMBS   OF   OASBS   DISSOLVED   IN  THB    UNIT   VOLUMB   OF   WATBR. 


Garbonio 
4cid 

1-67 


Oxygvn 


o-oieo2 


Nitrogen 


•0256 


Sulpboreited 
Hydrogen 

3-1435 


Carbonic 
Oxide 

0-0327 


Marsh 
Gas 

■0543 


Nitroas 
Oxide 


1-3002 


The  above  table  gives  the  amount  of  gases  soluble  in  pure  water. 
Water,  after  dissolving  four  hundred  times  its  volume  of  ammoniacal 
gas,  seizes  its  normal  volume  of  any  other  gas  and  absorbs  it  as 
readily  as  if  not  already  impregnated.  But  the  quantity  of  oxygen 
necessary  to  oxidise  organic  matter  in  water,  is  much  greater  when 
other  gases  are  present. 

RAIN  WATBR. 

The  quantity  of  gases  dissolved  in  rainVater  was  found,  by  Peligot, 
to  be  twenty-five  cubic  centimetres  per  litre,  or  6*10699  cubic  inche"^ 
per  61*74  cubic  inches  =  2*47  per  cent,  of  gas.      The  ratio  of  ab- 
sorbed oxygen  to  nitrogen  is  greater  by  volume  than  in  air,  on  ac- 
count of  the  greater  solubility  of  oxygen  in  water. 
Peligot  has  given  the  following  analysis,  by  measure  : 
Atmosphere.  Gases  in  Rain  Water. 
Oxygen     .     20*81                 Oxygen       ....     31-20 
Nitrogen   .     79*21                Nitrogen     ....     66*40 
Carbonic  anhydride  2*40 


100*02 


100*00 


Rain  water  also  contains  nitric  acid  and  ammonia,  and  sometimes 
nitrous  acid. 

Sulphurous  acid  is  often  found  in  the  rain  falling  in  or  near  manu- 
facturing towns. 

All  liquids  and  solids  absorb  or  condense  on  their  surfaces,  and  in 
their  pores,  certain  definite  quantities  of  every  gaseous  body  with  which 
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^iey  are  placed  in  contact.      The  quantity  of  gases  thus  absorbed 

<iepends  on  the  properties,  both  physical  and  chemical,  of  the  bodies 

brought  together,  and  on  the  temperature  and  pressure  under  which 

tie    absorption  takes  place.     Charcoal  is  a   powerful  absorbant  of 

oxygen,  taking  it  freely  from  the  atmosphere  and  liberating  nearly 

^1   of  the  nitrogen,  for  which  it  has  but  little  affinity. 

ON  THE  ORaANIO  MATTER  CONTAINED  IN  WATER. 

Surgeon  Woods,  U.  S.  N.,  of  the  Mare  Island  Hospital,  kindly 
fn squished  us  with  five  specimens  of  water,  distilled  at  the  Hospital,  as 
follows: 

(1).     Distilled,  serated  and  filtered  through  animal  charcoal. 
^2).     Distilled,  aerated  but  not  filtered. 
^3).     Distilled,  but  neither  serated  nor  filtered. 
^4).     Distilled,  filtered  but  not  aerated. 
^5).     Salt  water,  used  in  the  still. 

The  aerating  apparatus  was  an  air-injector,  placed  in  and  forming 
P^-^rt  oi  the  steam  pipe,  connecting  the  boiler  and  condenser. 

The  filterer  was  a  double  return  column,  the  water  passing  through 
lo'tih,  but  its  velocity,  depending  on  the  difierenceof  heights  of  water 
1^  the  two  columns,  was  very  slow.  By  such  a  filterer  water  is  much 
n^ore  effectively  deprived  of  any  solid  matter  held  in  suspension  than 
'^y   any  other  form. 

The  salt  water,  which  was  the  first  taken  in  consideration,  is  es- 

^^^tially  a  chlorinated  alkaline  mineral  water.     The  saline  contents 

^^re  chiefly  sodic,  magnesic,  potassic  and  calcic  chlorides  and  sul- 

frliates.     The  organic   constituents  consisted  of  a  number   of  very 

*^^autiful  spores,  which  gradually  develop  and  produce  a  very  beauti- 

^^1  flower.     These  flowers   are  rich  in  color  and  luxurious  in  the 

Quantity,  and  arrangement  of  their  tints. 

We  are  indebted  to  Dr.  Burgess,  of  San  Francisco,  for  the  use  of 
an  admirable  microscope  of  very  high  power  and  elegant  construction, 
and  for  the  assistance  that  gentleman  afforded  us  in  our  microscopic 
investigations. 

Each  specimen  was  subjected  to  a  careful  examination  under  a 
quarter  inch  object  glass,  before  and  after  exposure  to  the  light, 
without  any  discovery  in  any  of  those  specimens  that  had  been 
either  filtered  or  aerated.  It  is  easily  understood  how  spores  may  be 
removed  by  filtration,  but  it  is  difficult  to  believe  that  they  could  be 
oompletely  oxidised  by  any  process  of  aeration. 

Vol.  LXIIL — ^Tbibo  Sbbub. — ^No.  l.— Januabt,  1872.  ^ 
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Seven  different  specimens,  treated  with  pare  chrystalline  sugar, 
gelatin,  creatin  and  gum  arabic,  developed  no  germs ;  while  in  those 
specimens  which  were  unfiltered  and  unaerated,  a  single  day  was  suf- 
ficient to  develop  germs,  when  exposed  to  the  light. 

Having  failed  to  develop  either  spores  or  animalculse  in  the  aerated 
or  filtered  water,  our  attention  was  given  entirely  to  specimens  Nosl 
8  and  5,  namely,  the  unfiltered  and  unserated  distilled  water,  and  the 
salt  water  from  which  specimen  No.  8  was  distilled. 

After  twenty-four  hours  exposure  to  light,  (in  a  closed  phial)  No. 
8  showed  a  small  number  of  germs,  scattered  about,  and  of  very  dif* 
ferent  sizes  and  colors. 

By  treating  with  crystalline  sugar  they  collected  together  like 
bunches  of  grapes,  their  colors  gradually  assuming  the  same  shade. 
By  further  exposure  to  the  light  they  developed  into  spores  and 
gradually  into  beautiful  fiowers,  exactly  the  same  as  those  in  the 
mother  salt  water,  except  that  the  tissue  was  more  delicate  and 
transparent.  Finally  the  same  stalks  developed,  put  forth  into  tiny 
branches,  produced  the  same  fiowers  as  in  the  sea  water,  but  retained 
the  delicate  transparancy  which  could  not  be  found  in  any  of  the 
salt  water  tissue.  Day  after  day  a  drop  of  each  was  examined  under 
the  microscope,  and  while  the  total  quantity  of  matter  in  the  salt 
water  seemed  to  remain  constant,  that  in  the  distilled  specimen  in- 
creased rapidly,  until,  after  a  few  weeks,  shreds  and  clusters  of  it  could 
be  seen  with  the  naked  eye  in  every  part  of  the  phial.  A  few  grains 
of  potassic  permanganate  was  introduced  into  the  water  in  this  state, 
which  rapidly  oxidized  the  tissue  and  precipitated  quantities  of 
putrid  fungi,  which,  when  received  under  a  quaiter-inch  object-glass, 
presented  a  jelly-like  appearance. 

After  a  few  days  of  additional  exposure  to  the  sun,  spores  agajn 
made  their  appearance,  developed,  ripened  and  produced  the  same 
fiower  as  before,  but  this  time  darker  and  more  dense  even  than  those 
produced  by  the  salt  water. 

The  following  is  copied  from  the  British  Chemical  Journal^  Vol. 
XXI,  being  a  lecture  by  Dr.  Frankland,  F.  R.  S.,  to  the  Associa- 
tion. 

ON  THB   DBTERMINATION  OF  THB  AMOUNT   OF   OXTGBN  NECES8ART  TO 

OXIDIZE  THE   ORGANIC   MATTER   IN  WATER. 

^  By  the  addition  of  known  weights  of  different  organic  substances 
to  equal  volumes  of  pure  distilled  water,  the  latter  was  artificially 
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contaminated  with  a  known  proportion  of  each  kind  of  organic  mat- 
ter. Every  sample  of  water  so  contaminated  was  made  to  contain 
three  (3)  parts  of  organic  matter  in  100,000.  The  amount  of  oxygen 
which  this  organic  matter  abstracted  from  potassic-permanganate  was 
first  carefully  ascertained,  and  then  the  actual  amount  of  organic 
matter  in  the  water  was  calculated  on  the  assumption  that  eight  (8) 
parts  by  weight  of  organic  matter  consumed  one  (1)  part  by  weight 
of  the  permanganate. 

'^  The  same  test  was  also  applied  to  another  sample  of  distilled  water, 
from  which  all  organic  matter  was  carefully  excluded,  but  to  each 
100,000  parts  of  which  three  parts  of  sodic  nitrate  were  fulded.  The 
importance  of  this  experiment  will  be  evident  when  it  is  remembered 
how  frequently  nitrates  are  present  in  potable  waters.  The  amount 
of  oxygen  consumed  was  determined  for  two  different  times,  viz. : 
First,  for  a  period,  at  the  end  of  which  the  acidulated  and  contami- 
nated water  remained  tainted  with  the  permanganate  for  ten  (10) 
minutes  after  the  addition  of  the  latter,  and  secondly,  for  a  period  of 
six  hours,  during  the  whole  of  which  time  the  permanganate  was 
present  in  excess.  The  results  are  contained  in  the  following  table, 
where  they  are  compared  with  the  known  amounts  of  organic  matter 
present,  and  the  known  amount  of  oxygen  which  that  organic  matter 
would  require  for  its  complete  oxidation  : 


1 

1 

Name  of  subetance,  three 
parte  of  which  were  con  , 
tained  in  lOuouo  parte  of 
1  water. 

2 

Oxygen 

absortMsd  in 
ten  minutes 

3 

Oxygen 
absorbed  in 
six  hours. 

4 

Oxvgen 
required  to 
oxidize  or- 
ganic   mat- 
ter in  water 
(calculated) 

6 

Amount   of 
organic 
matter 
present 
(calculated 
from      col- 
umn 2.) 

0-082 

6 

Amount   of 
organic 
matter 
present 
rcalcuiated 
from      col- 
umn 3.) 

7 

Amou*t 
of     or- 
ganic 
matter 
actually 
present 

Oom  arable 

0'0102 

••C350 

3-66 

0280       1       8^ 

Sugar  cane 
Starch 

•00«4 
•0142 

0H)093 
•0080 

0U792 
•0092 

•0162 
•0902 

3^37 
365 

•061 
•114 

•111 
•241 

s- 

3. 

Alcohol 
Creatin 

'0IG4 
•0172 

6  28 
659 

•074 
•064 

•iHl 
•138 

3- 
3' 

Gelatin 
Urea      • 

•0836 
•0119 

6^76 
640 

•634 
•074 

1-469 
•096 

3- 
3^ 

Uipparic  aric 

Oxalic  acid  (crystaliaed) 

•0328 
•3747 

•0600 
.376 

5-90 
0-38 

•262 
£•998 

•480 
S-iiOO 

3^ 
3^ 

Sodic  acid 

•691 

•6913               000 

6621 

66o0 

0- 

From  this  table  it  is  seen  that  of  the  nine  kinds  of  organic  mate- 
rial operated  upon,  only  one  was  completely  oxidized  by  potassic 
permanganate,  even  after  the  lapse  of  six  hours ;  whilst  it  will  be 
remarked  that  urea,  hippuric  acid  and  creatin — three  organic  sub- 
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stances  likelj  be  to  present  in  water  recently  contaminated  with 
sewage — suffer  an  oxidation  wbich  only  reaches  ^^  of  complete  oxi- 
dation ;  whilst  if  the  attempt  be  made  to  calculate  the  amount  of 
these  substances  present  in  the  water,  from  the  quantity  of  oxygen 
so  absorbed,  instead  of  finding  three  (3)  parts  in  each  100,000  we 
obtain  only  0-138  part  of  crcatin,  0*095  part  of  urea  and  0*480  of 
hippuric  acid.'* 

THEORETICAL  VIEWS. 

From  the  experiments  of  Dr.  Frankland,  and  those  made  by  our- 
selves, there  is  but  little  doubt  that  the  unoxidized  condition  of  the 
organic  matter  after  the  specified  period  of  duration,  was  due  to  im- 
perfect diffusion ;  the  degree  of  the  oxidation  of  most  of  the  sub- 
stances depending  upon  the  time  they  remained  in  contact  with  the 
permanganate. 

But  in  the  sample  of  aerated  water  (No.  1)  though  it  had  not  been 
filtered,  there  could  not  be  found  a  trace  of  any  organic  matter.  It  is 
popularly  believed  that  the  organic  matter  brought  over  with  the 
steam  is  thoroughly  oxidized  by  its  contact  with  the  atmospheric  air, 
which  is  mixed  with  the  steam  and  has  the  same  temperature.  By 
such  means  there  is  probably  a  most  perfect  diffusion  of  all  the  gases 
of  the  atmosphere  with  the  steam  and  with  each  other,  and  being  as- 
sisted by  temperature,  little  or  nothing  escapes  oxidation. 
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Half  Hours  with  Modem  Scientists,     Charles  C.  Chatfield  &;  Co., 
New  Haven.    1871. 

The  publishers  have  very  judiciously  issued,  in  book  form,  the  first 
five  numbers  of  their  "University  Scientific  Series,**  and  will  doubt, 
less  be  amply  repaid  for  their  experiment.  The  volume  contains  lec- 
tures and  essays  from  Huxley,  Barker,  Cope  and  Tyndall. 

The  matter  of  the  discourses  needs  no  comment.  They  have  already 
received  the  heartiest  tribute  of  praise  which  is  their  due.*  They  have 
inaugurated  almost  a  new  era  in  the  influence  they  have  exerted  upon 
popular  thought.  They  have  served  the  great  purpose  of  breaking 
down  the  barrier  of  exclusiveness  with  which  men  of  science  had 
hedged  themselves  about.  They  have  presented  the  aspirations  and 
strivings  of  physical  investigators  in  terms  free  from  technicality  and 
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^characterized  by  a  diction  forcible  and  elegant,  and  by  clothing  the 
anagnificent  results  achieved  by  modern  thinkers  with  all  the  charms 
of  romance,  have  awakened  an  interest  and  sympathy  in  the  public 
mind,  which,  as  it  tends  towards  the  universal  diffusion  of  the  truths 
and  methods  of  science,  and  an  intelligent  appreciation  of  her  claims 
for  support  and  encouragement,  affords  the  happiest  auguries  for  the 
future. 


A  Practical  Guide  for  the  manufacture  of  Metallic  Alloys^  compris- 
ing their  Chemical  and  Physical  Properties,  with  their  Preparations^ 
Composition  and  Uses.  Translated  from  the  French  of  A.  Geut- 
tier  by  A.  A.  Fesquet.  Philadelphia,  Henry  Carey  Baird,  Indus- 
trial Publisher.     1872. 

The  work   above  named  contains  in  brief  space  a  compilation  of 
nearly  everything  that  is  known  concerning  the  chemical  and  physical 
properties  of  alloys,  adapted  to  the  most  varied  industrial  purposes. 
Besides  this  general  matter,  quite  an  amount  of  special  information 
of  just  that  kind  which  alone  is  available  and  serviceable  to  the  prac- 
tical metallurgist  is  given,  concerning  the  composition,  mode  of  prep- 
aration and  uses  of  a  great  numbor  of  alloys.     The  numerous  critical 
observations  of  the  author  upon  the  relative  merits  of  various  compo- 
sitions for  special  purposes  in  the  arts,  founded  partly  upon  his  own 
observations   and    experimental   researches — for   which  his   position 
\rould  afford  him  ample  opportunity — and  partly  upon  the  practical 
experience  of  others,  will  be  found  to  be  of  great  value  to  experimen- 
ters in  this  branch  of  technology. 


The  Civil  JEngineers  Pocket  Book.  By  John  C.  Trautwine.  Clax- 
ton,  Remsen  k  Haffelfinger,  819  and  821  Market  street,  Philadel- 
phia. 

We  have  here  a  volume  which  simplifies  the  abtrusities  of  mechani- 
cal science,  and  gives  rules  and  examples  at  once  '^  susceptible  of  com- 
plete and  satisfactory  explanation  to  any  person  who  really  possesses 
only  elementary  knowledge  of  arithmetic  and  natural  philosophy.*' 
Let  every  mechanic  rejoice  that  we  have  at  last  a  book  which  presents 
the  knowledge  he  wants  in  intelligible  language. 

It  contains  a  treatise  on  Mensuration  amply  illustrated,  a  marvel  of 
clearness  and  compactness,  and  includes  a  table  of  spherical  surfaces 
and  solidities  from  -^^  of  an  inch  up  to  100  inches  diametep,  advancing 
with  no  greater  fraction  than  one-eighth  of  an  inch.     Synopses  of 
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Arithmetic,  Geometry  and  plane  Trigonometry,  extended  tables 
squares  and  cubes  and  corresponding  roots  of  numbers  from  *1 
1000  and  roots  to  10,000. 

Weights  and  measures  with  numerous  decimal  equivalents,  tra; 
lating  at  once  the  units  of  anj  measure  into  equal  values  of  evi 
other. 

Tables  and  Rules  relating  to  surveying,  with  description  and  ma 
pulation  of  field  engineering  instruments. 

To  the  very  important  subject  of  the  '^  strength  of  materials," 
pages  are  devoted,  and  in  this  liberal  allotment  of  space  we  find  i 
and  clear  expositions  of  Strength  and  Strain,  disposition  of  materia 
Joints  and  method  of  Joining,  and  in  fact  the  essential  bearings 
every  day  practice  of  this  department  of  engineering.  We  have  i 
seen  together  in  any  work  so  much  matter  in  the  shape  of  rules  a 
formulae,  which  can  be  so  readily  understood  and  applied.  This  1 
also  the  additional  advantage  of  presenting  the  later  experiments  a 
deductions. 

Sixty-six  pages  are  given  to  trusses  and  trestles,  with  ample  ill 
trations,  elucidations  and  calculations.  Forty-six  pages  to  sU 
work,  including  foundations,  retaining  walls  and  stone  bridges.  T 
hundred  and  fifty-eight  pages  principally  to  the  weights  of  metals  a 
products,  strengths  of  chains  and  ropes,  specific  gravity,  rails  i 
joints,  turnouts  and  turntables  and  apparatus  therefor,  railroads  a 
earthwork,  the  mechanics  of  force  in  rigid  bodies — an  admira 
chapter — mortar,  brick,  cement  and  concrete,  hydraulics  and  hydr 
tatics,  dams,  suspension  bridges,  friction,  traction  and  animal  pow 
and  after  these  a  glossary  of  terms  used  in  the  arts ;  finally  a  y< 
dear  and  complete  index,  making  in  all  645  pages. 

Next  in  importance  to  having  the  thing  wanted,  is  the  means 
finding  it  promptly,  and  the  index  to  this  volume  is  one  of  the  b< 
This,  like  the  index  of  the  *'  Ordinance  Manual,"  has  the  lead 
subject  set  in  bolder  type  and  strikes  the  eye  at  once. 

In  this  feature,  so  often  slighted,  in  the  typographical  execut 
and  make  up  of  the  work,  particularly  in  the  abundance  of  large  a 
eminently  useful  fact,  compressed  into  smallest  space,  Mr.  Tra 
wine's  Engineers  Pocket  Book  must  take  highest  rank. 

J.  U.  0, 
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Obituary. — Adolph  Strbcker  died  on  the  7th  of  November  at 
^^orzbarg  in  Bavaria,  after  a  short  illness.  His  fame  as  a  Chemist 
:5s  not  so  widely  known  in  America  as  in  Europe,  though  all  who  are 
:^amiliar  with  the  literature  of  chemistry  have  heard  of  him. 

Prof.  Strecker  was  a  native  of  Darmstadt,  whence  Liebig,  Keka16 
and  so  many  of  the  celebrated  scientists  of  Germany  came.     At  an 
early  age  he  entered  the  University  at  Giessen,  devoting  himself  to 
mathematics,  but  afterwards  took   up  the  study  of  chemistry  with 
Liebig.     He  gained  his  degree  of  Dr.  in  Philosophy,  and  then  was  ap- 
pointed private  assistant  to  Liebig  and  afterwards  Privat  Doeent. 
Here  he  was  associated  with  Fresenius,  Merck,  Fleitmann,  Wetherill 
and  many  others  whose  reputations  are  so  great  as  workers  in  science. 
Receiving  a  call  to  Christiana  as  Professor,  he  left  Germany  for  a 
number  of  years,  but  was  busily  engaged  in  work  which  aided  the  de- 
velopment of  the  newer  chemistry.     From   Christiana  he  went  to 
Tiibingen  in  Wurttemberg,  where  he  remained  nearly  nine  years, 
daring  most  of  which  time  he  directed  the  Jahreibericht  and  Liebig' 4 
Journal,   aided   in   the   compilation  of  the    ^'  Handwdrterbuch  der 
Ghemie^"  and  published  seven  or  eight  editions  of  his  Manuals  of 
Organic  and  Inorganic  Chemistry.     These  latter  are  text  books  to 
the  elementary  lectures  in  all  the  German  Universities,  and  though 
Hot  translated  into  English,  are  used  in  Russia  and  France.     Prof. 
Strecker  received  last  year  two  calls,  one  to  Cincinnati  with  a  salary 
of  1^,000,  and  another  to  Wurzburg,  to  succeed  Prof.  Sherer,  who 
liad  died  there.     This  latter  appointment  he  accepted,  and  removed 
thither,  believing  that  he  could  work  more  industriously.  Some  years 
mgo,  whilst  experimenting  on  Prof.   Crooke's  new  metal.  Thallium, 
IProf.  Strecker  was  injured  by  noxious  vapors,  and  suffered  great 
privations  and  agony,  and  finally  endured  an  operation,  but  without 
mny  permanent  relief.     Doubtless  his  early  demise  is  owing  to  the 
disease  contracted  by  this  misfortune,  for  he  died  of  asthma,  and  the 
writer  has  often  seen  him  lecturing  with  his  throat  and  head  tied  up, 
so  that  only  one  eye  was  visible,  inflammation  of  the  acutest  kind  after- 
wards overcoming  him  for  days.     Unassuming  but  dignified,  ener- 
getic and  unceasing  in  his  labors.  Prof.  Strecker's  short  career  has 
been   crowded  with  distinction.      His  labors  are  the  means  of  in- 
struction to  thousands,  and  the  writer  having  worked  under  his  super- 
vision knows  how  sadly  his  loss  will  be  felt  by  all  students  in  chemistry. 
PhUade^hiay  Nov.  25,  1871.  f.  h.  r. 
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Proceedings  of  the  Stated  Meeting^  Sept.  20fA,  1871. 

The  meeting  was  called  to  order  by  the  President,  Mr.  Coleman 
Sellers. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  minutes  of  the  Board  of  Managers  and 
reported  that,  at  their  stated  meeting  held  September  13th,  donations 
to  the  library  were  received  from 

The  Royal  Astronomical  and  Geographical  Societies  of  London. 
The  Manchester  Steam  Users  Association  of  Manchester,  England. 
The  Austrian  Society  of  Engineers  and  Architects,  Vienna.  From 
the  American  Philosophical  Society,  Philadelphia.  The  Smithsonian 
Institution,  at  Washington.  The  U.  S.  Coast  Survey,  Washington, 
D.  C.     And  from  Prof.  J.  E.  Nourse,  U.  S.  N. 

The  Committee  appointed  to  investigate  the  subject  of  the  Horse- 
power of  Steam  Boilers  reported  progress. 

The  Secretary  then  read  his  Monthly  Report  on  Novelties  in 
Science  and  the  Mechanic  Arts,  after  which  the  meeting  adjourned. 

William  H.  Wahl,  Secretary, 


Proceedings  of  the  Stated  Meeting,   Oct  18<A,  1871. 

The  meeting  was  called  to  order  by  the  President,  Mr.  Coleman 
Sellers. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  minutes  of  the  Board  of  Managers  and 
reported  that,  at  their  last  meeting  held  October  11th,  donations  to 
the  library  were  received  from 

The  New  York  Canal  Commissioners.  Qeorgia  Historical  Society. 
And  the  Department  of  the  Interior,  Washington. 

The  Committee  appointed  to  investigate  the  Horse-power' of  Steam 
Boilers  reported  progress  and  were  continued. 

Under  the  head  of  new  business,  the  President  announced  that 
the  Board  of  Managers  had  approved  a  resolution  of  the  ^*  Committee 
on  Science  and  the  Arts,''  awarding  the  Elliott  Cresson  Medal  to  Mr. 
B.  C.  Tilghman,  for  the  discovery  of  a  process  of  cutting  and  engrav- 
ing hard  substances. 

The  Secretary  then  read  his  Monthly  Report  on  Science  and  the 
Arts,  after  which  the  meeting  adjourned. 

William  H.  Wahl,  Secretary. 
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ITEMS  AND  NOVELTIES. 

The  Woodson  Steam  Boiler. — The  boiler,  of  which  we  here- 
rith  present  a  plate  engraving,  though  containing  no  essentially  new 
TeAtiires,  yet  seems  to  possess  a  happy  combination  of  several  devices 
irhich  are  universally  acknowledged  to  be  of  advantage. 

The  following  description,  condensed  from  a  more  elaborate  one, 
in  a  contemporary,  will  serve  to  explain  its  construction. 

It  is  based  upon  the  principle  that  uniform  longitudinal  circulation 
will  furnish  steam  at  the  surface  of  the  water  with  a  uniformly  accu- 
mulating pressure,  and  will  keep  the  boiler  of  very  nearly  the  same 
temperature  throughout  its  length,  thus  avoiding  the  manifold  evils 
which  result  from  the  repeated  unequal  expansion  of  its  different 
parts.  This  principle  is  applicable  to  boilers  of  all  kinds,  while  the 
engraving  represents  its  application  to  a  locomotive  boiler. 

The  inventor,  Mr.  F.  A.  Woodson  (248  Broadway,  New  York), 
seeks  to  accomplish  these  desiderata  by  the  attachment  of  a  longitu- 
dinal pipe,  six  inches  (more  or  less  according  to  size  of  boiler)  in 
*,  below  the  boiler  proper,  and  a  mud- drum  for  the  deposition 
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and  retention  of  sediment.  The  water  passes  from  the  end  of  the 
boiler  remote  from  the  furnace  downwards  into  the  mud-drum,  thence 
onward  through  the  pipe  to  the  water-leg  at  the  rear  of  the  furnace, 
thence  upwards  into  the  boiler,  delivering  up  its  steam  on  its  passage 
back  again. 

The  passage  of  the  water  through  the  circulator  will  be  more  rapid 
as  the  temperature  in  the  furnace  is  higher,  but  in  all  cases  it  is 
claimed  to  be  rapid  enough  to  change  the  entire  body  of  water  in  a 
short  time.  Our  cotemporarj  pays  a  high  compliment  to  the  satis- 
factory manner  in  which  the  circulation  is  performed,  as  well  as  to 
the  removal  of  the  sediment. 

The  inventor  further  claims  an  improvement  in  evaporative  power 
by  the  construction  of  the  furnace.  The  grate,  as  will  be  seen  on 
inspecting  the  plate,  is  inclined,  the  highest  part  being  front;  the 
coal  thus  feeding  backwards  of  its  own  gravity.  A  descending  bridge- 
wall,  into  the  interior  of  which  water  is  flowing,  intercepts  the  uncom* 
bined  gases  generated  in  the  front  chamber,  while  an  additional  air 
supply  permits  of  their  complete  combustion  in  the  second. 

Shaw's  Compound  Propeller  Fnmp. — This  invention  is  the 

subject  of  two  patents,  dated  Feb.  15,  1870,  and  May  30,  1871,  and 
is  owned  by  the  Hydrostatic  and  Hydraulic  Company,  of  Philadel- 
phia, Pa.;  oflSce,  67  North  Front  street.  The  pump  shown  in  illustra- 
tion is  36  in.  in  diameter,  and  will  throw  from  25,000  to  30,000  gals, 
of  water  per  minute,  and  is  designed  for  drainage  purposes,  to  be  used 
below  Delaware  City. 

The  invention  consists  of  an  ordinary  pipe,  constructed  of  two 
semicircular  sections  for  the  convenience  of  access  to  the  interior, 
upon  which  sections  are  cast  wings  of  propeller  configuration,  two 
feet  apart,  between  which  are  rotated  upon  a  shaft,  iV (passing  through 
centre  of  pipe),  ordinary  propeller  wheels  of  reverse  angle ;  the  com- 
bined action  of  the  male  thread  of  rotating  propeller  and  the  female 
thread  of  stationary  wing  elevates  the  water  in  proportion  to  pitch  of 
thread  and  velocity  of  screw. 

The  basket,  0,  is  intended  to  keep  out  objects  too  large  to  pass 
through  the  pump;  the  bend,  -F,  leads  the  water  into  conduit,  Oy 
through  which  it  is  conducted  into  the  river,  B.  Jib  s,  hydraulic 
disc  to  sustain  the  end  thrust  of  shafc,  as  it  will  be  observed  that  the 
weight  of  gearing,  shaft  and  water  must  be  sustained  whilst  rotating^ 
giving  an  enormous  end  thrust  in  pumps  of  great  length,  which  could 
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not  be  practically  sustained  but  for  this  ingenious  invention,  which 
will  be  illustrated  more  fully  in  our  next  issue.  The  power  is  con- 
veyed from  an  ordinary  engine  to  the  pulley  on  counter  shaft,  T,  from 
which  it  is  transmitted  by  gearing,  Uy  to  shaft  of  pump.  The  veto* 
city  of  pump  shaft  ranges  from  150  to  200  revolutions  per  minute. 

It  will  be  evident  that  the  great  advantages  of  this  pump  are  its 
great  simplicity,  being  little  more  than  an  ordinary  pipe,  being  free 
from  valves  and  complicated  machinery,  not  liable  to  be  clogged  by 
ordinary  rubbish,  and  can  be  exposed  in  cold  situations  without  dam- 
age  from  ice,  as  the  water  drops  out  of  pump  whenever  it  ceases  to 
rotate. 

This  pump,  from  its  cheapness  and  great  simplicity,  is  gradually 
working  its  way  into  the  many  uses  for  which  it  is  so  admirably 
adapted. 

A  Novel  Danger  Signal. — Wo  are  informed  that  the  Hudson 
River  Railroad  Co.  has  constructed  danger  signals  of  a  new  kind  at 
every  bridge  and  tunnel  along  its  route,  to  warn  brakemen  who  are 
compelled,  in  the  performance  of  their  duties,  to  occasionally  run  along 
the  tops  of  the  cars  on  the  near  approach  of  the  train  to  dangerous 
places  on  the  line.  A  pole  is  erected  at  the  side  of  the  track,  carry- 
ing at  the  top  an  arm  at  a  right  angle  to  it,  and  projecting  over  the 
road.  A  wire  fringe  hangs  from  this,  having  nearly  the  width  of  the 
car,  and  low  enough  to  strike  a  brakeman  on  the  front  piece  of  the 
cap  or  on  the  face,  should  he  be  standing  as  the  train  passes.  This  is 
a  warning  that  the  train  is  100  feet  from  a  bridge  or  tunnel,  and  that 
he  must  at  once  lie  down. 

The  Council  Bluffs  and  Omaha  Bridge.— From  the  report  of 

the  Chief  Engineer,  T.  E.  Sickels,  we  glean  the  following  particulars 
concerning  the  bridge  at  present  in  course  of  erection  for  the  Union 
Pacific  Railroad  Company : 

The  plan  of  bridge  adopted  by  the  Company  comprises  11  spans  of 
iron  superstructure,  each  span  250  feet  in  length,  elevated  50  feet 
above  high  water,  and  supported  on  one  stone  masonry  abutment  and 
11  piers  formed  of  cast  iron  columns,  eight  and  one-half  feet  in  diam- 
eter, filled  with  cement  masonry.  The  foundations  of  the  abutment 
and  piers  extend  to  the  bed  rock  underlying  the  sand,  which  is  found 
at  an  average  depth  of  60  feet  below  low  water  m  the  river. 

The  original  plan  provided  for  the  construction  of  an  ice-breaker 
colamA  on  the  up-stream  side  of  each  pier,  to  extend  from  the  bed 
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rock  to  high  water  level,  but  this  was  subsequently  abandoned  as  not 
essential  to  the  safety  of  the  bridge. 

A  contract  for  the  construction  of  the  bridge  was  made  with  L.  B. 
Boomer  &  Co.,  of  Chicago,  in  1868,  and  the  work  of  sinking  iron 
columns  for  piers  was  commenced  in  February,  1869.  The  work  was 
afterwards  suspended  for  a  period  of  eight  months,  and  was  resumed 
under  a  modified  contract,  which  stipulates  that  the  work  of  sinking 
columns  and  erecting  superstructure  shall  be  done  under  the  manage- 
ment of  the  engineer  of  the  railroad  company,  all  the  iron  work  to  be 
manufactured  and  furnished  by  the  contractors  above  named. 

Since  the  resumption  of  the  work  in  April,  1870,  the  work  has  been 
rigorously  prosecuted.     Ten  steam  engines   have  been   in  use  for  a 
greater  part  of  the  time,  to  operate  the  pneumatic  machinery,  hoist- 
ing cylinders  and  the  iron  work  of  the  superstructure  into  position, 
&c. 

The  portions  of  the  iron  columns  below  water  were  cast  in  sections 
of  10  feet  each,  with  internal  flanges  at  the  ends,  by  which  means  the 
sections  could  be  securely  bolted  together.  A  red  lead  joint  was  used 
to  make  them  air-tight.  The  wrought  iron  portion  of  the  column 
(above  high  water)  is  also  in  sections  of  ten  feet,  fastened  together  by 
rivets.  The  thickness  of  the  iron  in  this  portion  varies  from  one-half 
inch  at  the  bottom  to  three-eighths  at  the  top.  The  thickness  of  the 
cast-iron  portion  is  one  inch  and  a  half.  The  process  of  sinking  iron 
columns  is  similar  to  that  which  has  been  largely  used  in  Europe  and 
in  India,  and  for  a  few  bridges  in  this  country.  After  sinking  as  far 
as  possible,  the  water  within  the  column  is  expelled  by  air  pressure 
furnished  by  a  steam  pump,  and  the  interior  was  excavated  by  labor- 
ers to  within  about  two  feet  from  the  bottom,  when  the  air  pressure 
was  withdrawn  and  the  sinking  continued  further.  The  greatest 
pressure  to  which  the  men  were  subjected  was  54  lbs.  per  square  inch 
in  excess  of  the  atmosphere ;  but,  though  this  is  without  parallel  in 
work  of  a  similar  character,  we  are  informed  that  they  suffered  neither 
injury  nor  inconvenience. 

All  the  piers  are  built  up  to  the  full  height  except  two,  and  those 
are  above  the  level  of  high  water.  Four  spans  of  the  superstructure 
are  in  position,  and  the  remainder  will  be  completed  and  the  bridge 
ready  for  use  by  the  15th  of  February. 

The  total  cost  of  the  bridge,  with  the  approaches,  is  estimated  to  be, 
in  round  numbers,  $1,650,000,  of  which,  up  to  Dec.  Ist,  #1,800,000 
hare  been  expended. 
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A  Machine  for  Testing  the  Strength  of  Materials.— Messrs. 

Kiehle  Bros.,  of  this  city,  are  building  machines,  of  very  simple  con- 
struction, for  this  purpoee.  The  phin  adopted  is  that  of  a  weighing 
machine.  Though  compact,  it  is  exceedingly  powerful,  and  may 
be  adjusted  with  the  utmost  nicety,  in  order  to  test  with  equal  ac- 
curacy the  amount  of  strain  which  any  given  sample  of  boiler-plate 
or  other  metal  may  be  able  to  withstand.  The  tool  for  holding  the 
test  pieces  is  modified  in  such  a  manner  as  to  be  adapted  for  a  variety 
of  purposes,  such  as  the  testing  of  cast  and  wrought  iron-boilerplate, 
girders,  bolts,  chains,  &c. 

The  machine  has  already  attracted  much  attention,  and  several 
orders  are  now  being  filled  for  establishments  in  other  cities.  A  num- 
ber of  very  satisfactory  tests  we  understand  have  already  been  made 
for  the  Baldwin  Locomotive  Works  in  testing  boiler-plate. 

The  Detroit  Tunnel. — The  following  description  of  the  present 
condition  of  the  work  of  excavating  a  tunnel  under  the  strait  separat- 
ing Detroit,  Mich.,  from  Windsor,  Canada,  has  been  published  : 

A  large  coffer-dam,  forty  feet  square,  has  been  constructed  by 
driving  down  in  double  rows  thick  piles,  upon  which  six  inch  planks 
were  bolted.  A  solid  pier  was  then  formed  by  ramming  in  hard  blue 
clay,  and  through  this  newly  made  land  the  shaft  is  to  be  sunk. 
The  base  of  the  iron  shaft,  fifteen  feet  in  diameter,  two  feet  thick 
and  weighing  eight  tons,  has  been  placed  in  position,  and  upon  it 
brick  work,  laid  in  asphalt,  has  been  built  to  the  height  of  ten  feet. 
The  weight  of  the  iron  base  and  brick  work  will  gradually  sink  the 
shaft  to  the  required  depth  of  fifty  feet,  as  the  earth  is  taken  from 
beneath.  When  the  bottom  is  reached  the  next  work  will  be  the  ex- 
cavation of  the  drainage  tunnel,  five  feet  in  diameter  and  twenty  five 
feet  below  the  main  tunnels,  at  the  respective  entrances,  but  rising 
gradually  to  the  central  point. 

Mechanical  Problem. — Required  the  construction  of  a  valve 
and  its  accompanying  parts,  so  that  its  extreme  movement  in  either 
direction  need  not  exceed  the  width  of  one  of  the  ports  ;  the  width 
of  the  port  being  considered  equal  to  one  half  the  movement  of  the 
valve.  By  the  accompanying  parts  is  not  meant  the  gearing  or 
mechanism  for  operating  the  valve,  but  such  devices — as  slides  or 
openings — as  are  necessary  for  solving  the  problem.  D.  V.  W. 

An  Expansion  Joint* — We  find  in  an  engineering  contemporary 
the  accompanying  illustration  and  description  of  an  expansion  joint 
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for  ateam  pipes,  which 
seems  to  be  avery  suita- 
ble method  of  attaining 
that  object.* 

From  the  writer's 
statement,  it  appears 
that  in  a  long  line  o 
BteHm-pipe,  arrangi 
nse  exhaust  steam  for 
heating  purposes,  the  expansion  and  contraction  was  so  great  as  to 
frequently  rupture  the  joints  ;  and  to  obviate  the  difficulty,  the  form 
of  expansion  joint,  shown  in  the  above  cut,  was  devised,  which,  we  are 
told,  obviated  it  entirely. 

The  two  round  rubber  rings  between  the  outside  of  tlie  pipe  and  the 
inner  side  of  the  sleeve,  serve  as  a  packing  and  roll  as  the  pipe  ex- 
pands or  contracts.  The  rings  are  made  of  pure  rubber,  and  of  a 
sectional  diameter  ^  inch  greater  than  the  space  between  the  pipe  and 


On  Tilghman'i  Froeess  of  Cutting  Hard  Sabitances. — 

The  Committee  on  Science  and  the  Arts,  constituted  by  the  Franklin 
Institute  of  the  State  of  Pennsvlvania,  for  the  promotion  of  the 
mechanic  arts,  to  whom  was  referred  for  examination  Mr.  B.  C. 
Tilghman's  method  of  cutting  and  engraving  stone,  glass,  &c.,  by  a 
blast  of  sand,  report  that  they  h»ve  seen  the  operation  as  described  in 
the  "Journal  of  the  Franklin  Institute,"  for  March,  1871,  No.  542, 
pp.  195  to  197,  The  invention  seems  capable  of  extensive  use  in  the 
arts.  Some  of  the  products  of  the  invention  seem  to  present  new 
and  valuable  features.  Glass  ornamented  by  this  process  can  only  be 
compared  with  thai  etched  by  powerful  acids,  yet  the  entire  absence 
of  all  undercutting,  no  matter  how  deeply  the  glass  is  cut,  renders  it 
superior.  The  great  merit  of  the  invention  consists  in  its  extended 
utility.  By  means  of  this  sand  blast  effects  have  been  produced  which 
would  be  hard  to  imitate  by  any  other  known  mechanical  process,  and 
with  an  case  and  precision  truly  remarkable.  They  consider  the  in- 
vention original  and  of  the  highest  utility,  and  deem  it  worthy  of  any 
mark  of  approbation  you  may  see  fit  to  bestow  upon  its  originator. 
With  this  in  view,  we  would  respectfully  suggest  that  the  Elliott 

*  EagiDeerlag  xiii.  8. 
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Cresson  medal  of  the  Franklin  Institute  be  awarded  to  Mr.  B.  C. 

Tilghman,  in  accordance  with  the  rules  governing  such  award. 
All  of  which  is  respectfully  submitted. 

Coleman  Sellers,  Samuel  Sartain, 

Charles  M.  Cresson,  M.  D.,  Wm.  Struthers. 

Breaking  up  Large  CasStingS.— Mr.  P.  Champion  has  experi- 
mented upon  the  use  of  dynamite  for  breaking  up  large  masses  of 
metal  for  subsequent  fusion,  and  announces  his  results  as  satisfactory. 
The  author  suggests  that  a  number  of  holes  be  bored  in  the  mass,  and 
that  the  charges  in  each  be  connected  with  each  other.  The  explosion 
of  all  of  them  may  then  be  efiFected  simultaneously  by  means  of  elec- 
tricity, and  the  mass  reduced  at  once  into  fragments  suitable  for  im- 
mediate use. 

Cement  for  Joining  Iron. — As  a  cement  for  joining  pieces  of 
cast-iron  or  stopping  fractures,  Winkler  recommends  the  use  of  the 
following  mixture  :  Sixteen  parts  of  clean  wrought-iron  filings,  three 
of  powdered  sal-ammoniac  and  two  of  flowers  of  sulphur. 

When  intended  for  use,  it  is  recommended  to  reduce  the  dry  mix- 
ture (which  can  be  kept  for  any  length  of  time  without  change)  to 
the  condition  of  a  stiff  paste,  with  the  aid  of  water  slightly  acidulated 
with  sulphuric  acid.  When  so  reduced  it  must  be  applied  immediate- 
ly, as  it  hardens  rapidly. 

The  Rotary  Fuddling  Furnace.— According  to  a  contemporary,* 
the  commissioners  sent  to  this  couhtry  by  the  English  Iron  and  Steel  In- 
stitute, to  examine  and  report  upon  the  operation  of  Dank*s  rotary 
puddler,  have  made  a  report  favorable  to  its  adoption.  In  the  tele- 
gram announcing  this  conclusion,  they  state  that  the  furnace  is  suc- 
cessful, and  in  point  of  economy  and  in  the  quality  of  its  work,  satis- 
factory. In  this  report  they  even  go  beyond  the  limit  assigned  by 
the  inventor,  and  recommend  the  construction  of  furnaces  capable  of 
paddling  over  1,100  lbs.  of  iron,  and  assert  that  this  large  mass  can 
be  hammered  or  squeezed  into  a  single  ball.  The  general  introduc- 
tion of  the  machine  puddler  will  necessitate  a  complete  reconstruc- 
tion of  forges,  since  it  requires  that  the  appliances  for  hammering 
and  rolling  the  puddled  bloom  shall  be  on  a  much  larger  scale  than 
in  the  ordinary  plan  of  operating,  and  the  adoption  of  these  changes 
will  be  a  handsome  tribute  to  the  merits  of  the  invention. 

*  Iron  and  Goal  Trades  Review. 
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Drawings  by  Electricity. — An  ingenious  method 

of  rapidly  copying  drawings  or  engravings  is  suggested  by  M.  Chande- 
ray,*  who  uses  the  induction  coil  for  this  purpose.  The  method 
adopted  for  this  purpose  by  draughtsmen  usually  consists  in  punc- 
turing holes  through  tho  design  and  thus  obtaining  an  outline,  which 
is  subsequently  transferred  by  sifting  plumbago  or  other  powder 
through  the  holes ;  a  very  laborious  task  where  the  drawing  is  large 
or  has  much  detail. 

In  the  plan  proposed,  a  table  covered  with  tin  foil  is  connected 
with  the  negative  pole  of  the  inductorium,  and  on  it  is  placed  as  many 
sheets  of  paper  as  the  spark  will  penetrate.  A  metal  bar,  insulated 
with  gutta  percha,  serves  as  the  positive  pole,  and  as  a  pencil  for 
copying  the  tracings.  This  point  is  moved  about  on  the  outline  of 
the  engraving,  and  sparks  pass  through  the  paper  to  the  tin  sheet  un- 
derlying it  every  time  connection  is  made,  puncturing  four  holes 
through  the  tissue  at  each  passage.  It  is  said  that  but  little  skill 
is  required  to  guide  the  pencil,  as  the  ink  tracings,  being  good  con- 
ductors, carry  the  pencil  easily  along. 

Fog  Signals. — G.  S.  Lamed  suggests  the  importance  of  creating 
a  system  of  notes,  to  represent  a  small  dictionary  of  words,  with  the 
fog  whistle,  by  means  of  which  captains  of  vessels  may  speak  to  each 
other  at  a  distance  through  a  dense  fog. 

There  can  be  no  doubt  of  the  great  advantage  to  be  derived  by  this 
simple  suggestion  ;  its  practicability  seems  to  be  attended  with  little 
diflSculty,  and  if  introduced  by  general  consent,  it  might  serve  the 
purpose,  in  many  cases,  of  saving  both  life  and  property,  besides  car- 
tailing  the  expenses  of  many  vessels  in  saving  of  time ;  by  giving  in- 
formation to  masters  of  vessels  of  their  position,  and  warning  them 
of  danger. 

The  Flanotype. — A  contemporary  describes  a  method  of  ob- 
taining printing  surfaces,  to  which  the  above  name  is  attaohed^f 
The  design  to  be  engraved  is  transferred  to  a  block  of  lime  tree  wood, 
which  is  then  placed  in  a  machine  having  somewhat  the  appearance 
of  a  sewing  machine;  but  instead  of  the  needle^  we  find  a  steel  pin 
(the  shape  of  which  varies  considerably  according  to  the  nature  of  the 
work),  kept  red  hot  by  a  gas  jet.  By  means  of  this  contrivance,  the 
design  is  gradually  burnt  into  the  wood.     Figures  or  letters  of  refer- 

*  Qaart.  Joarn.  of  Science,  xxxiii.  128. 

t  The  Bngioeer,  zzziiL  14,  from  Dingler's  Joarnal. 
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ence  are  impressed  by  means  of  suitable  cut  punches.  When  the  de- 
sign has  been  completely  burnt  into  the  wood,  a  cast  is  taken  in  type 
metal  directly  from  the  block.  This  cast,  we  are  informed,  may  be 
used  for  printing  from,  without  any  additional  preparation,  precisely 
like  a  stereotype  plate.  It  is  stated  that  the  wood  does  not  suflfer  in  the 
slightest  degree  from  the  heat  of  the  molten  metal,  and  that  the  finest 
detail  may  be  reproduced. 

Sodinm  as  'an  Explosive  Agent. — Since  writing  the  former 
item  upon  the  application  of  sodium  as  an  explosive,  we  have  received 
from  Prof.  Henry  Wurtz,  of  New  York,  some  additional  information 
upon  the  subject,  which  is  quite  interesting,  as  being  the  record  of 
the  earliest  experiments  in  this  direction. 

It  appears  from  this,  that  the  device  found  most  effective  for  prac- 
tical purposes  by  Prof.  W.,  consisted  in  the  use  of  an  alloy  of  potas- 
sium and  sodium,  which  is  liquid  at  ordinary  temperatures,  prepared 
by  the  original  method  of  Gay-Lussac  and  Thenard. 

When  this  liquid  alloy  is  brought  into  contact  with  any  liquid  of 
which  oxygen  is  a  constituent — as  water — its  decpmposing  action  is 
far  more  rapid  and  energetic  than  that  of  the  solid  metals ;  so  much 
more  energetic,  indeed,  as  to  admit  of  no  comparison.  This  increase 
in  energy  is  precisely  what  might  be  anticipated,  since  the  perfect  in- 
termingling of  two  liquid  reagents  would  greatly  facilitate  the  decom- 
position ;  producing  a  much  more  intensified  action  in  a  given  period 
of  time,  than  with  the  employment  of  the  solid  metal,  as  described  in 
the  former  notice. 

We  are  informed,  by  the  same  chemist,  that  he  has  substituted  nitric 
acid  and  other  substances,  rich  in  oxygen,  for  water,  and  with  in- 
creased effects. 

The  detail  of  these  experiments  was  called  forth  by  the  recent 
labor  of  Springmiihl,  whose  plan  Was  described  in  our  former  notice. 
It  would  seem,  from  what  has  just  preceded,  that  the  work  of  Prof. 
Wurtz  in  this  direction  was  far  more  exhaustive  than  that  of  Spring- 
miihl,  who,  to  judge  from  his  results,  seems  not  to  have  been  aware  of 
the  existence  of  these  earlier  experiments. 

The  amount  of  power  at  disposal  in  the  plan  under  discussion  is 
unlimited  enough  to  satisfy  the  most  exacting,  and,  in  relation  to 
th«  experiments  made  with  it,  it  may  be  remarked  that  while  the 
oltimale  aoieoeiia  or  failure  of  the  system  in  practice  may  be  decided 
by  practical  considerations  which  have  not  yet  entered  into  the  dis- 
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cussion,  and  which  cannot  be  predicted,  the  objection  named  in  the 
previous  article — that  of  wastefulness — is  in  a  great  measure  obviated 
by  the  proposition  of  Prof.  Wurtz  to  use  both  reagents  in  a  liquid 
form. 

A  Method  for  Filling  Barometer  Tubes.— Mr.  H.  Wild,* 

after  calling  attention  to  the  inconveniences  and  the  danger  of  break- 
ing" barometer  tubes  attendant  upon  the  method  usually  employed, 
namely,  that  of  boiling  the  mercury  in  the  tube,  to  insure  a  perfect 
vacuum,  suggests  a  plan  of  his  own,  which  is  intended  to  obviate  these 
objections. 

A  doubly  tubulated  spherical  vessel  is  connected  on  one  side  with 
the  tube  to  be  filled,  and  on  the  other,  first  with  a  drying  tube,  and 
further  on  with  an  air-pump. 

The  spherical  vessel  is  filled  partly  with  the  mercury,  and  the  air 
is  successively  exhausted  and  admitted  in  this  and  in  the  tube,  in  or- 
der that  the  air  within  the  apparatus  shall  be  made  perfectly  dry  by 
the  action  of  the  drying  tube.  When  this  is  accomplished,  a  vacuum 
is  produced  by  the  pump,  and  the  tubulated  vessel  tilted  so  that  the 
metal  may  run  gently  into  the  barometer  tube. 

The  remaining  part  of  the  operation  will  need  no  explanation.  The 
author  declares  that  he  has  operated  frequently  according  to  the  plan 
he  describes  without  having  in  a  single  instance  either  broken  a  tube 
-or  failed  of  success. 

The  Weather- Waste  of   Coal. Dr.  Varrentrapp  has  made 

this  the  subject  of  an  investigation,  and  as  a  result  states  that  the 
^amount  of  loss  suffered  by  coal  from  exposure  to  weather  is  consider- 
able, far  greater,  indeed,  than  is  generally  known. 

The  results  of  his  analyses  show  in  some  cases  a  total  loss  in  weight 
of  a  specimen,  from  this  cause,  amounting  to  83*08  per  ct.,  while  its 
deterioration  in  quality  for  purposes  of  fuel  or  gas-making  reached  a 
still  higher  figure. 

This  change  consists  in  a  slow  combustion,  in  which  the  volatile  con- 
stituents— which  are  most  valuable  combustible  elements — are  gradu- 
ally eliminated,  while  the  relative  proportions  of  carbon,  ash  and  sul- 
phur arc  comparatively  augmented. 

It  might  be  expected,  now  that  the  nature  of  this  change  is  indi- 
•cated,  that  anthracite  (which  has  already  gone  through  a  very  simi- 
lar process  in  becoming  what  it  is,  by  the  loss  of  its  bituminous  mat- 

*  Fogg.  AanaleD  cxliv,  137. 
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ter)  shomld  suffer  least  of  all  coals  from  this  action,  and  the  result  of 
analysis  shows  this  to  be  the  case.  The  density  and  compactness  of 
this  variety,  aside  from  its  chemical  character,  protect  it  in  no  incon- 
siderable degree. 

■^The  Cannel  coals  rank  next  in  their  power  to  resist  deterioration 
from  this  source ;  while  the  bituminous  varieties  are  the  most  suscep- 
tible. 

The' experiments  of  Dr.  Varrentrapp  are  of  such  direct  and  prac- 
tical importance  that  all  who  are  engaged  in  the  mining,  transporta- 
tion, storage  or  consumption  of  coal  can  study  them  with  profit. 

It  appears,  from  accurate  tests  of  a  number  of  samples  before  and 
sifter  exposure,  that  all  the  valuable  properties  of  the  coal  had  dete- 
Tiorated. 

The  coking  quality  of  the  weathered  coal  diminishes  with  its  gas- 
yielding  quality,  the  author  informing  us  that  a  sample  of  coal  yield- 
ing, when  freshly  mined,  a  firm  coherent  coke,  after  eleven  days*  ex- 
posure, yielded  a  coke  of  no  coherence,  and  in  all  the  samples  tested 
the  rule  was  absolute  that  the  longer  the  coal  had  been  exposed  the 
greater  was  the  inferiority  in  the  quality  of  the  coke  it  produced. 

The  gas-yielding  quality  decreased  in  one  instance  45  per  ct.,  and 
the  heating  power  47  per  ct.;  while  the  same  sample  under  cover  lost 
in  the  same  time  but  24  per  ct.  for  gas  purposes,  and  12  per  ct.  for 
fael. 

These  experiments  go  far  to  explain  the  almost  universal  inferiority 
•of  the  slack  or  waste  coals  in  heating  power  when  prepared  for  burn- 
•ing,  even  though  some  combustible  material  like  pitch  or  tar  is  used 
in  their  cementation.  It  indicates,  too,  the  imperative  necessity  of 
keeping  coals  amply  protected  from  the  deteriorating  action  of  the 
^ir  and  moisture  by  keeping  them  constantly  dry  and  under  cover. 

The  Mechanical  Effect  of  Magnetization.— Prof.  Tyndall, 

IB  a  recent  lecture,  describes  an  interesting  experiment,  which  may 
perhaps  be  new  to  some  of  our  readers,  in  the  following  terms :  ''  The 
effect  which  I  wish  to  make  manifest  is  this :  at  the  moment  when  the 
current  passes  through  the  cotl  surrounding  the  electro- magnet  a  clink 
is  heard  emanating  from  the  body  of  the  iron,  and  at  the  same  mo- 
ment the  current  ceases  a  clink  is  also  heard.  In  fact,  the  acts  of 
magnetisation  and  demagnetization  so  stir  the  particles  of  the  mag- 
netised body  that  they  can  stir  the  air  and  send  sonorous  impulses  to 
ear  auditory  nerves. 
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^'  The  sounds  occur  at  the  moment  of  magnetization  and  at  the 
ment  when  magnetization  ceases ;  hence,  if  a  means  be  devised  of 
making  and  breaking  in  quick  succession  the  circuit  through  whiob 
the  current  flows,  we  shall  obtain  an  equally  quick  succession  of 
sounds." 

The  lecturer  then  describes  the  contact  breaker,  and  the  position  of 
the  bar  upon  the  bridges  of  a  monochord,  and  continues :  ^'  The  cur- 
rent is  now  active,  and  every  individual  present  hears  something  be- 
tween a  dry  crackle  and  a  musical  sound  issuing  from  the  bar  in  con- 
sequence of  its  successive  magnetization  and  demagnetization." 

An  Electrical  Phenomenon. — Prof.  S.  H.  Lockett  relates  the 

following  observation  in  a  letter  from  Niagara  Falls  :  "  While  cross- 
ing the  new  suspension  bridge,  I  had  occasion,  while  conversing  with 
a  friend,  to  point  towards  the  falls  with  my  walking  cane.  As  I  did 
so,  I  heard  distinctly  at  the  end  of  my  cane  a  buzzing  noise.  Re- 
peating the  experiment,  the  same  noise  was  heard.  I  stopped  several 
passers  and  tried  their  canes  with  the  same  result,  except  in  the  case 
of  one  which  lacked  a  ferule.  I  immediately  supposed  this  might  be 
an  electrical  phenomenon,  and  set  to  work  to  test  the  correctness  of 
this  supposition.  I  took  a  key,  and  held  it  at  arm's  length  towards 
the  falls,  and  heard  the  same  sound.  Finally,  at  dark,  I  returned  ta 
the  bridge,  and  pointing  my  cane,  had  the  satisfaction  of  seeing  a 
clear,  beautiful  electric  brush  on  its  end. 

The  best  point  to  observe  this  interesting  phenomenon  is  in  the^ 
middle  of  the  bridge,  and  the  cane  must  be  held  at  arm's  length,  so 
that  its  end  may  be  at  some  distance  from  any  part  of  the  bridge*. 
The  success  of  the  experiment  depends  a  good  deal  on  the  direotion 
of  the  wind,  and  the  amount  of  vapor  blown  over  the  bridge."     *      * 

India-Rubber  Tubes  and  Gas.— We  find  in  a  contemporary* 
a  description  of  a  simple  experiment  showing  the  permeability  of 
india-rubber  to  gases.  A  vessel  is  constructed  with  an  india-rubber 
diaphragm,  upon  one  side  of  which  hydrogen  is  confined,  and  upon  the 
other,  air.  In  28  days,  22*6  per  cent,  of  hydrogen  was  found  to 
have  escaped  into  the  air  chamber,  while  5*9  per  cent,  of  air  had 
entered.  This  was  with  vulcanized  rubber ;  when  pure  rubber  wa&. 
used  the  diffusion  was  nine  times  greater. 

*  Joarual  de  rEcIairage  da     Gu 
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A  Lecture  Experiment. — M.  BsUo  describes  the  accompanying 
arrangement  by  which  the  singing  of  reciprocal  flames  can  be  ef- 
fected.* 


A  glass  cylinder,  such  as  is  used  in  the  petroleum  lamp,  is  attached 
upon  a  retort  stand  at  very  slight  angle  from  the  horizontal  position.  To 
one  end  is  fitted  a  perforated  cork,  through  which  a  glass  tube  sup- 
plies burning  gas.  The  lower  end  is  open,  and  protected  from  break- 
:sge  by  a  fold  of  sheet  iron.  Oxygen  is  supplied  at  the  open  end  by 
^  straight  tube  drawn  out  to  a  fine  point.  The  cylinder  is  first  filled 
-with  burning  gas  and  ignited  at  the  lower  end  ;  the  oxygen  tube  is 
then  passed  into  the  centre  of  the  cylinder.  In  passing  through  the 
flame  it  is  ignited,  and,  under  these  circumstances,  produces  a  singing 
flame,  very  similar  to  that  produced  by  hydrogen  flame  burned  within 
4t  tall  tube.  By  using  air,  the  same  result  may  be  produced  as  with 
oxygen,  the  cylinder  simply  requiring  to  be  larger.  If  the  tube  sup- 
plying the  burning  gas  is  in  the  centre  of  the  cork,  the  flame  will 
•only  be  set  in  vibration  when  in  the  axis  of  the  cylinder ;  nearer  to 
the  walls,  it  becomes  slightly  elongated  but  emits  no  sounds. 

The  effect,  we  are  told,  is  not  easy  to  be  obtained,  and  a  few  trials 
are  necessary  to  properly  regulate  the  flow  of  the  gases  for  the  best 
results. 

*  Ber.  d.  Deutach.  Ohem.  Oesel.,  iv,  907. 
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Apparatus  for  determining  Specific  Oravity.— In  an  article^ 

upon  the  occurrence  of  a  new  mineral  in  California,  and  which,  in  its 
thoroughness,  may  serve  as  a  model  investigation,  Dr.  6.  E.  Moore 
suggests  a  very  ingenious  device  for  determining  specific  gravity, 
which,  as  it  may  be  serviceable  to  others  in  similar  cases,  is  here  re- 
produced. 


The  substance  operated  upon   was  the  black  precipitated  sulphide- 
of  mercury,  and  as  it  possesses  the  unpleasant  peculiarity  of  retain- 
ing with  great  tenacity  a  coating  of  air,  a  complete  mixture  with 
water  was  found  to  be  impossible.     The  use  of  the  air  pump  was  also 
attended  with  difficulty  from  the  foaming  which  ensued. 

To  meet  the  difficulty,  the  device  shown  in  the  accompanying  figure 
was  contrived.  This  consists  of  the  ordinary  specific  gravity  flask  a 
which  is  connected  with  the  Bunsen  pump  by  means  of  the  bulbed  tube 
i,  whose  middle  part  had  been  widened  out  into  a  bulb  of  equal  ca* 
pacity  with  the  flask,  the  communications  between  the  bulb  tube, 
which  is  filled  to  about  three-fourths  with  water,  and  the  flask  being 
made  air-tight  by  a  moist  rubber  collar.  As  soon  as  the  manometer 
of  the  air  pump  indicates  the  maximum  of  rarifaction,  the  apparatus 
is  inclined,  whereby  the  water  runs  gently  from  the  bulb  into  the 
flask,  penetrating  every  pore  of  the  mass  without  forming  a  particle 
of  scum. 

A  Methodof  observing  Vibrating  Flames. f— A  contemporary 

gives  a  description  of  a  simple  apparatus  for  observing  the  phenomena 
of  vibrating  or  sounding  flames. 

A  disk  of  white  card  board  is  constructed  with  oblong  apertures  in 
a  radial  direction ;  this  is  set  upon  a  spindle  so  as  to  admit  of  rotatioi^ 
at  the  requisite  speed. 

*  Joar.  ftir  Praktische  Ghemie.  n.  f. 

t  Quarterly  Joarnul  of  Science,  xxxiii,  123. 
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To  examine  the  flame  of  a  gas  light,  for  instance  (the  flame  being 
protected  by  a  glass  tabe  from  the  disturbing  effects  of  air  currents), 
place  the  disk  in  front  of  the  light,  so  that  the  eye  can  see  the  light 
through  each  slit  as  it  comes  to  the  vertical  position. 

If  now,  the  speed  of  the  disks'  rotation,  is  such  that  the  interval 
of  time  between  two  slits  passing  the  eye  is  just  equal  to  the  period 
of  a  vibration  of  the  flame,  the  flame  appears  to  be  motionless  ;  but  if 
this  velocity  of  rotation  be  reduced,  the  flame  will  be  observed  to  pass 
slowly  through  its  changes  of  form. 

If  the  interval  is  one-half,  or  one-third  of  the  period  of  the  vibra- 
tion of  the  flame,  the  illusion  of  a  disk  having  two  or  three  times  the 
number  of  real  slits  will  be  produced.  It  is  only  when  the  periods  of 
flame-vibration  and  of  the  over  lapping  of  two  successive  slits  coin- 
cide in  time,  that  the  flame  and  disk  appear  motionless  ;  when  this  is 
otherwise,  the  disk  revolves  in  one  direction  or  the  other. 

This  plan  affords  a  ready  means  of  counting  the  number  of  vibra- 
tions of  a  flame,  and  by  substituting  a  wire  for  the  vibrating  flame, 
the  spiral  course  of  the  undulations  produced  in  it  may  likewise  be 
observed.  Mr.  Chas.  Watson,  who  has  described  the  experiment,  has 
made  some  very  accurate  observations  upon  the  times  of  vibrations  of 
flame  within  tubes  of  different  dimensions. 

The  Oases  Occluded  in  Coal.— Dr.  E.  Mayer  has  recently 
examined  some  German  coals,  in  order  to  determine  the  character  of 
the  gases  absorbed  in  them,  and,  as  the  result  of  one  analysis,  which 
may  serve  as  a  fair  sample,  he  found  the  following  constituents: 
carbonic  acid,  16*9;  marsh  gas,  20*4;  nitrogen,  63  3;  oxygen,  1*7; 
heavy  carburetted  hydrogens,  7*7  per  cent.  The  large  proportion  of 
nitrogen,  and  the  small  quantity  of  oxygen,  deserve  especial  notice. 
The  coal  experimented  upon  had  been  for  some  time  in  contact  with 
the  air. 

A  Delicate  Test  for  Manganese.~Dr.  Bottger'*'  directs  a  few 

grammes  of  pure  chlorate  of  potassa  to  be  fused  in  a  test-tube,  and 
while  fused  a  minute  quantity  of  the  material  suspected  of  containing 
manganese  to  be  dropped  into  it.  The  presence  of  a  minute  trace  of 
this  substance  will,  it  is  asserted,  cause  the  fused  mass  to  assume  a 
more  or  less  decided  peach-blossom  red  color.  It  may  thus  be  detected 
in  wood,  human  hair,  (especially  if  reddish),  coal,  minerals,  etc. 

*Polytech.  Notix-Blatt. 


«8  Editorial. 

*  New  Method  of  Preparing  Supersaturated  Solutions. — 

L.  0.  de  Goppet*  announces  that  by  using  the  anhydrous  salts  in  the 
preparation  of  these  solutions  for  lecture  or  other  purposes,  they  can 
be  prepared  with  much  less  trouble  than  by  the  old  plan  of  dissolving 
the  crystallized  and  hydrated  salts  with  the  aid  of  heat. 

The  author  employs  the  anhydrous  sulphate  of  soda  or  of  magne- 
sia, the  dry  carbonate  of  soda,  &c.,  and  brings  small  quantities  of 
them  at  a  time  into  cold  water,  and  is  thus  enabled  to  dissolve  much 
more  of  the  salts  than  can  be  accomplished  at  the  same  temperature 
with  the  hydrated  bodies.  Of  sulphate  of  soda  he  asserts  that  five 
times  as  much  can  thus  be  obtained  in  solution  as  of  the  crystallized 
material  (Na,S04lOH,0),  and  in  all  cases  the  introduction  of  a  small 
crystal  of  the  substance  causes  the  solutions  at  once  to  crystallize. 

New  Mode  of  Preparing  Oxygen. t— Mr.  Mallet  proposes  to 

utilize  the  property  which  the  subchloride  of  copper  possesses,  of  ab- 
sorbing atmospheric  oxygen,  and  liberating  the  same  when  heated  to 
about  400  F.,  in  the  manufacture  of  oxygen  on  the  commercial  scale. 

This  material,  whon  moistened  and  exposed  to  the  air,  absorbs  oxy- 
gen, forming  an  oxychloride.  When  this  is  heated,  water  is  first  libe- 
rated, and  upon  this  the  oxygen,  leaving  the  subchloride  behind. 

This  process  may,  according  to  the  originator  of  the  plan,  be  re- 
peated as  often  as  desired.  One  hundred  (100)  lbs.  of  the  material, 
it  is  said,  *will  furnish  nearly  fifty  (50)  cubic  feet  of  oxygen  at  each 
operation. 

New  Use  for  Paraffin. — Dr.  Vohl  announces  that,  mixed  with 
benzole  or  Canada  balsam,  paraffin  affords  a  much  superior  glazing 
for  frescoes  than  soluble  glass.  By  covering  the  interior  of  wine 
casks  with  a  film  of  pure  white  paraffin  poured  in  melted,  he  has 
effectually  prevented  the  spoiling  of  the  wine,  or  its  evaporation 
through  the  wood. 

*  Comptes  Rendas,  Dec.  4, 1871. 
t  Dingler's  JonrM  cc,  466. 
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EXPERIMENTAL  STEAM  BOILER  EXPLOSIONS. 

By  PBOPEdsoR  R.  H.  Thorston. 

The  public,  quite  as  much  as  professional  engineers,  have,  from  the 
earliest  period  in  the  history  of  the  application  of  steam  to  useful  pur- 
poses, felt  a  perfectly  justifiable  distrust  of  the  steam  boiler,  whatever 
its  form. 

Indeed,  the  greater  our  familiarity  with  that  powerful  instrument, 
the  more  thoroughly  do  we  appreciate  the  danger  which  attends  its 
use;  and  those  of  the  profession  who  have  ever  had  charge  of  the  ma- 
chinery of  a  steam  vessel,  need  not  be  reminded  of  the  unceasing  sense 
of  anxiety  and  responsibility  that,  in  most  cases,  has  probably  op- 
pressed them  by  day  and  by  night,  when  steaming,  even  where  they 
have  felt  the  greatest  confidence  in  the  intelligence  and  zeal  of  those 
to  whom  they  have  entrusted  the  care  of  the  boilers. 

Such  terrible  disasters  as  that  which  occurred  on  the  Westfield  last 
summer,  and  the  epidemic  of  explosions  that  have  signalized  the  last 
few  months,  have  thoroughly  re-awakened  and  intensified  the  apprehen- 
sions so  universally  felt. 

It  is  to  be  hoped  that  a  useful  result  may  be  a  more  earnest  and 
intelligent  investigation  of  the  subject,  and  such  additional  legislation 
as  may  make  the  system  of  governmental  inspection  far  more  efficient 
than  it  is  at  present  in  the  prevention  of  dangerous  explosions. 

During  a  few  years  past  a  number  of  accomplished  engineers  have 
been  called,  by  the  character  of  their  duties,  to  investigate  the  cir- 
cnmstances  attending  nearly  every  case  of  steam  boiler  explosion  in 
Great  Britain,  and  recently  many  cases  in  the  United  States  have 
been  examined  with  similar  care  and  skill. 

A  committee  of  the  most  experienced  and  talented  among  British 
engineers  has  also  recently  given  attention  to  the  same  subject,  with 
the  object  of  determining  what  legislation  should  be  recommended, 
and  how  far  legislation  may  be  expected  to  remedy  this  apparently 
rapidly  increasing  cause  of  danger  to  the  public. 

The  very  considerable  amount  of  information  thus  obtained  has 
been  extremely  useful  in  dispelling  many  of  the  strange  superstitions 
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and  extraordinary  theories,  of  which  both  ignorance  and  intelligent 
but  misdirected  ingenuity  have  been  wonderfully  prolific.  The  con- 
clusion which  has  been  arrived  at,  after  the  examination  of  many 
hundreds  of  cases  of  accidental  steam  boiler  explosion,  is  that  such  so- 
called  accidents  are  the  result  of  neglect  or  ignorance,  and  are  never 
to  be  attributed  to  causes  which  are  not,  or  may  not  be,  easil^inder- 
stood  by  persons  of  ordinary  intelligence.  It  is  believed  tha^most  of 
these  causes  are  now  understood,  that  they  are  few  in  number  and  are 
readily  controlled  by  the  exercise  of  intelligence  and  vigilance. 

A  direct  proof  of  these  deductions  is,  however,  still  needed,  and  this 
can  only  be  obtained  by  a  series  of  experiments  made  with  direct  refer- 
ence to  the  production  of  such  proof.  Such  experiments  would  be  the 
exploding  of  boilers  under,  as  nearly  as  possible,  the  conditions  ob- 
served in  practice  and  carefully  studying  the  influence  that  variations 
of  those  conditious  may  have  upon  the  nature  and  intensity  of  the  re- 
sulting effects. 

Comparatively  little  has  yet  been  done  in  this  direction.  More  than 
thirty-five  years  ago,  a  committee  of  the  Franklin  Institute  made  a  series 
of  experiments  of  such  extent  and  accuracy  that  the  republication  of 
their  reports,  and  their  circulation  among  engineers,  would  to-day  be 
a  public  benefaction.*  Their  reports,  together  with  the  paper  of  F. 
A.  Paget,  on  the  *-Wear  and  Tear  of  Steam  Boilers,"t  ^^^  ^he  little 
book  of  E.  B.  Martin  J  on  explosions,  should  be  in  the  library  of  every 
engineer. 

The  experiments  of  the  committee  of  the  Franklin  Institute  were 
made  upon  a  small  scale,  and  upon  constructions  quite  different  in 
form  from  most  steam  boilers,  and,  although  the  information  obtained 
was  invaluable,  it  still  remained  desirable  to  repeat  their  experiments 
and  to  make  other  investigations  with  boilers  of  full  size,  such  as  are 
used  in  steamers,  on  our  railroads,  and  in  our  manufactories. 

The  only  experiments  of  this  kind  ever  attempted  were  probably 
those  referred  to  by  the  President  of  the  Franklin  Institute,  in  his 
letter  published  in  the  concluding  number  of  the  last  volume  of  this 
Journal. 

It  was  intended  to  defer  an  account  of  their  origin  and  progress 
until  the  completion  of  the  series,  but  as  cold  weather  has  intermpted 

*rtdc  Journal  PrankUn  Institute,  1836.  Vol.  XVII. 
t  Ibid..  I86ft,  Vol.  I. 

tRecordi  of  Bteam  Boiler  Ezploiions ;  E.B.  Martin  :  London:  B.  k  F.N.  SpoD, 
1871. 
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operations,  and  as  the  work  will  not  be  resumed  until  spring,  it  is 
considered  advisable  to  describe  the  experiments  already  made. 

These  experiments  were  projected  and  conducted  by  Mr.  Francis 
B.  Stevens,  of  Hoboken.  They  were  planned  several  months  ago, 
and  at  the  request  of  Mr.  S.  the  United  Railroad  Companies  of  New 
Jersey,  with  an  intelligent  appreciation  of  the  importance  of  such  an 
investigation,  both  to  themselves  and  to  the  public,  appropriated  the 
sum  of  ten  thousand  dollars  to  enable  Mr.  Stevens  to  enter  upon  a 
preliminary  series  of  experiments.  They,  at  the  same  time,  invited 
other  railroads  and  owners  of  steam  boilers  to  cooperate  with  them, 
and  offered  the  use  of  their  shops  for  any  work  that  might  be  consid* 
ered  necessary  or  desirable  during  the  progress  of  the  work. 

Several  old  boilers  had  recently  been  taken  out  of  the  steamers  of 
the  United  Companies.  These  were  subjected  to  hydrostatic  pressure, 
nntil  rupture  occurred,  were  repaired  and  again  ruptured  several 
times  each,  thus  detecting  and  strengthening  their  weakest  spots,  and 
finally  leaving  them  much  stronger  than  when  taken  from  the  boats. 
The  points  at  which  fracture  occurred  and  the  character  of  the  break 
were  noted  carefully  at  each  trial. 

After  the  weak  spots  had  thus  been  felt  out  and  strengthened,  the 
boilers  were  taken,  with  the  permission  of  the  War  Department,  to  the 
U.  S.  reservation  at  Sandy  Hook,  at  the  entrance  to  New  York  Har- 
bor, and  were  there  set  up  in  a  large  enclosure  which  had  been  pre- 
pared to  receive  them.  This  work  was  one  of  great  difficulty,  but  it  was 
skilfully  performed,  and  was  accomplished  without  accident,  and  the 
four  old  steamboat  boilers  above  referred  to,  together  with  five  new 
boilers  built  for  the  occasion,  were  placed  in  their  respective  positions 
without  having  been  in  any  way  injured. 

Finally,  on  the  22d  and  23d  of  November,  the  experiments  to  be 
described  were  made.  A  large  party  of  gentlemen,  many  of  whom 
were  professional  engineers,  and  all  of  whom  were  deeply  interested 
in  the  subject,  were  invited  to  attend,  by  Mr.  S.,  on  behalf  of  the 
United  Railroad  Companies  of  New  Jersey. 

The  first  boiler  attacked  was  an  ordinary  ''  single  return  flue 
boiler."     Figure  1. 

The  cylindrical  portion  of  the  shell  was  6  feet  6  inches  diameter,  20 
feet  4  inches  long,  and  of  iron  a  full  quarter  inch  thick.  The  total 
length  of  the  boiler  was  28  feet,  the  steam  chimney  was  4  feet  diam- 
eter, 10^  feet  high,  and  its  flue  was  32  inches  diameter.  The  two 
fnmaeea  were  7  feet  long,  with  flat  arches.     There  were  ten  lower 
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fines,  two  of  16  and  eiglit  of  9  inches  liiHineter,  nnd  all  were  15  feet 
9  inches  long:  there  were  twelve  upper  flues,  8^  inches  in  diameter, 
ftnd  22  feet  long.  The  total  grate  surface  was  SS^  equare  feet,  heat- 
ing surface  1350  square  feet.  The  water  spaces  wtre  4  inches  wide, 
and  the  flat  surfaces  were  stayed  hy  screw  stay-bolts  at  iDtervaU  of 
7  inches. 

This  boiler  was  one  of  a  pair  bailt  by  Fletcher,  Harrison  &  Co.,  of 
New  York,  for  the  steamer  Joteph  Bxlknap,  in  1858,  and,  with  its 
fellow,  which  was  also  on  the  ground,  had  seen  13  years  of  service. 
The  last  Inspector's  certiflcate  had  allowed  40  pounds  of  steam.  The 
upper  portion  of  the  boiler,  when  inspected  before  the  experiment, 
seemed  to  be  in  good  order.  The  girth  seams  on  the  under  side  of 
the  cylindrical  portion  had  given  way,  and  had  all  been  patched  be- 
fore it  was  taken  out  of  the  boHt.  The  water  legs  had  been  consider- 
ably corroded. 

In  September  last,  in  presence  of  several  gentlemen  who  had  been 
invited  to  witness  the  test,  this  boiler  had  been  subjected  to  hydros- 
tatic  prt;ssure,  giving  way  by  the  pulling  through  of  stay-bolts  at  66 
pounds  per  squuro  inch.  It  was  rep.iircd  and,  iirtirward,  at  Sandy 
Hook,  WHS  tealeii  without  fracture  to  82  pounds,  and  still  later  bore 
ft  steam  pressure  of  (iO  pound:]  per  squiirc  inch. 

On  its  final  trial,  November  :22d,  a  heuvy  wood  fire  was  built  in  the 
furnaces,  the  water  standing  12  inches  deep  over  the  flues,  and,  when 
■team  began  to  rise  above  50  pounds,  the  whole  party  retired  to  the 
gauges,  wbioh  were  placed  about  250  feet  from  the  enclosure,  aod 
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which  hftd  been  there  proved  to  give  accarate  indicationa.     The  notes 
of  preaorea  and  times  were  taken  as  follows : 


Tin*.     Pnunre.     Time.     Pnmre.     Time.     Pttttan.     Time.     PreMura. 


1.00  P.M.    Mlbe. 


Slilbi. 
91  " 
9li    '■ 


a  40  P.M.     91ilbi. 


The  preunre  rose  rapidly  until  it  reached  about  90  pounds,*  when 
leaks  began  to  appear  in  all  parts  of  the  boiler,  and  at  93  pounds  a 
rent  at  (A,  Fig.  1)  the  lower  part  of  the  steam  chimney  where  it  joins 
the  shell  becoming  quite  considerable,  and  other  teaks  of  less  extent 
enlarging,  the  steam  passed  off  more  rapidly  tban  it  was  formed.  The 
pressure  then  slowly  diminisbing,  the  worktnen  extinguished  the  fires 
by  throwing  earth  upon  them,  and  the  experiment  thus  ended. 

The  second    experiment  was  mude  with  a  small  boiler  (Figure  2), 


which  had  been  constructed  to  determine  the  probable  strength  of  the 
stayed  surface  of  the  Wegtfield  »  boiler  It  had  the  form  of  a  square 
box,  6  feet  long,  4  feet  high,  and  4  inches  thick.  Its  sides  were  -fi 
inch  thick,  of  the  Abbott  Iron  Company's  "  best  flange  fire-box"  iron. 
The  water  space  was  3|  inches  wide.  The  rivets  along  the  edges  were 
}  inch  diameter,  spaced  2  inches  apart.  The  two  sides  were  held  to- 
gether by  screw  stay-bolts,  spaced  8}  and  Q^^  inches,  and  their  ends 
were  slightly  riveted  over,  precisely  copying  the  distribution  and 
workmanship  of  that  water  leg  of  the  Wettfield,  which  was  formed  be- 
tween the  back  connection  and  the  back  end  of  the  boiler.     It  had 

*  The  nitimate  atreogth  of  this  boiler,  when  oew,  was  probably  eqaal  to  aboot 
4oable  tbis  preuare. 
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been  tested  to  138  lbs.  pressure.  This  slab  was  set  in  brickwork^ 
about  five-sixthft  of  its  capacity  occupied  by  water,  and  fires  bailt  oe 
both  sides.  Pressure  rose  as  shown  by  the  following  extract  from  the 
note  book  of  the  writer  : 


Time. 

Pressure. 

Time. 

Pressure. 

Time. 

Pressure. 

Time. 

Preniirt. 

3.18  P.M. 

Gibs. 

3.27  P  M. 

18  lbs. 

8.35  P.M. 

49  lbs. 

3.43  P.M. 

941bt. 

3.20    »« 

4    " 

3.28    " 

20    " 

3.36    « 

51    " 

3.44    ** 

100   « 

3.21    " 

5    *' 

3.29    " 

23    '' 

3.37    " 

54    " 

3.46    «» 

110   « 

3.22    " 

7    " 

3.30    " 

27    «' 

3.38    " 

58    « 

3.46    " 

117    « 

3.23    "  • 

9    " 

3.31    " 

30    *' 

3.39    " 

65    " 

3.47    " 

116    « 

3.24    " 

11    " 

3.32    " 

34    '* 

3  40    " 

72    " 

3.48    " 

135   «« 

3  25    " 

13    " 

333    " 

38    " 

3.41    " 

78    " 

3.49    " 

147    »• 

3.26    " 

15    " 

3.34    » 

44    " 

3.42    " 

86    " 

3.50    " 
3.61    *' 

160    « 
166    « 

Exploded. 

At  a  pressure  of  slightly  above  165,  and  probably  at  about  167  lbs., 
a  violent  explosion  took  place.  The  brickwork  of  the  furnace  was 
thrown  in  every  direction,  a  portion  of  it  rising  high  in  the  air  and 
falling  among  the  spectators  near  the  gauges ;  the  sides  of  the  ex- 
ploded vessel  were  thrown  in  opposite  directions  with  immense  force^ 
one  of  them  tearing  down  the  high  fence  at  one  side  of  the  enclosure, 
and  falling  at  a  considerable  distance  away  in  the  adjacent  field  ;  the 
the  other  part  struck  one  of  the  large  boilers  near  it,  cutting  a  large 
hole,  and  thence  glanced  off,  falling  a  short  distance  beyond. 

Both  sides  were  stretched  very  considerably,  assuming  a  dished 
form  of  8  or  9  inches  depth,  and  all  of  the  stay-bolts  drew  out  of  the 
sheets  without  fracture  and  without  even  stripping  the  thread  of  either 
the  external  or  the  internal  screw ;  this  effect  was  due  partly  to  the 
great  extension  of  the  metal,  which  enlarged  the  holes,  and  partly  ta 
a  rolling  out  of  the  metal  as  the  bolts  drew  from  their  sockets  in  the 
sheet. 

Lines  of  uniform  extension  seemed  to  be  indicated  by  a  peculiar  set 
of  curved  lines  cutting  the  surface  scale  of  oxide  on  the  inner  surface 
of  each  sheet,  and  resembling  closely  the  lines  of  magnetic  force  called, 
by  physicists,  magnetic  spectra.  These  curious  markings  surrounded 
all  of  the  stay-bolt  holes. 

The  third  experiment  took  place  on  the  23d  of  November.  The 
boiler  selected  on  this  occasion  is  shown  in  Figure  3.  It  was  a  ^^  re- 
turn tubular  boiler,*'  with  no  lower  flues ;  the  furnace  and  combustion 
chamber  occupying  the  whole  lower  part.  Its  surface  extended  the 
whole  width  of  the  boiler,  thus  giving  an  immense  crown  sheet,  which 
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"was  perfectly  flat,  and  was  braced  to  the  sliell  by  "  crow-foot"  braces 
~whoee  rods  were  in  section  2  inches  by  |  inch,  and  spaced  12  inches 
lengthwise  aod  17  inches  crosswise  the  boiler;  each  brace  sufltained 
an  area  of  204  square  inches.  The  water  legs  were  secured  by  stay- 
boUa  of  1  inch  diameter,  spaced  12  inches  by  8.  The  horizontal 
braces  were  spaced  28  inches  by  12,  and  were  1^  inches  diameter. 
The  shell  was  of  No.  3  iron,  single  riveted.  There  were  384  tubea, 
2  inches  diameter  and  12  feet  long.  The  steam  drum  was  placed  at 
the  .middle  of  the  boiler,  and  was  6  feet  diameter,  and  8  feet  8-  inches 
high. 

This  boiler  was  built  in  1845,  by  T.  F.  Secor  &  Co.,  and  bad  been 
at  work  (uTenfy-/£ve  year*  ;  when  taken  oat,  the  inspector's  certi 6 cate 
allowed  30  lbs.  of  steam.  In  September  it  was  subjected  to  hy- 
drostatic pressure,  which  at  42  pounds  broke  a  brace  in  the  crown 
sheet,  and  at  60  pounds,  12  of  the  braces  over  the  furnace  gave  way, 
and  allowed  so  free  an  escape  of  water  as  to  prevent  the  attain, 
ment  of  a  higher  pressure.  The  broken  parts  were  carefully  repnired, 
and  the  boiler  again  tested  nt  Sandy  Hook  to  50  lbs.,  which  was  borne 
without  injury,  and  afterward  a  steam  pressure  of  45  lbs.  left  it  still 
vninjured.  At  the  final  experiment,  the  water  level  was  rnised  to 
the  height  of  15  inches  above  the  tubes,  and  it  there  remained  to  the 
end.  The  Gre  was  built,  as  in  the  previons  experiments,  with  as  much 
wood  M  would  burn  freely  in  the  furnace,  and  the  record  of  pressures 
WH  as  follows : 
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Time.    Pressure. 


12.21  P.M.  29}  lbs. 
12  23    "      3.34    •* 
12.26    "       37}    *« 


Time.    Pressure. 


12.27  P:M.  41    lbs. 
12.29     ♦»      4t}    " 
12.31     "      48}     •' 


Time.      Pressure. 


12.32  P.M.     50   Ibs.ybract  broke. 

12.33  "         62    " 

J 2.34    "        63}  "  exploded. 


When  a  preflsare  was  reached  of  50  pounds  per  sqaare  inch,  a  re- 
port was  heard  which  was  probably  caused  by  the  breaking  of  one  or 
more  braces,  and  at  53}  pounds,  the  boiler  was  seen  to  explode  with 
terrible  force.  The  whole  of  the  enclosure  was  obscured  by  the  vast 
masses  of  steam  liberated  ;  the  air  was  dotted  with  the  flying  frag- 
ments, the  largest  of  which — the  steam  drum — rising  first  to  a  height 
variously  estimated  at  from  200  to  400  feet,  fell  at  a  distance  of 
about  450  feet  from  its  original  position.  The  sound  of  the  explosion 
resembled  the  report  of  a  heavy  cannon.  The  boiler  was  torn  into 
many  pieces,  and  comparatively  few  fell  back  upon  their  original  po- 
sition. 

The  same  bulging  of  stay-bolted  surfaces  that  was  noticed  in  the 
preceding  experiment  was  observed  here,  and  the  screw  stay-bolts 
slipped  out  as  before,  without  breaking  and  without  stripping  their 
threads.     The  braces  were  usually  broken  at  the  welds. 

Having  briefly  described  these  experiments,  it  may  be  well  to  no- 
tice what  bearing  their  results  have  upon  existing  beliefs,  and  how  far 
they  extend  our  knowledge  of  the  causes  and  conditions  of  explosions. 

In  the  flrst  experiment,  we  probably  have  an  illustration  of  by  far 
the  most  usual  behavior  of  steam  boilers,  when  yielding  to  over-pres- 
sure. The  pressure  gradually  rising,  ruptured  the  boiler  at  its  weak- 
est point,  which  happened  to  be  a  spot  of  merely  local  weakness  ;  the 
rent  extended  toward  stronger  portions,  but  soon  became  large  enough 
to  discharge  the  steam  as  rapidly  as  it  was  made.  The  strength  of 
the  metal  in  the  direction  of  the  line  of  fracture  being  sufficient  to  re- 
sist further  extension  at  the  maximum  pressure  attained,  no  greater 
injury  was  done.  The  spot  being  patched,  the  boiler  is  probably  still 
capable  of  doing  good  service  for  a  considerable  length  of  time. 

When  boilers  give  way  from  excessive  weakness  or  from  over 
pressure,  they  very  generally  do  so  in  the  manner  described.  The 
explosion  is  the  exceptional  case,  and  the  frequency  with  which  old 
boilers  ''blow  out*'  in  every  part,  though  usually  about  the  stayed 
surfaces,  and  the  apparent  impunity  with  which  they  are  kept  at 
work  after  being  frequently  patched,  has  probably  been  the  most  in- 
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finential  cause  of  the  existence  of  the  belief,  which  is,  nnfortanatelyy 
widespread  among  engineers,  that  the  mere  pressure  of  steam  cannot 
■cause  explosions,  and  that,  if  the  boiler  contains  a  sufficient  quantity 
-of  water,  it  is  perfectly  safe,  except  against  sundry  mysterious  forces, 
which  are  probably,  like  the  fairies  and  ghouls  of  earlier  times,  exist- 
■ent  only  in  the  imaginations  of  those  whom  they  terrify. 

In  the  second  and  third  experiments,  we  have  illustrations  of  the 
'Comparatively  rare  cases  in  which  explosions  actually  occur. 

The  second  was  a  perfectly  new  construction,  in  which  corrosion 

had   not  developed  a  point  of  great  comparative  weakness,  and  the 

edges  yielding  along  the  lines  of  rivetting  on  all  sides  simultaneously 

and  very  equally,  the  two  halves  were  completely  separated,  and  thrown 

far  apart  with  all  of  the  energy  of  unmistakeable  explosion,  although 

there  was  an  ample  supply  of  water,  and  the  pressure  did  not  exceed 

that  frequently  reached  in  locomotives  and  on  the  western  rivers,  and 

although  the  boiler  itself  was  quite  diminutive. 

The  circumstance  of  the  drawing  out  of  the  stay-bolts  without 
breaking  and  without  stripping  their  threads,  was  one  of  the  most 
interesting  points  of  the  experiment. 

Constructing  a  formula  upon  the  very  probable  hypothesis  that 
^his  was  an  example  of  average  American  practice,  we  obtain  for  or- 

-binary  use  d  = ;  where  d  =  the  distance  between  staybolts, 

^  =  the  thickness  of  the  plates,  P  =  the  pressure  f  and  =  the  factor 
of  safety  which  certainly  oiight,  in  no  case,  to  be  less  than  six, 

— -T—  \  ,  the  units  of  measure  being  lbs.  and  inches. 

Fairbaim  proved,  by  experiment,  that  the  diameter  of  screwed 

•^tays  should  be  double  the  thickness  of  the  sheet,  in  order  to  make 

their  tensile  strength  equal  to  the  force  that  would  draw  them  out  of 

^he  iheets.     To  this  should  be  added  \  inch  allowance  for  corrosion. 

These  staybolts  should  have  been  |  inch  in  diameter,  the  \  inch  ex- 

-cess  of  diameter  being  comparatively  valueless. 

The  spacing  of  the  staybolts,  in  a  boiler  of  such  workmanship,  in- 
tended to  carry  40   pounds  of  steam,  and  taking  six  as  a  factor  of 

365  X  ^ 
aafety,  should,  however,  have  been  d=  —        ^^  =  7*3  +,  or  about 
•^'  V  6x40 

7^  inches. 

Fairbaim  showed  that  properly  rivetting  over  the  ends,  increased 

the  strength  of  staybolts  14  per  cent. 


98  Oivil  and  Mechanical  Engineering. 

In  the  third  experiment,  as  in  the  second,  it  is  probable  that  the 
weakest  part  extended  very  uniformly  over  a  large  part  of  the  boiler, 
either  in  lines  of  weakened  metal,  or  over  surfaces  largely  acted  upon 
by  corrosion.  Immediately  upon  the  giving  way  of  its  braces,  frac- 
ture took  place  at  once  in  many  different  parts. 

In  this  example,  the  boiler  had  been  standing  a  week  with  steam 
up,  but  with  none  blowing  off,  and  feed  being  pumped  in,  unless  to 
supply  the  insignificant  waste  from  leakage.  It  was  set  on  solid 
ground,  and  the  water  which  it  contained  could  not  have  been  in  the 
slightest  degree  agitated.  It  has  been  a  question  whether  the  water 
might  not,  under  these  circumstances,  have  become  super-heated,  as 
in  the  cases  first  noticed  by  M.  Deluc,  and  since  investigated  by 
MM.  Downy,  Dufour  and  others,  and  whether  the  violence  of  this 
explosion  may  not  have  been  largely  due  to  such  action. 

When  it  is  remembered,  however,  that  those  experimenters  found 
it  difficult  to  induce  this  condition  in  metal  vessels  with  even  minute 
quantities  of  water,  and  that  the  extent  of  this  super-heating  becomes 
quite  small  with  very  small  quantities  of  the  fluid,  growing  rapidly 
less  as  the  bulk  of  water  increases,  it  may  be  very  much  doubted 
whether  it  would  be  possible  to  obtain  such  a  state  in  this  case,  where 
tons  of  water  were  contained  in  a  rough  metal  vessel,  and  also  where 
a  circulation  was  constantly  kept  up  by  a  fire  at  one  end. 

The  quantity  of  heat  thus  stored  up  must  have  been  very  small^ 
even  if  there  were  any  such  excess. 

Were  it  known  precisely  to  what  height  the  steam  drum,  for  exam- 
pie,  was  thrown  in  this  case,  it  would  be  easy  to  determine  with  great 
certainty,  whether  the  steam  released  at  53|  lbs.  pressure  was  suf- 
ficient to  produce  the  effects  noted. 

We  have  made  such  an  estimate,  but  the  data  are  too  unreliable 

to  admit  of  its  publication,  although  it  confirms  our  opinion  that  no 
super-heating  of  the  water  in  the  boilea  took  place. 

We  may  conclude,  then,  from  the  result  of  Mr.  Stevens'  experi^ 
ments : — 

Firstj  That  ''  low  water,"  although  undoubtedly  one  cause,  is  not 
the  only  cause  of  violent  explosions,  as  is  so  commonly  supposed,  but- 
that  a  most  violent  explosion  may  occur  with  a  boiler  well  supplied 
with  water. 

This  was  shown  on  a  small  scale  by  the  experiments  of  the  comoiit- 
tee  of  the  Franklin  Institute  above  referred  to. 

Secondy  That  what  is  generally  considered  a  moderate  steam  pres- 


JEzperimental  Steam  Bailer  JSxplosione.  99 

sure  may  produce  the  very  violent  explosion  of  a  weak  boiler,  contain- 
ing a  large  body  of  water,  and  having  all  its  flues  well  covered. 

This  has  never  before,  we  believe,  been  directly  proven  by  experi- 
ment. 

Thirdj  That  a  steam  boiler  may  explode,  under  steam,  at  a  pres- 
sure less  than  that  which  it  had  successfully  withstood  at  the  hydros- 
tatic test. 

The  last  boiler  had  been  tested  to  59  lbs.,  and  afterward  exploded 
at  58}  lbs.  This  fact,  too,  although  frequently  urged  by  some  engi- 
neers, was  generally  disbelieved.  It  has  now  been  directly  proven.* 
There  can  now  be  no  excuse  for  the  implicit  confidence  so  gene- 
rally felt  in  the  use  of  the  hydrostatic  test,  or  for  not  at  least  combin- 
ing with  it,  in  every  inspection,  the  use  of  the  "  hammer  test**  by  ex- 
perienced inspectors. 

It  may  be  finally  remarked,  that  welded  boiler  braces,  and  screw 
stay-bolts  which  have  not  nuts  at  their  end  or  are  not  well  riveted 
orer,  should  evidently  be  distrusted. 

This  extremely  interesting  and  important  series  of  experimenta 
irill  be  continued  on  the  return  of  warm  weather,  and  it  is  hoped  that 
Congress  may  be  induced  to  make  provision  for  its  extension.  A 
Very  excellent  report,  made  to  the  Secretary  of  the  Navy,  by  Chief 
Engineers  Isherwood,  DeLuce  and  S.  Albert,  has  been  printed  by 
liif  r.  Stevens,  together  with  a  memorial,  asking  Congress  to  take  ac- 
tion in  this  matter,  which  is  of  such  great  importance  to  the  public. 
n?hese  will  be  circulated  among  those  who  may  be  willing  and  able  to 
cud  in  the  plan  proposed. 

It  is  proposed  by  Mr.  Stevens,  in  the  experiments  succeeding  those 
now  prepared,  to  determine  the  conditions  of  explosion  with  low  water^ 
to  examine  into  the  eifect  of  opening  the  safety  valve  suddenly  upon 

*  A  DBinber  of  instances  of  this  kind,  though  not  always  prodacing  an  explo- 
sion, have  been  made  known  to  the  writer. 

Two  boilers  at  the  Detroit  Water  Works,  in  1859,  after  resisting  the  hydros- 
tatic test  of  200  lbs.  with  water,  at  a  temperatnre  of  100^  Fahr.,  broke  several 
braees  each  at  110  and  115  lbs.  steam  pressure  respectively,  when  first  tried 
ander  steam. 

The  boiler  of  the  U.  S.  steamer  Algongoin  was  tested  with  150  lbs.  cold 
water  pressure,  and  broke  a  brace  at  100  lbs.  when  tried  with  steam. 

A  similar  case  occurred  in  New  York,  a  few  years  ago,  and  the  boiler  ex- 
ploded with  fatal  results. 

These  accidents  are  probably  caused  by  changes  of  form  of  the  boiler,  under 
varying  temperatnre,  which  throw  undue  strain  upon  some  one  part,  which  may 
have  idready  been  nearly  fractured. 
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an  already  heavily  strained  boiler,  and  to  check  those  experiments 
that  seem  to  prove  explosions  to  occur  from  excessive  pressare,  by 
leading  steam  at  high  pressure  into  a  comparatively  weak  boiler  con- 
taining  no  water.  It  is  intended  to  explore  this  wide  field  of  research 
as  thoroughly  as  available  time  and  money  will  allow. 

It  is  to  be  hoped  that  our  wealthy  railroad  corporations  and  owners 
of  steam  vessels  may  see  how  deeply  their  own  interests  are  involved 
in  the  prosecution  of  such  researches,  and  that  they,  as  well  as  the 
general  government,  may  assist  in  continuing  these  investigations. 

iStevena*  Institute  of  Technology,  Hoboken,  If. «/".,  Dec.j  1871. 


PROBLEM  OF  THE  RAFTERS. 

By  Dr  Volson  Wood. 

The  sloping  timbers  at  the  ends  of  a  roof  truss  are  called  rafters, 
whether  the  truss  is  a  "  King  Post,**  a  "  Queen  Post  "  or  other  form. 
When  the  load  is  applied  at  the  joints  of  the  truss,  the  solution  seems 
to  present  little  or  no  difficulty ; — at  least  authors  do  not  differ  in 
their  results.  But  when  the  load  is  uniformly  distributed  over  the 
rafter,  or  is  applied  at  points  along  the  rafter,  authors  diifer  in  their 
results,  as  may  be  seen  by  examining  Trautwine's  Engineer's  Pocket 
Book,  pp.  247-252.  Mr.  Trautwine  gives  his  own  solution,  and  re- 
fers to  Rankine*s  Civil  Engineering,  p.  470,  for  the  solution  which  is 
commonly  given.  I  find,  according  to  the  solution  given  below,  that 
the  horizontal  pressure  at  the  upper  end  is  the  same  as  that  given  by 
Prof.  Rankine,  but  the  longitudinal  compression  along  the  rafter  is  not 
correctly  given  by  any  author  so  far,  as  I  am  acquainted  with  them. 

In  order  to  simplify  the  problem  as  much  as  possible,  we  will  at 
first  consider  a  single  rafter  supporting  a  single  weight  P,  which  is 
applied  at  any  point.  The  lower  end  of  the  rafter,  B,  is  held  in  the 
usual  way  by  resting  upon  a  support  which  sustains  the  vertical  pres- 
sure, and  by  a  tie  rod  which  resists  the  horizontal  push.  The  upper 
end  is  held  by  a  horizontal  force,  which  in  any  case  is  sufficient  to 
hold  the  system  in  equilibrium. 

In  Fig  1  let 
A  B  =  the  length  of  the  rafter. 

2>  =  A  B  =  the  rise. 

I   =  E  B  =  the  run  of  the  rafter,  or  its  horizontal  projection. 

n  Z  =  B  F  =  the  horizontal  distance  of  the  point  of  application  of 

the  weight  from  B. 

e  =  the  angle  B  0  F  =  B  A  E. 
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P  =  the  weight  whieh  is  applied  at  C. 
P,  ^  the  reaotion  of  the  support  B. 
J?  =  the  horiiontal  presBore  at  A. 
JT,  =  the  horizontal  presBure  at  B. 
It  is  a  principle  of   BtaticB  that 
the    algebraic   sam   of  the   vertical 
camponents  of  all  the  forces  ia  a  sys- 
tem in  equilibriom  is  zero, — and  the 
tame  is  trae  of  all  the  horizontal 
eomponeDts.     Or,  in   this  case,  the 
Bvaa  of  all  the  forces  acting  down- 
-wards,  equals  the  sum  of  all  those 
&ctiDg  upward ;  and  the  Bum  of  the 
horizontal    forces    pressing   to    the 
x-ight  equal  those  pressing  towards  the  left.     Hence 
P  =  P„  and 

Taking  the  moments  about  B  we  have 
HD=^Pnl 
.  ••  ff=nP-^  =ni>tang(?      .         .         .         {1> 

Taking  the  mements  about  A,  we  have 

P^l  =  ffil>  +  (1-n)  P  I  or  making  P  =  P,  wc  have 
Pl  =  ff,D  A-  (l-n)  i>  I 

.•.fli  =  ni*-==nP  tang  ff  as  before ; 

Or,  assuming  that  n^^=^  H  and  we  have 
P^l  =  Hl) -\- {\-~n)  PI,\t\  which  substitute  the  vhIub  of   H 
from  (1)  and  we  have 

PJ  =  nPl-\-  (1-ji)  P  I 
.  •  .  -P,  =  i*  as  before. 

Next  find  the  compression  along 
the  rafter. 

Instead  of  the  single  horizontal 
force  at  A,  we  may  substitute  two 
other  forces  such  that  the  resultant 
of  the  two  shall  equal  S.  The  two 
forces  will  evidently  produce  the 
tame  result  as  H.  As  we  seek  the 
longitudiDal  effect,  let  one  of  the 
eomponeots  be  taken  in  that  direc- 
tion ud  oall  it  X'.  The  other  com- 
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ponent,  to  produce  no  longitudinal  effect,  must  be  perpendicular  t 
the  rafter.     Call  it  i\P.     These  forces  are  shown  in  Fig.  2. 
Hence,  we  immediately  have 

sin'  d 

V  =ff  smd  =  nP  tang  6  Bin  0  =^  n  P  -^—^         .        •  (2 

^  cos  ff  ^ 

If^  =  JBr  COB  0  =  nP  tang  tf  cos  tf  =  n  P  sin  tf         .         .  (3 

The  latter  component  IP  produces  only  bending,  and  is  resisted  by 
a  component  of  the  applied  weight,  P.     The  former  component  pro- 
duces compression  only,  and  is  the  only  compressive  force  between  A 
and  C.     At  C  this  force  is  increased  by  a  component  of  the  weight. 
Let  J!\r=  the  normal  component  of  P,  and 
L  =  the  longitudinal  component  of  P. 

Then  iV=P  sin  tf,  and (4) 

L  =  P  cos  tf    ......        (5) 

Between  C  and  B  the  total  longitudinal  compression  is 

L^  +  L  =  n  P  ?^  +  P  cos  <?  =  -J^fn  sin«  0  +  cos*  O]  (6) 

cos  ^  cos  #  L  J  ^  ' 

As  a  check  upon  the  work  we  may  find  the  reactions  of  the  forces 
atB. 

For  JTwe  have  the  two  components 

L'  =  ffBm0. 

iP  =  jarcoB0. 

And  for  P  we  have 

Zr  =  P  cos  tf. 

N'=P  sine. 
Hence,  the  resultant  longitudinal  pressure  is 

L  +  L^  =  PcoB0  +  HBinO  =  -^  [n  sin»  0  +  cos*  tfl a« before. 

COB  0L  J 

The  resultant  normal  pressure  is 
iV— i\P  =  Psintf— jrcos^  =  Psin^  — nPsin  tf  =  (l^)Psin  ^  (7) 

Adding  (3)  and  (6),  we  have 

P  sin  0, 
which  is  the  same  as  (4),  as  it  should  be,  since  the  normal  pressures 
at  the  ends  should  be  equal  and  opposite  to  the  normal  component  of 
the  applied  weight. 

DISCUSSION. 

1.  If  the  rafter  is  vertical,  9  =  o,  and  the  compression  on  the  upper 
part,  between  A  and  G  is,  from  (2) 
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2/^  =  0, 
mnd  the  compression  on  the  lower  part,  between  C  and  B,  from  (6),  is 

L  =  P 
and  the  horizontal  thrust  is,  from  (1),  equal  to  zero. 

2.  If  the  rafter  has  any  inclination  and  P  is  placed  at  A,  n  is  equal 
to  1  in  all  the  equations,  and  (1)  gives 

JT  =  P  tang  0y 

which  is  the  value  given  for  this  case  by  all  writers.  Equation  (2) 
gives 

L^=P  tang  e  sin  0, 

but,  as  in  this  case,  C  falls  upon  A,  and  hence  A  C  =  o,  this  merely 
gives  the  component  of  ff  in  that  direction  and  does  not  give  the 
<^ompression  upon  any  finite  length  of  the  rafter.     Equation  (6)  gives 

L  +  L'  =-^=  P  sec  0j 

cos  u 

tffhich  is  aha  the  value  given  by  all  tvriters  for  the  compression  upon  a 
hrace  where  the  total  had  is  placed  at  the  upper  end  of  the  brace. 

3.  If  P  is  placed  at  the  lower  end  of  the  beam,  n  =  o,  and  equa- 
tions (1),  (2)  and  (6)  give 

H=Oy 

L  +  D  =  Pqo%0\ 

the  last  of  which  is  the  longitudinal  component  of  jP,  but  as  in  this 
case  C  falls  on  B  the  resultant  compression  does  not  apply  to  any 
finite  portion  of  the  rafter. 

4.  Let  the  rafter  be  horizontal,  then  0  =  90°,  and  equations  (1), 
^2),  and  (6)  become 

iEr=oo 

i^  =  oo 

i  +  Z^   =  0  +  GO 

5.  If  P  be  applied  at  the  middle,  n  =  \y  and  we  have 

H=  JPtang^ 

U  =  \P  tang  0  sin  0 

L-^U  =  ^^—\\  sin«  0  +  cos^tfl 
cos  ^L*  J 

By  supposing  that  P  is  applied  at  different  points,  and  taking  the 
sam  of  the  results,  we  may  find  the  effect  of  several  weights  applied 
jimaltaneously. 
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Now  suppose  that  the  rafter  is 
aniformly  loaded  over  its  whole 
length,  and  let  n  ^  the  load  on  a 
foot  of  length  of  the  rafter,  and 
W  =  the  total  load. 

(Those  who  compare  this  solu- 
tion with  Rankine's — Civil  Engi- 
neering, p.  470 — will  observe  that 
he  calls  IF  the  load  on  two  raft- 
ers, and  hence  }  TT  is  the  load  on 
one  rafter.)  Taking  the  momen  is 
about  B  and  observing  that  the  lever  arm  of  W  is  J  I. 

BI>=W\l    .-  .  H=\W-^  =  \   Wungt)  .        (8> 

If  X  be  any  distance  from  A  measured  along  the  rafter,  w  x  will  be 
the  load  on  that  length,  and  the  longitudinal  component  of  it  will  be, 
according  to  equation  (6), 

£  =  w  z  cos  tf 
and  the  longitadinal  component  of  ffia, 
i'  =  H  Bin  e. 
Hence  the  total  compression   at  an;  section  whose  distance  is  x 
from  A,  is 
i  +  i'  =wxooB8  +  SBme  =wa;coBtf  + J  TTtangtfsintf,     (10) 

DIBGUSSION. 

1.   At  the  lower  end  x  =;  A  B,  and  w  x  becomes  t 
and  hence  ike  compreision  at  the  lower  end  i» 

TTcoa  0  +  i  Wtans  I?  sin  tf  =  ^ 

W 


-^  fa  cos'  e  +  sin'  d\ 
cos  p  L  J 


TT. 


(U) 


2.  At  the  upper  end  x  ^  o  and  (10)  becomes 
}  W  tang  <}  sin  0  = 


W 


sin*  6  ^ 


-.^—-^.„..  =  iWseces.n^e        .         (12) 

3.  If  the  rafter  is  vertical,  6  =  0  and  (10)  becomes 

L  +  L'  =  iox, 
which  at  the  upper  end  is  zero  for  j;  ^  0,  as  it  should,  and  at  th» 
lower  end  it  becomes 

u>  X  Ah  =  W 
as  it  should  since  the  total  load  rests  upon  it. 
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4.  At  the  middle  x  =  \ly  and  (10)  becomes 

X  +  i'  =  }  jr[0Mff  +  t»ng/?Bin^  =  2-^=J  IT  sec*   (18) 

6.  If  tlt«  niter  is  horisontal  9  =  90°,  and  (10)  becomeB 
i  +  X'  ^  0  +    OD, 
Am>  sAisIl  it  »ppeu-s  that  the  compresaion  dae  directly  to  the  load- 
ft^ll  wro ;  and  that  due  to  the  resnltant  horisontal  thrnst  is  oo,  ai 
pi  ikvld  be  in  order  to  inpport  the  weight. 

HaTing  dedaeed,  as  we  believe,  the  correct  formulae  for  this  case,  it 
VIB  be  ewy  to  teat  the  correctness  of  the  formuls  which  are  deduced 
Vf  others. 

Prof.  Rankine,  in  the  reference  made  above,  leaves  as  to  infer  that 
the  longitndina]  compression  will  be  uniform  throughout,  and  finds  its 
value  by  assuming  that  one  half  the  load  is  supporteil  at  each  end  of 
%he  rafter.    In  this  way  we  readily  find  that  the  strain  would  be 

J  F"  sec  fl 
"which  compared  with  (12),  (18)  and  (11)  sfaows  that  it  is  too  great  at 
'^he  upper  end,  correct  at  the  middle,  and  too  small  at  the  lower  end. 
Jf  the  rafter  is  vertical  the  above  expression  gives  J  W  for  the  com- 
pression, whereas  it  should  be  aero,  and  at  the  lower  end  it  is  only 
lialf  enough.  The  horisontal  thrust  at  the  upper  end,  by  this  method, 
in  ^  TT  tang  6  which  is  the  same  equation  (8). 

Trsutwine  considers  that  the  total  pressure  at  the  foot  of  the  rafter 
is  a  vertical  force  producing  compression.  This  resolved  horizontally 
and  obliquely  gives 

H  =  TTtangl? 
i  +  i'  =  TTsecff 
both  of  which  are  double  the  value  given  by  Prof.  Rankine  and  the 
former  is  double  the  correct  value. 

This  method  at  first  appears  bo  plausible,  that  it  may  be  advisable 
to  show  its  fallacy  by  an  illustration. 

If  P  is  very  near  the  lower  end  of  the  raf- 
ter, as  in  Fig,  4,  it  is  evident  that  H  will  be 
small,  while  the  reaction  is  still  equal  to  P ; 
and  if  the  weight  P  is  exactly  over  the  sup- 
port it  will  develop  no  horizontal  thrust,  but 
in  all  these  cases,  according  to  Trautwine's 
formula,  the  horizontal  thrust  is  the  same. 
The  longitudinal  compression  due  to  Pdireetly 
u  eoDStant  for  all  posi^ons  of  P  for  the  same  inclination  of  tlie  raf- 
ToL.  LXm.— Taimp  Shiis.-^o.  S.— FiiaDiaT,  IBT3.  8 


106 


OivU  and  Mechanical  Engineering. 


ter,  and  is  P  cos  fl  ;  but  the  compression  due  to  S\a  dependent  upon 
the  poBition  of  P,  being  amall  when  P  is  near  B.  Observe  that  /*" 
may  be  constant  and  iT  may  have  all  possible  vulues  depending  upon 
the  position  of  P. 

If  P  is  considerably  above  H,  as  in 
Fig.  5,  the  lower  end  still  sustains  P 
and  t'  e  horizontal  thrust  grently  exceeds 
that  in  Fig.  4.  The  compression  in  this 
case  due  to  P  is  the  same  as  in  the  pre- 
ceding case,  while  that  due  to  jT"  greatly 
exceeds  that  in  the  preceding  case. 

It  is  worthy  of  note  that  the  strains  In 
this  rafter  are  independent  of  the  inclination  of  the  rafter,  brace,  or 
beam,  which  holds  its  upper  end  in  any  practiced  case,  provided  that 
the  two  rett  againtt  each  other. 

But  these  illustrations  only  show  the  general  fact  by  passing  bo 
near  the  limits  of  the  problem  as  to  make  the  result  appear  absurd, 
but  I  think  they  will  make  the  following  solution  more  easily  under- 
stood. The  seat  of  Mr.  Trantwine's  error  consists  in  assuming  that 
the  reauUant  of  the  two  forcet  at  the  foot  of  the  rafter  i»  in  the  direction 
of  the  rqfier.  This  hypothesis  is  true  only  when  the  weight  rests 
upon  the  upper  end  of  the  rafter.  The  true  direction  of  the  result- 
ant may  be  found  geometrically  as  follows : 

Let  P,  Fig.  6,  be  applied  at  any  point, 
then  since  ^and  Pare  in  equilibrium 
about  B,  the  resultant  of  P  and  H  muet 
pass  through  that  point.  It  must  also 
pass  through  the  point  a  where  their 
line  of  directions  meet.  Hence  a  B  is 
the  direction  of  the  resultant.  If 
this  resultant  be  resolved  parallel  to  and 
perpendicular  to  the  direction  of  the  raf- 
ter, the  former  will  give  the  compression  between  C  and  B,  due  to  S 
and  P.  We  have  from  equation  (1)  R  =  n  P  tang  d,  hence  the  re- 
roltant, 

p       _____  

M  =  y^  H'+P'  =  P  V^*  tang»  tf  +  1  =  -^^  v  »» sin*  9  +cob»  9 

To  resolre  this  multiply  it  by  the  cos  of  i  £  e.    Ereot  d  e  and  b  r- 
perpendioolar  to  .S  e,  and  hf  perpe&dicnlar  to  d  e.     Call  .0  d  =  1, 
then  from, 
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d  b  =z  n  tang  0j 
dBe  =  d  =fdb, 


.-.  b  B  =i/u^  tang*  ^  +  1 
B  e  =z  cos  9,  and 
fb  =  ec  =  n  tang  0  sin  d. 
•*•  B  0  i^n  tang  0  &\n  0  +  cos  0,  and 

n  tan^  <?  sin  /?  +  cos  0        n  sin*  #  +  cos'tf 


|/n*  tang*  0  +  I  v  ^^'s"^"*  ^  +  co^*  0 

The  last  expression  is  found  by  multiplying  the  terms  of  the  pre- 

eeding  fraction  by  cos  0. 

The  total  compressive  force  is  found  by  multiplying  the  value  of 

B  given  above,  by  the  cos  of  b  B  o  as  just  found.     This  gives 

n  sin*  0  +  cos*  0 

P        -_ , 

Compression  ==  yn^  sin*  +  co&^  x  y^n^  sin^*  0  +  cos*  0 

cos  0 

=   -^    [n  sin*  0  +  cos*  0] 
cos  ^        L  J 

which  is  the  same  as  equation  (6.) 

If  the  rafter  is  uniformly  loaded  the  resultant  of  the  load  would 
pass  through  the  center  of  the  rafter.  Calling  the  load  W  and  pro- 
ceeding in  the  same  way  as  above,  we  find  for  the  reetiitant  com- 
frmnonat  B 

—a      fi  sin*  0  +  cos*  0^ 

cos  0     y--  J 


_Z         fain*  0+  2  cos  0^ 
2  cos  ^      L  J 


whtcb  ia  the  same  as  equation  (11.) 

•    The  compression  at  any  point  may  be  formed  in  the  same  way  by 

considering  the  resultant  of  the  weight  between  A  and  the  point. 


ON  THE  FLOW  OF  WATER  IN  RIVERS  AND  CANALS. 

Bt  J.  Farrand  Henrt,  Ph.  B. 
(ConiiDned  from  page  348.) 

In  Table  XII  the  observed  velocities  on  these  verticals  and  the 
ordinates  of  the  parabola  are  given.  The  ordinates  of  other  curyes 
haTC  been  added  for  comparison  with  these  observations. 
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These  carves  were  calculated  by  the  following  formulae  : 
Parabola,     x  --=  V  —  (b  v)  J  {J~^)  * ; 

in  which  x  =  the  ordinate  at  any  depth,  y, 

V  =  the  mean  velocity  of  the  river, 

V  =  the  velocity  at  the  depth  of  the  axis, 
d  =  the  depth  of  the  axis, 

b  =  a  constant,  the  value  of  which  for  rivers  is  given   as 
0-1856. 

Introducing  the  constants,  we  have  for  the 

St.  Clair,  X  =  3-680  —  0-771  (^^^)  *,  and  for  the 

^  46.4  ' 

St.  Lawrence,  x  =  1-499  —  0-491  {^■^^\  \ 

'  ^  65-2  ) 

2 

ReverBcd  Parabola,     x^  =  C  H ^  ;  in  which  x  and  y  have  the 

same  value  as  the  last;  and  for  the  St.  Clair,  x  =  2-5,  y  =  47-8,  C 
=  1-691.     For  the  St.  Lawrence,  x  =  0-624,  y  =  66-2,  C  =  0-950. 

Logarithmic  Curve,     x  =  C  +  y  —  ;  x  and  y  being  the  same.     C 

a 

=;i-800,  a  =  0-77,  for  the  St.  Clair,  and  C  =  0-790,  a  =  2-45,  for 

the  St.  Lawrence. 

Ellipse.     X  =  C  +  ?.  (2  A  y  +  y2)  J ;  for  the  St.  Clair,  A  =  67, 

A. 

B  =  2-7,  C  =  1-300,  and  for  the  St.  Lawrence,  A  =  83,  B  =  0-76, 
C  =  0-818. 

These  last  curves  are  the  same  as  those  plotted  in  figures  11,  12 
and  13. 

The  straight  lines  were  taken  as  intersecting  at  six-tenths  the 
depth. 

Noting  first  the  St.  Lawrence  observations,  we  see  that  in  that  slow 
current  the  ordinates  are  so  small  in  proportion  to  the  depth  that  all 
the  curves  approximate  very  nearly  to  a  straight  line,  and  therefore 
there  is  but  little  difference  in  their  agreement  with  the  observations ; 
though  even  in  this  case  we  see  that  the  parabola  is  the  worst  form  of 
curve  to  express  the  decrease  in  the  velocities. 

But  in  the  St.  Glair  observations,  where  the  velocity  is  more  than 
double,  and  the  depth  much  less  than  that  of  the  St  Lawrenoe,  we 
see  at  once  how  entirely  it  disagrees  with  the  observations  bolh  at  die 
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ST.  CLAIR  RIVER.— Oepth  from  44  to  47  fket. 


Parabola. 

HuTr.phrey8  and 
Abbot. 


Reversed 
Parabola. 

Woltmann. 


Lofrarithmic 
Curve. 

Funk. 


Straight  Imei), 
interaecting  at 

<i-0  dep*h. 

Defontaine. 


Ellipse. 
Racourt. 


1. 


Ordi- 
natea 
of 
t'urve. 

3564 
3  573 
3-564 
3-536 
3  489 
3-423 
3.339 
3  237 
3- 11 5 
3050 
2-962 


I  Differ- 
ence jOdl- 
I    from     '  natea 
iOb»*r-     I    of 
'  vations  iCurve. 


Sums     33  884     .33-890 
Means 


—0-304 
—0-334 
-0-257 
—0-173 
—  0129 
-0-073 
4-0030 
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I  Differ- 
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from        nates* 
Obpor-         of 
vationa.  Cu*ve. 


3952 
3-8H6 
3-812 
3-725 
3  623 
3-.')01 
3-342 
3  121 
2  751 
2-420 
1  800 


4-0  084 
— «".021 
— 0  0(19 
4-0  016 
4-0015 
4-0005 
i4-o-  33 
4-0021 
4-0  073 
4-0032 


0-309 


4-000 
3-892 
3  784 
3676 
3-568 
3  460 
3  260 
2  943 
2627 
2-475 
2-:iOO 


.40132 
— 0-M15 

-0  037 

,—0033 

—0  040 

—0036 

; — 0-049 

— 0  0.=S7 

—  0  051 
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3-843 
3  744 
3018 
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2-447 
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0  0.^4  ' 


Differ- 
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Obfier* 
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—0007 
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0  400 
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ST.  LAWRENCE  RIVER.— Dbpth  from  64  to  67  fkkt 


• 

1\ 

• 

e 

if 

>  t 
1-542 

1 

Parabola. 

1 

1  Humphreys  and 
Abbot 

1 

Reversed 
Paralxila. 

Woltmann. 

L'^garithmic 
Curve. 

Funk. 

Dlffer- 
ordi-            ence 
natPB     from 
of      ObMer- 
Curve.    VMtlonn. 

Straight  lines. 

int»n«ectin<  at 

O-fi  depth. 

Defontaine. 

El 
Ra 

Ordi- 
nate» 
of 
Curve. 

1  548 

ip.«»e. 
court. 

;(»rdi- 
'     nates 

of 
;  Curve. 

Differ 
ence 
from 
Obi«er- 
vations. 

Differ- 

Ordi-           ence 

naten|    'rom 

of      Ohaer- 

Curve.    vationi*. 

.Differ- 
ordi-           ence 
nates :    fri>m 
of      <  >b}»pr- 
Line».    vationv. 

Differ- 
ence 
from 
o»  8er- 
vationh. 

1 

1-496 

0046 

1  574:4-0-032 

l.r,37   _o-005 

1-560 

-f-0-018 

4-O.0O6 

5 

1-533 

\    1  499  _0034 

I  550, -f 0017 

1-521    —0012 

1-537 

-f  0  004 

1-536 

-i-0  003 

10 

1-509 

;    1-496    -  00 13 

1  524  14-0015 

1506  1  — 0003 

I -fiU  4-0005 

1  521 

4-0-012 

15         i 

1-607 

1-487'      0  020 

I  497        0010  j 

1-490    —0  017 

1491    —0  016 

1-495 

— OtU2 

20 

1-470 

1-473  -i-0-003 

1469  —0001  1 

1-470! 

1  468    -0002 

1   483 

-f-0-013 

35 

1-477 

1453— 0024 

I  440!— f -037 

1-450'      0.027 

1  44.^.  —1-032 

1  458 

— 0*0  19 

30 

1-417 

1  427  -1-0-010 

1-408;— 0  004 

1-426  -f-0  009 

1-422        0005 

1  429 

-i-0-012 

35 

1-398 

l.<95i— 0003 

1.H74  —0-034 

1-.399  4-0  001 

1-399  4-0  001 

I  394 

—  0004 

40 

1-357 

1  358  4-0-001 

1  327    -0-030 

1-367  -f-OOlO 

1-373  4-0    •16 

1  364 

—  0  003 

45 

1-315 

1314  —0  001 

1  296  4-0019 

1-328  ,-f-O-0 13 

1-296—0  019 

1.307 

— O008 

50 

1-236 

1-265  4-0029 

1  250  -I-0014 

1-277  4-0041 

1-219  —0017 

1  249 

4-0013 

55 

1167 

l-2n»4-0  043 

1195  14-0  028 

1  207  4-0  040 

1.143   —0024 

!1-17« 

4-0-011 

60 

I  092 

M50  4-0068 

1-127  i-l-0-035 

1-087        0005 

1-066  — 0-026  11078 

—0014 

62*5 

,  0  800 

1-080 

0-950  , 

0-790 

0  985 

0-818 

1 

1 
1 

Sams 

!  18020 

18026       0-285 

0271 

0-183 

0185 



0-130 

I 
1 

Xetm 

1 
1 
» 

0-022 

0-021 

1014 

0  014 

0-0 10 
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iurface  and  bottom.  Probably,  were  the  true  velocities  of  the  Mis- 
rissippi  known,  the  differences  between  them  and  this  parabola  would 
be  much  greater. 

The  reversed  parabola  also  differs  considerably  from  the  measured 
velocities ;  while  the  logarithmic  curve,  the  straight  lines  intersecting 
at  six-tenths  the  depth,  and  the  ellipse,  agree  very  well  with  the  ob- 
servations. The  straight  lines  cannot  be  correct  near  the  bottom,  on 
account  of  the  more  rapid  decrease  in  the  velocities  there ;  to  give  a 
close  approximation  to  that  part  of  the  velocities,  there  should  be  a 
third  line,  still  more  inclined,  intersecting  the  second  near  the  bot- 
tom. In  the  selected  vertical  from  the  St.  Clair  the  logarithmic  curve 
appears  a  little  the  best ;  but  in  the  deeper  verticals,  where  the  velo- 
city for  a  considerable  depth  differs  but  little  from  that  near  the  sur- 
face, the  ellipse  shows  a  much  better  agreement  with  the  observations ; 
for  near  the  extremity  of  the  minor  axis  the  curve  approximates  to 
the  tangent  at  that  point. 

The  great  discrepancy  shown  by  the  parabola  naturally  leads  us  to 
examine  more  carefully  the  manner  of  obtaining  it,  especially  as  we 
have  seen  that  in  full  two-thirds  of  the  selected  verticals  of  the  Mis- 
sissippi observations  the  maximum  velocity  is  at  or  near  the  sur- 
face. 

As  has  already  been  stated,  Capt.  Boileau  found  that  in  his  obser- 
vations on  the  experimental  canals  at  Metz,  the  decrease  in  velocities 
was  best  expressed  by  a  parabola  with  its  axis  at  the  surface.  As  these 
observations  are  rather  curious  they  are  exhibited  in  figure  13.  The 
velocity  below  the  surface  first  increases  rapidly,  then  follows  closely 
a  vertical  line  to  about  one-third  the  depth,  then  decreases  towards 
the  bottom  in  nearly  a  straight  line  ;  thus  agreeing  with  M.  Defon- 
taine's  two  straight  lines,  except  that  their  intersection  is  at  one-third 
the  depth,  which  is  much  higher  than  is  given  by  any  other  observa- 
tions 

In  the  Mississippi  Report  (page  251)  these  observations  are  given, 
reduced  to  English  feet ;  and  the  authors  found  that  a  parabola  with 
the  axis  about  two-tenths  the  depth  below  the  surface  would  agree 
nearly  as  well  with  the  observations  as  one  with  its  axis  at  the  sur- 
face, and  besides  express  the  decrease  above  the  point  of  maximum, 
which  Capt.  Boileau  thought  followed  in  law.  This  parabola  is  shown 
by  the  full  lines  in  figure  13. 

In  December,  1859,  about  a  year  after  the  close  of  the  Mississippi 
observations,  Lieut.  Abbot  made  a  series  of  float  observations,  on  a 
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feeder  of  the  Chesapeake  and  Ohio  canal,  at  the  Little  Falls  of  the 
Potomac.* 

They  were  very  nicely  and  carefully  executed,  and  are  as  good  as 
any  double  float  observations  can  be,  and  would  probably,  in  such  a 
small  stream,  give  a  very  near  approximation  to  the  true  velocity 
of  the  current.  These  observations  are  plotted  in  figure  14,  being 
represented  by  the  circumscribed  dots. 

The  canal  was  rectangular,  about  23  feet  wide  and  7  feet  deep. 

According  to  the  law  of  the  descent  of  the  maximum  velocity,  it 
should  be  found  at  about  two-tenths  the  depth  below  the  surface, 
which  is  a  little  less  than  is  given  by  the  observation. 

By  rejecting  the  surface  and  lowest  measurement,  a  parabola  simi- 
lar to  the  one  found  to  agree  with  Gapt.  Boileau's  observations  would 
pass  very  near  to  the  other  points.  This  parabola  is  shown  by  the 
dotted  line. 

An  ellipse,  represented  by  the  full  line  in  the  figure,  passes  through 
the  lowest  observation,  and  agrees  nearly  as  well  as  the  parabola  with 
the  remainder,  while  it  cuts  the  bottom  at  an  acute  instead  of  an  ob- 
tuse angle. 

It  is  to  be  regretted  that  this  curve  was  not  chosen  rather  than  the 
parabola,  for  it  certainly  better  expresses  the  decrease  of  the  sub- 
surface velocities  in  flowing  water. 

Mean  Velocity. 

Many  engineers  have  attempted  to  find  the  ratio  between  the  mean 
velocity  of  rivers  and  canals  and  the  maximum  velocity  at  the  sur- 
face. Some  have  been  contented  with  a  simple  expression  of  the 
ratio,  and  the  equation  v  =  0'8  V  is  generally  adopted,  in  which  v  = 
the  mean  velocity  of  the  current,  and  V  ==  the  maximum  surface  ve- 

V-f- W 
locity.     Dubuat  gives  the  formula  v  =  — ^- —    ,  W  being  the  bottom 

velocity.  Young  makes  v  =  V  -f  05  |/v~+  0-25,  V  being  given 
in  inches  per  second. 

Prony  found  v  =         v     i     QAf^na    »  ^^^  ^^*®  gives  generally  too 

large  a  value  for  v. 

Baumgarten  multiplied  it  by  0*8,  to  make  it  agree  with  his  observa- 
tions on  the  Garonne.     The  formula  then  becomes 

*  Mississippi  Report,  page  253. 
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^  0-8  V  (V  +  7-78188) 
^  V  +  10-34508 

the  velocities  being  expressed  in  feet  per  second.  In  this  form  it 
^ill  probably  give  a  very  close  approximation  to  the  mean  velocity  of 
Tivers. 

But  the  great  desideratum  has  been  a  formula  by  which  the  mean 
-velocity  could  be  obtained  from  the  cross  section  and  inclination  of  the 
bed.     Almost  every  writer  on  this  subject  has  given  a  new  formula, 
and  proved  the  incorrectness  of  all  those  which  were  established  be- 
fore him. 

The  oldest  and  simplest  of  these  formulre  is  that  of  Chezy,  v  =  c  i/R  I, 

.R  being  the  hydraulic  mean  radius,  or  the  cross  section  a  divided 
by  the  perimeter  p.  In  large  rivers  this  quantity,  R,  differs  but 
'little  from  the  mean  depth.  I  =  the  inclination  of  the  bed  of  the 
stream  |per  running  foot,  or  the  fall,  A,  divided  by  the  distance  in 
feet,  I. 

(jI=  a  constant  to  be  determined  by  experiment. 

The  value  of  this  constant  has  been  differently  estimated  by  differ- 
ent writers,  varying  from  0*68  to  1*00. 

Dubuat,  from  his  own  observations  on  small  canals  and  a  few 
others,  deduced  his  celebrated  formula, 

307 

v  =  /R-0l(^T_jL(J  +  1.6)-n 
L  being  the  hyperbolic  logarithm,  or  the  common  logarithm,  multiplied 

by  2-3026851. 

When  R  snd  I  are  both  very  great,  the  formula  may  be  written, 
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Dr.  Toung,  in  his  experiments  upon  the  circulation  of  the  blood, 
found  that  the  resistances  could  not  be  expressed  by  the  simple  square 
of  the  velocity,  and  he  modified  Dubuat's  formula  as  follows : 

V  =  ^^  +  £_'  _  _^,  in  which  b  =  -0000001  (418  H-  ^  — 

^^Q  _  _^_),  and  c  =  -0000001  JQ"  ^'  +  _L 
d  +  12-8        d  +  0-355' '  *""  ^  ^  d»  +  1136  ^  ^"j 

^1085   +  — -y —  +  — -Ti — ) ;  d  =  four  times  the  hydraulic  mean  depth. 
Per  large  rivers  v  =  1/2OOOO  d  I  nearly. 
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He  gives  a  table  of  the  values  of  b  and  c  for  all  ordinary  stream 
and  canals.  In  this  and  in  Dabuat's  formula  the  quantities  are  ex- 
pressed in  inches,  and  in  all  others,  in  feet. 

Eytelwin's  well-known  formula,  the  one  most  commonly  used  in 
practice,  especially  by  German  engineers,  partly  on  account  of  ita 
extreme  simplicity  is,  v  =  jj  (10560  R  I)  J. 

Darcy  and  Bazin's  formula  for  streams  with  natural  beds,  deduced 

from  their  own  and  preceding  observations  is,  v  lL-_ 

A  being  =  000085  f ^+-iT-)-     ^^^  ^^^  ^f  cement,  plank,  4c., 

the  value  of  A  is  different. 

Humphrey's  and  Abbot's  formula,  obtained  from  measurements  in 
the  small  rectangular  feeder  of  the  Chesapeake  and  Ohio  Canal  and. 
from  the  selected  Mississippi  observations,  is  as  follows : 

'^/o-0081b+('^^Ti  '-'^  ^)  \  in  which 

B  =  the  width  of  the  stream  and 
1-69 

^==  T/R+r5    . 

In  1868,  after  discussing  the  observation  of  MM.  Darcy  and  Basin,. 

Gen.  Abbott  added  a  second  term  to  this  formula     "^  V  v 

1+P 
v'  =  the  value  of  the  first  term   in  the  expression  for  v.     He  has. 
also  prepared  tables  to  facilitate  the  computation.     Dr.  Hazen,  col- 
lating all  the  observations  from  which  the  above  formulae  were  de- 
duced, and  computing  the  constants  by  means  of  the  method  of  leaatv 
squares,  gives  the  following  :     v  =  4*39  s/  a  x  V  L 

The  above  are  a  few  of  the  formulae  which  have  been  deduced  by 
different  engineers  ;  each  one  first  showing  that  none  of  the  previous 
formulae  would  conform  to  their  theories  and  experiments. 

At  the  commencement  of  this  century.  Dr.  Robinson,  of  Edinburgh, 
speaking  of  the  state  of  the  science  of  hydraulics  in  his  day,  says :. 
'^  As  to  the  uniform  course  of  the  streams  which  water  the  face  of  the 
earth,  and  the  maxims  which  will  certainly  regulate  this  agreeably 
to  our  wishes,  we  are  in  a  manner  totally  ignorant. 

Who  can  pretend  to  say  what  is  the  velocity  of  a  river  of  whioh. 
you  tell  him  the  breadth,  depth  and  declivity  ?  Who  can  say  what, 
swell  will  be  produced  in  diffierent  parts  of  its  course,  if.  a.  dam  ocr 
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wier  of  given  dimensions  be  made  in  it,  or  a  bridge  be  thrown  across 
it ;  or  how  mnch  its  waters  will  be  raised  by  turning  another  stream 
into  it,  or  svnk  bj  taking  off  a  branch  to  turn  a  mill  9  *  * 

******  Yet  these  are 
most  important  questions.  The  causes  of  our  ignorance  are  the  want 
or  uncertainty  of  our  principles  ;  the  falsity  of  our  theory  which  is 
belied  by  experience ;  and  the  small  number  of  proper  observations 
or  experiments,  and  the  difficulty  of  making  such  as  shall  be  service- 
able." 

Dopuit  says  :*  *^  The  comparison  of  velocities,  observed  in  large 
bodies  of  running  water  is  far  from  confirming  the  preceding  form- 
ula;" and  he  also  says  that  M.  Menard  states  in  his  ^'  Caurs  de  Can- 
siruetianj'*  that  he  found  the  actual  outflow  at  a  certain  point  in  the 
river  Meuse  to  be  83*4  m.,  while  Prony*s  formula,  applied  to  different 
sections,  gave  58  m.,  56  m.,  74  m.,  69  m.,  34  m.  and  29  m.  At 
another  point  the  computation  gave  28  m.,  11  m.,  80  m.,  39  m.  and 
4m.,  while  the  actual  discharge  was  25  m.,  5." 


Hints  how  to  use  a  Grindstone.    By  T.  E.  Mitchell,  Fhila^ 

1st. — ^Don't  waste  the  stone  by  running  it  in  water ;  but  if  so,  don't 
allow  it  to  stand  in  water  when  not  in  use,  as  this  will  cause  a  soft 
place. 

2d. — Wet  the  stone  by  dropping  water  on  it  from  a  pot  suspended 
above  the  stone,  and  stop  off  the  water  when  not  in  use. 

8d. — Don*t  allow  the  stone  to  get  out  of  order,  but  keep  it  perfectly 
round  by  the  use  of  gas-pipe,  or  a  hacker. 

4th. — Clean  off  all  greasy  tools  before  sharpening,  as  grease  or  oil 
destroys  the  grit. 

5th. — OBSsavB — ^When  you  get  a'stone  that  suits  your  purpose,, 
send  a  sample  of  the  grit  to  the  dealer  to  select  by,  a  half  ounce  sam- 
ple is  enough,  and  can  be  sent  in  a  letter  by  mail. 

*Btade8  theoriqaes  et  pratiqaes  sar  le  moavement  des  eanz,  par  L  Dapait» 
Paris,  1863,  page  55. 
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ON  THE  MINERAL  RESOURCES  OF  NORTH  CAROLINA. 

Bt  Fred'k  a.  Oentb. 
(Continaed  from  page  48.) 

Copper. — Copper  ores  have  been  found  in  many  localities  through- 
*oat  the  State,  in  the  veins  of  the  old  gneissoid  rocks,  as  well  as  in  the 
more  recent  slates,  and  even  in  the  triassic  formation. 

The  principal  ore  is  chalcopyrite  or  copper  pyrites ;  and  there  is 
•every  reason  to  believe  that  many  of  the  mines  require  only  a  fuller 
development  to  enable  them  to  furnish  large  quantities  of  valuable 
•ores. 

I  have  already  mentioned  that  many  of  the  gold  veins  are  associated 
ifith  pyritic  ores,  and  in  fact  almost  all  the  North  Carolina  copper 
mines  in  the  central  Counties  have  first  been  worked  for  gold,  and 
there  are  hardly  any  mines  in  Guilford,  Cabarrus  and  Mecklenburg 
Counties  occurring  in  the  gneissoid  and  syenitic  rocks,  which  do  not 
show  strong  indications  of  copper  ores. 

When  mining  operations  receive  a  new  impetus,  it  is  to  be  hoped 
that  this  very  important  fact  will  be  borne  in  mind,  and  that  no  mine 
should  be  started  without  sufficient  means  to  develop  it  at  once  to 
such  a  depth  that  a  workable  body  of  copper  ores  may  be  reached. 

The  general  character  of  these  mines  is  that  about  at  water  level,  the 
so-called  brown  gold  ores  are  replaced  by  quartz  richly  charged  with 
iron  pyrites  more  or  less  mixed  with  copper  pyrites,  the  latter  in- 
creasing as  the  mine  deepens,  and  in  many  places  becoming  the  only, 
•or  the  predominating  ore,  and  forming  a  regular  copper  vein. 

The  ores  either  became  poor  in  gold  or  the  latter  could  not  be  ex- 
tracted by  the  ordinary  process,  then  chiefly  in  use  in  North  Caro- 
lina— Chilean  mills  and  arastra — therefore  many  valuable  mines  were 
abandoned,  mostly  before  a  larger  and  paying  quantity  of  copper  ores 
had  been  reached. 

In  this  formation  there  is  not  at  present  a  single  copper  mine  in 
•operation,  although  many  look  favorable  for  further  development. 

The  principal  mines  which  promised  to  change  into  copper  mines 
«re :  in  Guilford  County,  the  Fisher  Hill,  the  North  Carolina,  the 
if cCuUoh,  Lindsay,  Gardner  Hill,  Twin  Mines,  etc. ;  in  Oabarms 
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Oounty,  the  Ludowick,  Boger,  Hill,  Phoenix,  Orchard,  Vanderburg, 
Pioneer  Mills,  etc.,  and  in  Mecklenburg  the  McGinn,  Hopewell, 
Radesill,  Cathay  Mines,  etc. 

The  cupreous  minerals  observed  in  these  mines  are,  near  the  sur- 
'face,  small  quantities  of  native  copper  and  cuprite,  the  latter  some- 
times   in  beautiful  needles,    the  so-called  chalcotrichite,  malachite, 
irarelj  azurite,  chrjsocolla  and  pseudo-malachite,  and  in  <8ome  of  the 
mines  chalcocite  and  barnhardtite ;  all  resulting  from  the  decomposi- 
*tion  of  chalcopyrite  or  copper  pyrites,  which  forms  the  principal  ore. 
Siderite  or  carbonate  of  iron  often  forms  an  important  gangue  rock. 
A  very  important  copper   region  extends   through  many  of  the 
estern  counties  of  North  Carolina,  which  is  best  developed  in  Jack- 
on,  Watauga,  Ashe,  Wilkes  and  Alleghany  Counties.     The  ores  oc- 
in  hornblendic  slates  and  gneissoid  rocks. 
In   Jackson   County,  at  the   Savannah,  the  Cullowhee,  the  Wolf 
*C5reek  Mines  and  others,  large  quantities  of  chalcopyrite  or  yellow 
•oopper  pyrites  have  been  obtained  ;  at   Elk  Knob,  in  Ashe  County, 
•^he  ore  consists  of  chalcopyrite  with   pyrrhotite,  in  a  gangue  rock 
-consisting  of  a  dark  colored  micaceous  quartzite.     The  Ore  Knob  in 
"^he  same  County  has  furnished  chalcocite  or  copper  glauce. 

At  (jap  Creek  Mine,  in  Wilkes  County,  the  ore  consists  of  quartz 
'with  bornite  or  variegated  copper  ore  and  chalcopyrite.  The  ore 
^^ometimes  contains  silver  and  gold. 

The  Peach  Bottom  Mine  in  Alleghany  County  has  been  worked  to 
:a  depth  of  150  feet,  and  has  produced  a  considerable  quantity  of  ore  ; 
jalenite  occurs  in  a  portion  of  the  vein. 

This  whole  mining  region  is  well  worthy  the  attention  of  capitalists, 
and  when  better  facilities  for  transportation  are  offered,  I  have  no 
•doubt  that  it  will  be  more  fully  and  profitably  developed. 

The  only  two  copper  mines  in  North  Carolina,  which  are  worked 
at  present  to  a  limited  extent,  are  in  the  so-called  taconic  slates. 

The  Clegg  Mine  in  Chatham  County  is  a  large  quartz  vein  in  argil- 
laceous slates.  It  is  developed  to  a  depth  of  200  feet  and  has  fur- 
nished large  bunches  of  valuable  ore.  The  ore  is  chiefly  chalcopyrite, 
but  other  cuprose  minerals  have  been  found,  among  which  azurite  in 
small  but  beautiful  crystals.  The  mine  is  in  excellent  order,  and  the 
machinery  is  of  the  best  quality  and  very  efficient.  I  understand  that 
^arrangements  have  been  made  to  smelt  the  ores  on  the  spot.  Copper 
•ores  under  similar  circumstances  are  found  at  other  places  in  Chat- 
4iam,  also  in  Person  County. 
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The  other  mine  is  the  so-called  Emmons  or  Davidson  copper  mine^ 
about  six  miles  from  Lexington.  It  has  also  been  opened  as  a  goM 
mine,  but  the  ore  was  poor,  containing  not  over  thirty-seven  cents  per- 
bushel,  with  a  large  admixture  of  iron  and  copper  pyrites,  occurring 
in  a  dark  bluish  green  chloritic  slate.  It  has  been  abandoned  there- 
fore as  a  gold  mine  and  is  worked  only  for  copper.  I  learned  a  few 
days  ago  that  works  for  the  extraction  of  the  ore  by  the  humid  way 
are  in  contemplation. 

Almost  identical  in  appearance,  but  richer  in  gold,  is  the  so-called:- 
Barnhardt  vein  of  Gold  Hill.  In  the  neighborhood  of  Gold  Hill  ar« 
several  localities  which  have  yielded  rich  copper  ores  ;  especially  the 
Union  copper  mine  in  Cabarrus,  about  one  mile  from  Gold  Hill ;  it 
was  worked  more  than  any  other  in  tho  neighborhood,  and  has  fur- 
nished crystallized  copper  and  cuprite,  and  a  mixture  of  chalcocite 
and  chalcopyritc  and  other  ores. 

Other  mines  in  the  neighborhood  of  Gold  Hill,  also  several  in  Ran*^ 
dolph  and  Davidson  Counties,  contain  more  or  less  copper ;  for  instance, . 
the  Conrad  Hill,  show  strong  indications  of  copper. 

Arsenicj  Antimony  and  Bismuth. — Only  a  few  ores  of  arsenic  and 
antimony  have  been  noticed  in  North  Carolina.  Amongst  these  is 
very  rare  native  antimony,  of  which  a  small  piece  was  submitted  to* 
my  examination  by  Dr.  Hunter,  of  Cottage  Home,  Lincoln  County. 
It  has  been  found  in  a  small  vein  in  Burke  County.  An  examina- 
tion proved  it  to  be  quite  pure. 

Both  arsenic  and  antimony  are  found  in  combination  with  other 
metals :  arsenic  at  a  few  localities  in  Union  and  Gaston  Counties,  in 
small  quantities,  as  arsenopyrite  or  mispickel,  associated  with  gold 
ores;  and  both  arsenic  and  antimony  in  the  highly  argentiferous* 
tetrahedrite  of  the  McMakin,  and  the  tetrahedrite  of  the  Ludowick 
mines  in  Cabarrus  County. 

Bismuth  has  been  observed  as  bismuthinite  in  minute  particles  asr 
sociated  with  the  gold  and  copper  ores  of  the  Barnhardt  vein  at  Gold 
Hill,  and  by  Dr.  Asbury  as  bismuthite  with  gold  ores  at  the  Asbary  * 
mine  in  Gaston  County  ;  also  as  bisinite,  or  teroxide  of  bismuth,  in  the 
same  mine,  and  in  combination  with  copper,  lead  and  sulphur  at  CoL 
White's  mine  in  Cabarrus  County,  probably  as  aikinite.     The  most 
interesting  ores  are  the  telluride  of  bismuth  (tetradymite)  and  the- 
tellurate  of  bismuth  (montanite) — both  found  associated  with  gold  ores  < 
in  numerous  localities — ^in  Davidson,  Cabarrus,  Gaston,  McDowell  andi 
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!!Bnrke  Counties.  The  bismuthic  gold  mentioned  by  Shepard  as  coming 
from  Rutherford,  is  probably  an  artificial  product  resulting  from  the 
simultaneous  amalgamation,  of  gold  and  tetradymite. 

CobaU  and  Nickel. — Small  quantities  of  these  two  metals  have 
'been  observed  in  the  manganese  gossans  of  several  mines  in  Gaston 
'  Ooanty,  but  thus  far  no  regular  workable  deposit  has  been  found. 

Afanganeee. — The  regular  manganese  deposits  are  as  yet  known  in 

^orth  Carolina ;  small  quantities  of  pyrolusite,  psilomelane  and  wad 

liave  been  observed  associated  with  iron,  gold  and  silver  ores,  in  sev- 

•  «ral  localities  in  the  State.     Many  of  the  iron  ores  contain  a  small 

per  centage  of  manganese. 

The  manganese  garnet  may  become  of  considerable  importance  in 
'"the  iron  industry ;  it  occurs  in  several  large  veins  or  beds.    At  Buck- 

liorn  it  is  associated  with  the  magnetic  iron,  and  serves  as  a  valuable 

flax,  it  is  also  found  near  Danbury  in  Stokes  county,  in  Rowan  and 

JElutherford  counties. 

Chrome. — Minute  quantities  are  found  in  the  magnetic  iron  belt 
passing  through   Guilford  and  Rockingham  Counties.     Deposits  of 
considerable    magnitude  exist    in  the  chrysolite  beds  of    Jackson, 
Mitchell,  Tancey  and  Watauga  Counties. 
None  of  them  are  worked  at  present. 

Iron. — Although  the  mineral  wealth  of  North  Carolina  is  affirmed 
beyond  a  doubt  by  its  numerous  mines  and  deposits  of  gold,  copper, 
silver  and  other  metals,  still  its  greatest  resources  consist  in  its  vast 
iron  ore  beds,  distributed  throughout  the  entire  State;  and  when 
these  are  properly  developed ;  their  importance  will  by  far  exceed  any 
other  mining  interest. 

It  may  be  safely  predicted  that,  at  an  early  day,  North  Carolina 
-will  stand  foremost  as  an  tron-producing  State ;  not  only  because  the 
various  varieties  of  iron  ore  exist  in  inexhaustible  quantities,  but  also 
because  they  are  of  very  superior  quality,  and  ofier  all  those  requi- 
sites to  making  the  better  and  more  desirable  grades  of  iron  and 
steel. 

The  principal  ores  are :  the  pure  magnetic  iron,  the  titaniferous 
and  chromiferous  magnetic  iron,  menaccanite  or  titaniferous  iron, 
hematite  or  specular  iron,  limonite  or  brown  hematite,  and  carbonate 
•of  iron.     These  ords,  especially  the  magnetites  and  hematites,  being 
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in  reality  only  a  more  ferriferous  portion  of  the  stratification  form 
strings  of  large  lenticular  beds  in  the  rocks,  here  and  there  inter- 
rupted but  extending  for  many  miles,  and  in  some  instances  stretch- 
ing across  the  entire  State. 

The  outcrops  of  those  ore  beds  being  so  very  numerous,  I  cannot 
do  more  than  indicate  the  various  ranges  and  the  localities  where  the- 
ores  are  best  developed. 

But  as  there  are  also  many  places  from  which  I  have  seen  very 
fine  ores,  which  require  fuller  investigation  as  to  quantities,  I  will 
mention  the  locality,  in  the  hope  that  this  may  lead  to  important  dis- 
coveries. For  the  sake  of  convenience,  I  will  commence  with  the  most 
eastern  locality,  and  take  up  the  different  nearly  parallel  beds  in 
succession,  up  to  the  Tennessee  line. 

One  mile  east  of  Gaston,  near  the  Roanoke  River,  there  occurs  a 
granular  variety  of  hematite,  more  or  less  mixed  with  red  and  yellow 
ochre.  The  ore  is  apparently  of  very  fine  quality,  but  nothing  is 
known  as  to  whether  it  exists  in  quantities  or  not ;  if  found  in  abund- 
ance, its  location  would  make  it  valuable. 

A  large  deposit  of  brown  hematite  occurs  in  the  slate  formation 
connected  with  quartzites,  four  miles  west  of  Smithfield,  Johnson 
County,  and  a  bluflf  of  limonite  is  exposed  at  Whitacker's,  seven  or 
eight  miles  south-west  of  Raleigh,  in  argillaceous  and  chloritic  slates. 

The  various  iron  ore  deposits  of  Chatham  and  Moore  Counties  are 
of  much  greater  importance. 

At  Buckhorn,  on  the  Cape  Fear  River,  a  large  bed  of  granular 
magnetite  has  been  developed,  from  which,  if  I  am  correctly  informed^ 
about  6000  tons  of  very  superior  iron  have  been  produced.  The  bed 
is  between  20  and  30  feet  thick,  and  lies  almost  horizontally  between 
micaschist.  This  magnetite  is  associated  and  largely  intermixed  with 
manganesian  garnet,  which  serves  as  a  flux,  and  renders  it  very  easy  to 
smelt.  The  iron  was  used  during  the  war  for  car-wheels,  and  was  of  such 
excellent  quality  that  one  of  the  wheels,  coming  accidentally  into  the 
possession  of  a  firm  in  Wilmington,  Del.,  induced  them  to  purchase 
the  property,  with  a  view  to  establish  similar  ^orks  in  North  Carolina. 
The  beds  dip  slightly  to  the  south-east,  and  appear  to  extend  in  this- 
direction,  and  also  to  the  south  side  of  Cape  Fear  River. 

A  number  of  beds  of  hematite  or  specular  iron  make  their  appear- 
ance in  Chatham  County,  in  the  argillaceo-talcose  slates ;  the^ores  are 
the  compact  and  granular  hematite,  of  reddish,  greyish  and  iron-blaok 
color,  sometimes  laminated,  foliated  and  micaeeoos. 
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In  Moore  County,  12  miles  east  of  Carthage,  near  Governor's- 
Oreek,  there  occurs  a  pure  massive  kidney-shaped  hematite,  without 
admixture,  probably  the  south-west  continuation  of  one  of  the  Chat- 
ham ore  beds. 

On  Ore  Hill,  in  Chatham  County,  not  only  red  hematites  are  found,. 
but   also  large  beds  of  brown  hematite  or  limonite.     This  hill  is  be- 
tween 200  and  800  feet  high,  and  perhaps  two  or  more  large  veins 
of  about  10  to  15  feet  in  thickness,  intersect  the  hill  in  an  E.  andi 
W.  direction. 

The  limonites  are  of  fine  quality,  but  their  appearance  and  geologi- 
cal position  would  indicate  that  they  are  merely  ^^  gossans/'  or  decom- 
posed pyritous  ores,  and  the  probability  is  that  at  a  greater  depth  the 
unaltered  sulphides  will  be  found.  Since  my  return  from  North  Caro- 
lina, the  Ore  Hill  has  been  sold  for  $150,000,^  and  there  is  a  prospect 
that  the  old  furnace  on  the  place  will  soon  be  rebuilt  and  be  put  into 
1>last. 

The  Evans  ore  bed  is  from  six  to  eight  feet  wide,  and  has  been 
traced  for  nearly  one  mile ;  it  is  about  four  or  five  miles  from  the 
Galf,  and  consists  of  red  hematite,  of  fine  quality.  Kelley's  ore  bed 
and  several  others  show  the  same  character. 

The  ores  which  I  have  seen  are  excellent,  but  none  of  themt  are 
worked. 

Beds  of  granular  magnetic  iron,  of  fine  quality,  have  also  been 
found  not  far  distant,  but  none  of  them  are  developed.  One,  for  in- 
stance, is  about  2  —  3  miles  north  of  Evans  ore  bed. 

I  cannot  leave  Chatham  County  without  mentioning  the  peculiar 
ores  which,  many  years  ago,  have  been  much  speculated  upon  as  being 
of  immense  value,  I  mean  the  so-called  Black  Band  ores  interstra- 
tified  with  the  coal.  There  are  three  seams  of  this  black  band  be- 
tween the  coal  beds.  One  of  these  seams  is  six  feet  in  thickness, 
and  consists  of  argillaceous  carbonate  of  iron  in  balls  and  layers. 

Unfortunately,  only  a  very  small  quantity  of  this  ball  ore  could  be 
selected  which  would  be  pure  enough  for  the  manufacture  of  iron. 
The  great  mass  contains  such  an  abundance  of  bones  and  teeth  of 
saurians  and  fishes,  that  the  amount  of  phosphoric  acid  in  the  same 
renders  it  absolutely  worthless  as  an  iron  ore  ;  the  quantity  of  phos- 
phoric acid  is  so  great,  that  it  has  been  proposed  to  apply  it  to  the  soil 
as  a  manure. 

A  band  af  red  hematite,  probably  the  continuation  of  one  of  the 
Chatham  County  beds,  passes  through  Orange  County.     It  is  quite 


120  Ohemiatry^  Phync9^  T§ehnologyy  etc. 

prominent  on  a  hill  about  1^  mile  north-west  of  Chapel  Hill.  The 
surface  is  covered  with  ore,  some  of  it  almost  pore  sesqnioxide  of 
iron.  Like  Pilot  Knob,  in  Missonri,  it  forms  a  series  of  quartzose 
bands,  frequently  with  bands  of  pure  ore  alternating  with  quartz  more 
•or  less  mixed  with  ore. 

Korth-east  from  it,  in  the  same  County,  at  Red  Mountain,  extensive 
beds  of  this  ore  have  been  discovered. 

In  Montgomery,  Randolph  and  Alamance  Counties,  several  iron 
ore  beds  have  been  found,  which  at  a  future  day  may  become  of 
importance. 

Six  or  seven  miles  south-west  of  Troy,  a  band  of  hematite  lies  be- 
tween bands  of  auriferous  slatee,  bordered  on  one  side  by  quartzite, 
on  the  other  by  slaty  pyrophillite.  It  forms  a  mass  of  about  50' 
wide,  which  has  been  traced  for  quarter  of  a  mile.  The  bed  is  trav- 
ersed by  massive  hornblende. 

About  four  miles  north  of  Troy  a  series  of  magnetic  iron  ore  beds 
•occur  in  the  neighborhood  of  Carter's  Gold  Mines.  The  ore  is  fre- 
quently crystallized,  friable,  and  is  intermixed  with  talc  and  quartz. 
The  continuation  of  some  of  these  ore  beds  pass  through  Randolph 
and  Alamance  Counties,  where  they  yield  ores  of  most  excellent  qual- 
ity, as,  for  instance,  three  or  four  miles  south-west  of  Franklinville, 
If  here  an  abundance  of  fine  magnetite  is  found  on  the  surface  in  the 
immediate  proximity  of  a  vein,  and  at  La  Grange ;  at  the  latter  place 
there  also  exist  large  deposits  of  bog  iron  ore. 

Some  of  the  most  important  developments  have  been  made  within 
the  last  two  years  by  the  North  Carolina  Centre  Iron  and  Manufac- 
turing Company,  of  this  city,  not  only  in  the  great  titaniferous  iron 
belt  which  passes  principally  through  Guilford  and  Rockingham 
Counties,  and  extends  through  the  edges  of  Forsythe  and  Davidson. 
Counties,  but  also  in  numerous  outcrops  forming  parallel  ranges  wi 
this  formation. 

I  have  already  mentioned  the  accumulation  of  iron  ore  in  the  gneis— 
soid  rocks  of  the  Greensboro*  Belt. 

The  ore  forms  one  or  more  strata  between  the  rocks,  and  their  ex- 
tent has  been  proved  for  about  30  miles.     Near  the  north-eastemt 
extension  the  ore  beds  present  a  remarkable  character,  as  proved  hy 
Prof.  J.  P.  Lesley.     He  has  shown  the  beds  to  be  outcrops  of  the 
same  synclinal  basin,  the  so-called  Tuscarora  range  being  the  south* 
east  outcrop,  with  a  north-west  dip,  while  the  so-called  Shaw  range  is 
the  north-west  outcrop,  with  a  south-east  dip.     The  ore  is  a  granular 
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magnetite,  more  or  less  mixed  with  a  micacceous  mineral,  also  with 
hematite  or  menaccanite,  and  in  some  places  it  is  associated  with  gran- 
ular corandum  or  emery. 

The  average  yield  of  the  ore  is  55  per  ct.  of  iron ;  it  contains,  as 
I  have  already  mentioned,  small  quantities  of  chrome,  cobalt  and 
manganese,  and  on  an  average  about  18  per  ct.  of  titanic  acid,  eqnal 
to  8  per  ct.  of  titanium. 

This  titanic  acid  is  not  chemically  combined  with  all  the  ore ;  in 
some  of  the  varieties  I  have  succeeded  in  separating,  by  the  magnet, 
ore  which  was  almost  free  from  it,  leaving  the  not  magnetic  menacca* 
mte  behind. 

During  the  war,  it  was  worked  in  blooroeries  on  a  small  scale, 
^bout  two  miles  from  Friendship,  Guilford  County,  on  a  place  which 
is  now  called  Tuscarora,  and  has  produced  a  quality  of  iron  which 
'Was  very  remarkable  for  its  toughness,  its  great  strength  and  adapta- 
tion for  the  manufacture  of  steel. 

Almost  in  range  with  these  ore  beds,  magnetites  as  well  as  titanif- 
erous  iron  ores  have  been  found  at  several  places  in  Mecklenburg 
dounty:  the  first,  eight  or  nine  miles  from  Charlotte,  of  Steel  Creek 
C/harch ;  also,  about  seven  miles  from  the  same  town,  on  the  York 
f  oad ;  and  the  titan iferous  ore  near  the  old  Harris  mine,  12  miles 
south-east  of  Charlotte.  It  cannot  at  present  be  ascertained  whether 
^hese  ores  are  connected  with  those  of  Guilford  County. 

Before  I  proceed  with  the  consideration  of  the  numerous  iron  ore 
l>ed8  of  the  slates  of  the  Kings'  Mountain  group,  I  will  mention  that 
north-west  of  the  titaniferous  iron  ore  ranges  of  Rockingham,  Guil- 
ford, etc..  Counties,  at  least  three  ranges  have  lately  been  found  be- 
tween it  and  the  Dan  River,  called  the  Johnny  Watson,  Love  and 
McQuillan  ranges.  No  developments  have  been  made  as  yet,  but  the 
analyses  of  some  of  the  ores  show  them  to  be  free  from  titanic  acid, 
and  yielding  about  50  per  ct.  of  iron. 

A  very  extensive  and  important  belt  of  iron  ores,  which  has  fur- 
nished the  greater  portion  of  the  iron  used  in  the  State,  occurs  in 
the  slates  of  the  King's  Mountain  group.  It  consists  of  a  series  of 
parallel  magnetite  ore  beds  extending,  with  frequent  interruptions, 
from  the  neighborhood  of  Danbury  in  Stokes  County,  across  the  en- 
tire State  into  South  Carolina. 

The  character  of  this  series  of  magnetite  beds  is  so  uniform  that  it 
would  be  tedious  to  enumerate  all  the  important  beds;  I  will  therefore 
point  oat  only  a  few  of  the  most  characteristic  ones. 
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The  ores  are  granular  magnetites  without  titanic  aeidj  at  time» 
quite  pure,  but  generally  in  part  altered  into  hematite,  and  more  or 
less  intermixed  with  fine  grained  actinolite,  tremolitc,  talc  or  chlorite 
and  frequently  associated  with  small  quantities  of  epidote.  The 
average  of  the  ore  is  above  60  per  cent. 

A  very  fine  bed  of  this  granular  magnetite  associated  with  actino- 
lite is  the  Rogers  ore  bank,  near  Danbury  in  Stokes  County,  which 
has  been  worked  for  a  long  time,  nnd  the  ore  smelted  at  the  furnace 
on  the  Dan  river. 

There  are  several  parallel  ore  beds  ;  the  upper  is  of  the  finest 
quality  and  most  valuable.  It  is  between  seven  and  twenty  feet  in 
width,  yielding  on  an  average  about  60  per  cent,  of  iron.  The  ore 
is  almost  free  from  phosphorus  and  sulphur.  Some  of  the  smaller 
beds  at  their  outcrop  are  rather  sulphurous.  Similar  very  fine  beds 
occur  in  Surry  County/;  the  ores  are  schistose  granular  magnetites, 
with  talcose,  micaceous  and  quartzose  admixtures. 

At  Tom's  Creek  this  ore  has  been  worked  since  1795,  and  bloom- 
eries  are  now  in  operation.  Other  ore  beds,  which  also  have  been 
extensively  worked,  are  the  Williams*  Ore  Bed  and  the  Hyatt's 
Mine. 

The  southern  continuation  of  the  ore  beds  of  Stokes  and  Sarry  are 
developed  again  in  Forsy the  and  Yadkin  Counties.  The  character  of 
the  granular  magnetites  remains  the  same,  and  is  an  association  of 
talc  or  actinolite.  They  have  been  extensively  worked  at  Hobson's 
in  Yadkin  County,  near  the  east  bend  of  tha  Yadkin  River  and  other 
places. 

Probably  the  beds  in  Davie  County,  on  the  South  Yadkin  River,  ar 
the  same,  and  pass  through  Iredell  County  near  Statesville  into  Ca- 
tawba and  Lincoln^Counties,  where  they  have  again  been  extensively 
worked  for  a  long  time  in  blast  furnaces,  as  well  as  in  bloomeries, 
producing  iron  of  great  strength  and  toughness. 

In  Gaston  County  the  same  beds  of  granular  magnetite,  to  a 
extent  altered  into  hematite,  with  a  fine  grained  actinolite  slate,  have 
been  worked  on'the  High  Shoal  property  on  the  Little  Catawba  River,^ 
at  Ellison's  and  Carson's  Ore  Banks. 

Not  only  magnetites  furnish  the  material  for  the  production  of  iron^. 
but  also   very  fine  flimonites,  fibrous,   cavernous  and  partly  reBalt-* 
ing  from  the  alteration  of  carbonate  of  iron,  often  yet  sbowinf^  its 
crystalline  structure.      Theyj  occur  in  large  veins  or  beds  in  the 
slates ;  as  they  result  mostly  from  the  oxidation  of  pyritous  ores,  it 
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ay  be  expected  that  at  a  greater  depth  this  will  replace  them  en- 
tirely.    The  Orman  and  Mine  Mountain  and  Ferguson  Ore  Banks, 
wLW  on  the  High  Shoal  property,  have  been  extensively  worked.     It 
is    to  be  regretted  that  litigations  have  thus  far  prevented  Admiral 
^Wilkes  from  commencing  operations  at  this  highly  valuable  property, 
^vrith  its  magnificent  water  power  and  other  facilities  for  conducting 
aa  large  manufacturing  business.     Near  the  top  of  Orowder*s  Moun- 
t;ain  a  vein  of  specular  iron  has  been  found.    In  the  vicinity  of  King's 
^ilountain  the  magnetic  ores  have  been  worked  since  the  latter  part 
of  the  eighteenth  century.     One  of  the  ore  beds  is  about  forty  feet 
^hick.     Besides  the  magnetites  there  are  also  limonites  of  good  qual- 
ity.     A  very  striking  feature  of  this  very   important  and  extensive 
l>elt  of  magnetites  is  its   proximity  to  a  parallel   band  of  limestone, 
'vrhich  accompanies   the  iron  ore  at  almost  every  locality  from  Dan- 
l>ar7  down  to  King's  Mountain. 

Entering  again  the  gneissoid  rocks,  we  meet  near  Newton  in  Oa- 
^tawba  County  a  very  valuable  bed  of  granular  magnetic  iron  in  syenite, 
resembling  the  ore  from  Cranberry  in  Mitchell  County. 

Magnetites  as  well  as  hematites  are  found  in  Wilkes  and  Caldwell 
Counties,  some  of  which  were  formerly  manufactured  into  iron.  One 
very  promising  outcrop  of  large  beds  of  fine  granular  titaniferrous 
magnetite,  for  instance,  has  been  observed  near  the  Yadkin  River,  one 
mile  west  of  Patterson,  and  another  two  miles  north  of  Hickory,  both 
in  Caldwell  County.  At  the  latter  place  there  also  occurs  red  hema- 
tites and  limonites  in  large  deposits  and  of  excellent  quality.  It  is 
probable  that  further  developments  may  prove  the  existence  of  a 
more  extensive  range,  since  similar  granular  magnetites  have  been 
found  near  Morgantown,  almost  in  a  line  with  the  strike  with  the 
more  northern  beds. 

Another  bed  accompanies  the  limestone  of  McDowell  county  on 
both  sides  of  the  North  Fork  of  the  Catawba  River ;  the  ores  are 
limonite  sometimes  also  hematite  mixed  with  magnetite.  These 
limonite  beds  continue  to  the  west  of  the  Blue  Ridge,  where  we  find 
them  again  overlying  the  limestone  in  Henderson  and  Transylvania 
Counties. 

Several  beds  of  limonite  and  occasionally  hematite  of  good  quality, 
exist  in  several  localities  of  Buncombe  county,  so  at  Ore  Mountain, 
two  miles  south  west  of  Swannanoa  Gap,  and  also  4 — 5  miles  west  of 
Ashville. 

The  magnetites  and  hematites  west  of  the  Blue  Ridge  deserve  the 
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highest  attention,  as  they  are  not  only  of  very  superior  quality,  but 
also  found  in  inexhaustible  quantities.  The  most  northern  bed  of 
magnetites  is  found  in  Ashe  County  at  the  North  Fork  of  New  River, 
near  Hilton  Creek.  The  ore  is  granular  and  talcose,  in  its  general 
character  almost  identical  with  the  ores  of  the  King's  Mountain 
range,  being  granular  magnetites  of  somewhat  slaty  structure  from 
the  intermixture  of  small  quantities  of  talc.  The  ores  have  been 
worked  in  bloomeries  and  have  yielded  a  good  quality  of  iron. 

A  very  superior  ore  occurs  at  Cook's  Gap  in  Watauga  County.  It 
consists  of  an  almost  pure  stratified  red  hematite  with  octahedral 
crystals  of  magnetite  disseminated  through  the  mass.  It  is  associated 
with  limonite.     It  is  an  ore  worthy  of  fuller  investigation. 

A  number  of  iron  ore  beds  are  found  in  Mitchell  County ;  the  most 
valuable  deposits  are  about  one  and  a  half  miles  south  of  Cranberry, 
near  the  Tennessee  line.  The  ore  beds  have  not  been  sufficiently  ex- 
plored to  show  their  geological  character  and  size,  but  they  appear 
to  be  inclosed  between  hornblende  slates  and  a  peculiar  micaceous 
slate. 

The  size  of  the  ore  beds  must  be  enormous ;  judging  from  the  out- 
crops it  may  have  a  width  of  300 — 400  yards,  and  extends  for  more 
than  half  a  mile ;  the  whole  side  of  the  hill  is  covered  with  large 
blocks  of  the  finest  quality  of  magnetite,  which  evidently  exists  there 
in  inexhaustible  quantities. 

The  magnetite  is  often  quite  pure  and  polaric,  coarse-grained, 
sometimes  crystallized  in  octahedra,  and  associated  with  pyroxene 
and  epidote.  The  pyroxene  weathers  into  a  brown  ferruginous  clay, 
in  which  are  inclosed  grains  of  magnetite.  As  these  ores  are  soft 
and  require  little  labor,  they  are  the  onlt/  ones  worked  and  converted 
into  blooms,  at  the  works  about  two  miles  distant.  The  whole  pro- 
duction is  not  over  one  ton  of  blooms  a  day.  The  finest  quality  is 
not  touched.  The  analysis  of  a  specimen  representing  about  the 
average  character  of  the  ore,  showed  it  to  be  entirely  free  from  sul- 
phur and  phosphorus,  and  containing  *65  per  cent,  of  iron. 

There  are  several  promising  outcrops  of  magnetic  ore  beds  in 
Mitchell  County,  but  most  of  the  other  ores  are  menaccanite,  which 
occurs  at  the  following  localities :  at  Crab  Orchard,  Cane  Creek  and 
Flat  Rock. 

In  Madison  County,  on  the  east  Fork  of  the  Big  Laurel,  a  large 
ourcrop  of  slaty  fine  grained  granular  magnetites,  of  apparently  very 
good  quality  occurs,  also  a  highly  titaniferous  menaccanitei  oo&taiiiiog 
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nearly  88  per  ceot.  of  titantic  acid.  A  bed  of  specular  iron  exists  at 
Jewell  Hill. 

Other  beds  of  magnetic  ores  in  the  same  county  occur  in  hornblende 
slates  near  Fines  Creek  in  Haywood,  and  in  garnetiferous  micaschist 
at  several  points  in  Macon  County. 

I  have  yet  to  mention  the  immense  beds  of  limonite  or  brown  hem- 
atite, which  occur  in  several  localities  in  Cherokee  County,  associated 
with  the  limestone  or  marble  and  talc,  one  of  which  is  worked,  about 
one  mile  fjom  Murphy. 

The  ore  is  of  very  fine  quality,  compact,  also  porous  and  fibrous, 
in  some  places  ochreous ;  the  quantity  is  inexhaustible,  and  beyond 
doubt  the  region  where  these  deposits  exists  will  sooner  or  later 
become  a  large  iron  manufacturing  district. 

CoaL  The  great  abundance  of  iron  ores  in  North  Carolina  re- 
quires for  their  reduction  a  large  amount  of  fuel,  and  the  question  of 
its  supply  has  for  a  time  given  a  great  deal  of  anxiety  to  those  who 
are  most  largely  interested  in  the  manufacture  of  iron,  as  under  the 
present  system  of  forest  destruction,  instead  of  cultivation,  the  manu- 
facture of  charcoal  iron  must  eventually  be  abandoned,  although  this 
may  not  take  place  for  hundreds  of  years  yet  to  come.  It  is  there- 
fore of  the  greatest  importance  that  North  Carolina  contains  several 
kinds  of  coal,  some  of  which  are  of  excellent  quality,  and  in  the  im- 
mediate neighborhood  or  within  a  short  distance  only  of  the  most 
valuable  iron  ore  deposits. 

I  have  already  stated  that  the  North  Carolina  coal  does  not  belong 
to  the  so-called  carboniferous  period,  but  to  the  triassic ;  it  is  of  the 
same  age  as  the  coal  near  Richmond,  Va. 

In  Chatham  and  Moore  Counties  is  the  south-eastern  extension, 
generally  called  the  Deep  River  Coal  Field ;  in  Rockingham  and 
Stokes  Counties  the  north-western  of  the  same  beds,  or  the  Dan  River 
Coal  Field.     The  centre  is  washed  away. 

From  the  investigations  of  Prof.  Emmons  and  Admiral  Wilkes,  we 
learn  that  the  Deep  River  coal  is  of  the  best  quality,  well  adapted  for 
the  manufacture  of  iron  and  gas,  and  can  be  obtained  in  inexhausti- 
ble quantities. 

The  area  underlaid  by  coal  is  over  forty  square  miles,  containing 
over  6,000,000  tons  of  coal  lo  each  square  mile.  The  coal  measures 
soDBist  of  strata  of  slates,  calcareous  shales,  alternating  with  beds  of 
argillaceous  carbonate  of  iron  and  seams  of  coal,  all  inclosed  between 
two  beds  of  red  sandstone. 
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Five  seams  of  coat  have  been  observed ;  the  upper  consists  of  a 
bed  of  six  and  a  half  feet  in  thickness,  separated  by  a  seam  of  black 
band.  Near  the  outcrop  it  is  somewhat  contaminated  with  sulphur, 
which  diminishes,  however,  as  the  depth  increases.  There  are  sev- 
eral varieties  of  coal,  the  highly  bituminous  and  semi-bituminous  ; 
near  a  trapdyke  it  has  lost  almost  the  whole  of  its  volatile  matter 
and  has  become  an  anthracite.  According  to  an  analysis  of  coal  from 
the  deep  pit  at  Egypt,  by  Dr.  Jackson,  it  contains : 

Fixed  Carbon  =    63-6  *  . 

Vol.  Matter  =  348 
Ash  =       10 

An  analysis  of  Egypt  coal,  which  I  have  lately  made,  gave : 

Moisture  ==    0*84 

Vol.  Matter  =  25-75 
Fixed  Carbon  =  (53-27 
Ash  =  10-14 


100.00  per  cent. 

It  contained  1-35  per  cent,  of  sulphur. 

An  analysis  of  coal  from  the  Gulf  gave  me : 

Moisture  =    1-16 

Vol.  Mfltter  =  21-90 
Fixed  Carbon  =  70-48 
Ash  =-    6-46 


100.00  per  cent. 
Sulphur  only  1-02  per  cent. 

All  these  analyses  show  the  great  value  of  the  Deep  River  coal. 

The  Dan  River  coal  field  embraces  an  area  of  over  thirty  square 
miles  ;  it  has  hardly  been  developed.  Small  quantities  have  been 
mined  near  Madison,  Rockingham  County,  which  were  used  by  the 
blacksmith  in  the  neighborhood  ;  and  the  North  Carolina  Centre 
Iron  and  Manufacturing  Co.,  of  this  city,  has  made  a  few  trial  pits 
which  have  proved  the  existence  of  five  beds  of  coal,  although  it  is 
probable  that  there  are  others  besides. 

The  coals  which  I  have  examined  from  two  of  the  seams  near  the 
outcrop  gave  respectively,  11-44 — 13-56  per  cent  of  ash,  75*96  and 
76*56  per  cent,  of  fixed  carbon  and  about  12  per  cent,  of  volatile  matter. 
These  results  are  very  encouraging.  The  Dan  River  coal  field  being  the 
north-west  continuation  of  the  Deep  River,  has  probably  th3  same 
seams,  and,  where  the  coal  is  undisturbed,  the  same  quality  of  coal. 
These  coal  fields  are  not  only  of  general  value,  but,  when  it  is  re* 
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nembered  that  they  lie  in  close  proximity  to  some  of  the  largest  and 
i)esfe  iron  beds  in  the  Sfcate,  their  importance  can  then  be  fully  ap- 
preciated. 

Diamond  and  Ghaphite.  North  Carolina  possesses  carbon,  not 
>nly  in  the  form  of  several  varieties  of  coal,  but  also  in  its  two  other 
modifications,  as  diamond  and  graphite. 

Both  occur  in  the  old  gneissoid  rocks,  the  graphite  in  beds  inter- 
stratified  with  the  micaschist  or  gneiss  ;  the  diamond  in  the  debris  of 
such  rocks,  associated  with  gold,  zircon,  garnet,  monazite  and  other 
minerals. 

It  is  very  remarkable  that  these  two  minerals  are  found  in  strata 
of  the  same  age  ;  and  this  fact  reminds  me  of  an  analogous  one,  which 
may  throw  some  light  on  their  origin,  viz.,  in  producing  the  adaman. 
tine  boron  we  always  obtain  the  graphitic  form  at  the  same  time. 

Diamond  has  not  been  observed  in  North  Carolina  in  any  more 
recent  strata,  and  in  the  itacolumite  regions  no  diamonds  have  ever 
been  found,  as  in  Brazil ;  fr6m  which  it  appears  that  the  itacolumite 
of  Brazil  is  either  simply  a  quartzose  micaslate  of  similar  age  with 
the  North  Carolina  gneissoid  rocks,  or  that,  if  it  is  cotemporary  with 
the  North  Carolina  itacolumite,  the  diamonds  were  not  prodiused  in 
the  same  but  came  from  older  rocks,  and  were  re-deposited  with  the 
sands  resulting  from  their  reduction  to  powder  and  are  now  found  im- 
bedded in  the  same,  their  hardness  having  preventing  their  destruc- 
tion. Seven  or  eight  diamonds  have  thus  far  been  found.  They 
occur  distributed  over  a  wide  area  of  surface  in  the  counties  of  Burke, 
Rutherford,  Lincoln,  Mecklenburg  and  Franklin,  and  I  have  no 
doubt,  if  a  regular  search  would  be  made  for  them,  they  would  be 
found  more  frequently.  Some  of  the  stones  were  fine  crystals  of 
first  water ;  their  weight  was  from  one  half  karat  to  about  two  karats. 

Ghraphite^  so  much  in  demand  now  for  the  manufacture  of  crucibles 
for  meltiug  steel  and  other  metals,  for  lead  pencils,  as  an  anti-friction 
agent,  for  stove  blacking,  paint,  &c.,  is  found  in  numerous  localities 
in  the  State.  -*^ 

The  largest  beds  known  since  nearly  half  a  century  occur  a  few 
miles  west  of  Raleigh  in  Wake  County.  There  appear  to  be  two 
belts  about  half  a  mile  apart ;  the  beds  contain  several  seams  of 
greater  purity  from  six  to  eighteen  inches  in  width.  The  beds  are 
known  to  extend  for  a  distance  of  eighteen  or  twenty  miles. 

It  has  been  explored  seven  miles  north-west  of  Raleigh,  and  a  shaft 
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has  been  sunk  to  a  depth  of  one  hundred  feet.  It  is  mostly  mixed 
with  fine  grit  and  is  rather  slaty,  and  would  require  mechanical 
means  for  the  separation  of  the  impurities.  Other  beds  of  graphite, 
but  not  so  extensive,  are  found  in  Lincoln,  Caldwell,  near  Hickory, 
and  in  Burke  Counties  near  Morgantown.  None  of  them  are  developed* 
The  best  quality  which  I  have  seen  came  from  Alexander  County, 
three  miles  from  Taylor's,  and  from  Cane  Creek  in  Person  County. 

Sulphur  is  not  found  in  North  Carolina,  except  occasionally  in 
small  crystals,  in  cavities  of  quartz,  resulting  from  the  decomposition 
of  pyrite.  A  large  supply  of  sulphur  ores  will  be  furnished  when  the 
mines  of  the  State  are  worked  to  a  greater  depth.  One  large  vein  of 
pure  iron  pyrites  occurs  in  Gaston  County.  Most  of  the  other  veins 
will  furnish  in  addition  gold  and  copper. 

Corundum, — Corundum,  which,  on  account  of  its  hardness,  is  so 
much  sought  for  as  a  cutting  and  polishing  material  for  hard  sub- 
stances, has  been  found,  in  a  state  of  great  purity  and  abundance,  at 
several  places  in  the  neighborhood  of  Franklin,  in  Macon  County,  in 
connection  with  granites  and  chrysolite  rocks. 

It  is  mostly  greyish  or  brownish,  but  sometimes  it  assumes  a  beau- 
tiful sapphire  blue  and  ruby  color.  It  is  to  be  regretted  that  the  blue 
has  not  yet  been  found  in  pieces  large  enough  to  be  cut  for  gems,  and 
that  the  ruby  has  not  the  requisite  trasparency.  A  large  boulder  of 
dark  blue  corundum  was  found,  many  years  ago,  near  the  French 
Broad  River,  in  Madison  County.  It  has  lately  been  observed  on  the 
Burnsvilie  Road,  19  miles  from  Ashville.  In  small  quantities  it  is 
found  at  Crowder's  and  Clubb  Mountains,  Gaston  County. 

The  granular  corundrum  or  emery  is  associated  with  the  magnetites 
of  the  great  titaniferous  iron  range  in  Guilford  County. 

Rutile, — Titanic  acid,  in  the  form  of  rutile,  used  in  the  arts  to  give 
a  peculiar  color  to  artificial  teeth,  is  found  in  considerable  quantity  at 
Crowder's  and  Clubb  Mountains,  in  Gaston  County ;  also  at  several 
localities  in  Mecklenhi^  and  Mitchell  Counties. 

Mka^  Feldspar^  Kaoline^  Pyrophyllite. — Hundreds  of  years  ago, 
long  before  the  Indians  occupied  the  territory  of  North  Carolina, 
many  excavations  were  made  in  the  numerous  large  coarse-grained 
granite  beds  of  Mitchell,  Yancey,  Cleveland  and  other  Oouuties.  In 
the  year  1867  a  number  of  these  old  mines  have  been  taken  up  again, 
and  now  mining,  on  a  somewhat  extensive  scale,  is  going  on,  and  a 
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reat  portion  of  the  mica  used  in  the  arts  for  stoves,  lamp-shad«a^ 
indow-panes,  etc.,  comes  from  Mitchell  and  Yancey  Counties,  North 
larolina.  The  mica  has  mostly  a  slightly  brownish  color ;  it  occurs^ 
Tegalarly  distributed,  through  the  granite,  in  rounded  pieces,  some 
r  them  weighing  several  hundred  pounds.  It  is  then  split  and  out 
lie  marketable  shapes,  which,  according  to  size,  will  sell  from  (1  — 
10  per  pound. 

The  same  localities  furnish  a  very  fine  quality  of  orthoclase  or  pot- 
sh  feldspar,  used  for  glazing  porcelain  and  for  artificial  teeth. 

At  some  of  the  mines  in  Mitchell  County  the  orthoclase  is  almost 
ompletely  decomposed,  and  leaves  frequently  a  snow-white  kaoline 
•r  porcelain  clay.  It  is  found  at  several  other  localities,  as  in  Lincoln^ 
}urke  and  Macon  Counties. 

In  the  region  of  the  Deep  River,  in  Chatham  and  Moore  Counties^ 
ery  extensive  beds  of  pyrophyllite  slate  have  been  worked  for  a 
crng  time. 

It  is  sometimes  called  agalmatolite,  from  the  fact  that  from  a  dense 
ariety  of  the  same  rock  the  Chinese  cut  and  carve  their  little  images, 
iols  and  toys.  The  North  Carolina  mineral,  being  entirely  free  from 
;rit,  is  largely  used  as  an  antifriction  material,  also  for  the  lining  of 
Drnacos,  slate-pencils,  in  the  manufacture  of  wall-paper,  as  a  cos- 
netic,  and  for  other  purposes.  Other,  though  less  extenbive,  beds  have 
een  found  in  Montgomery  and  Gaston  Counties. 

Serpentine,  Talc. — Only  one  locality  has  come  to  my  notice  from 
rhere  a  serpentine  could  be  obtained  fit  for  ornamental  purposes.  It 
as  a  dark  greenish-black  color,  contains  very  small  seams  of  a  green- 
ih  chrysolite,  with  silky  lustre,  and  acquires  a  good  polish.  Found 
1  large  quantities  1^  mile  below  Patterson,  in  Caldwell  County. 

The  serpentine  found  in  the  chrysolite  beds  west  of  the  Blue  Ridge 
re  of  no  value. 

The  most  beautiful  white,  or  greenish-white  massive,  or  finely  crys- 
illized  talc  is  found,  in  inexhaustible  beds,  in  many  places  in  Chero- 
ee  County. 

It  is  used  for  similar  purposes  as  the  slaty  pyrophyllite  of  Chatham 
nd  Moore  Counties.  Massive  and  schistose  talc,  or  soapstone,  suit- 
ble  for  fire-places,  mantle-pieces,  stove-linings,  etc.,  is  found  in  many 
icalities  in  the  State. 

Barytes. — This  material,  when  quite  white  much  used  as  a  paint, 
ad  more  generally  for  the  adulteration  of  ^^  white  leady'  is  found  in 
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abundance  and  excellent  quality  at  several  localities.  A  coarsely 
granular  variety,  white,  like  marble,  is  found  in  Union  County ; 
another  similar  one,  massive  and  granular,  in  a  vein  from  7  to  8  feet 
in  thickness,  in  Gaston  County,  at  Crowder's  Mountain  ;  and  a  grey- 
ish-white laminated  variety,  at  the  Latta  mine,  near  Hillsboro',  in 
Orange  County.  West  of  the  Blue  Bidge  it  is  found,  in  white  granu- 
lar masses,  at  Chandlers',  nine  miles  below  Marshall,  in  Madison 
County. 

Alum  and  Copperas. — Many  of  the  gneissoid  slates  of  Cleveland, 
Rutherford  and  other  Counties  contain  large  quantities  of  pyrite  finely 
disseminated  through  them,  which,  by  oxidation,  or  weathering,  pro- 
duces copperas  and  alum,  both  of  which  were  therefrom  manufactured 
on  a  large  scale  during  the  war. 

Marble. — Only  in  one  or  two  localities  in  the  limestones  of  Stokes 
and  Catawba  Counties,  a  fine-grained  variety  is  found,  which  would 
be  useful  for  ornamental  purposes  if  the  quantities  were  not  too  lim- 
ited. West  of  the  Blue  Ridge,  however,  in  Cherokee  and  Macon 
Counties,  it  is  found  in  large  beds,  of  the  finest  qualities.  There  is 
not  only  the  fine-grained  white,  resembling  that  of  Carrara,  but  also 
the  greyish-veined  marble,  like  the  Italian,  and  a  most  beautiful  vari- 
ety of  a  fine  pink  hue. 

The  limits  of  this  paper  are  already  far  beyond  my  original  expec- 
tations ;  and  still  I  might  add  many  more  details  which  would  be  of 
interest.  In  as  concise  a  form  as  possible,  I  have  indicated  and  de- 
scribed the  principal  valuable  minerals  in  the  State,  and  the  localities 
where  they  occur.  I  have  dwelt  rather  more  fully  upon  gold,  copper, 
iron  and  coal,  because  of  their  greater  importance,  especially  the  two 
latter,  which  I  believe  will  prove  a  source  of  immense  wealth  to  the 
State. 

My  various  visits  to  North  Carolina,  and  more  particularly  the  op- 
portunities afforded  me  for  observations  during  my  trip  there  last 
summer,  have  enabled  me  to  collect  many  facts  and  much  data  relative 
to  the  various  mines  and  mining  districts,  which  doubtless  would  be 
of  interest,  but  which  want  of  space  compels  me  to  omit  for  the  pre- 
sent. I  hope,  however,  that  at  some  future  day  it  will  again  be  my 
privilege  to  present  the  Franklin  Institute  with  further  observations 
on  this  interesting  subject. 

Philadelphiaj  December ,  1871. 
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THE  CHEMICAL  THEORY  OF  THE  VOLTAIC  BATTERY. 

By  J.  P.  GooKB,  Jr. 
(GoDtinaed  from  page  412.) 
ELECTRICITY. 

17.  Characteristics  of  Electrical  Polarity, — The  familiar  phenom- 
ena of  electricity  are  the  manifestations  of  a  polar  condition  of  mat- 
ter, which,  in  several  respects,  is  closely  allied  to  magnetic  polarity. 
Thus  electrical  polarity  determines  effects  of  attraction  and  repul- 
sion similar  to  those  produced  by  a  magnet,  although  the  force  ex- 
erted is  far  more  feeble.  So  also  electrified  bodies — that  is  bodies 
electrically  pf)larized — induce  a  similar  condition  in  all  neighboring 
and  susceptible  masses  of  matter,  and  the  phenomena  of  electrical 
induction  closely  resemble  those  of  magnetic  induction.  There  are, 
however,  two  distinctive  features  of  electrical  polarity,  which  appear 
more  or  less  in  all  electrical  phenomena,  and  determine  most  marked 
differences  between  electrical  induction  and  the  corresponding  phases 
of  magnetic  polarity. 

In  the  first  place,  a  ready  susceptibility  to  electrical  polarity  is,  as 
far  as  we  know,  a  universal  attribute  of  matter,  and  not  limited,  like 
magnetism,  to  a  few  substances.  All  bodies  are  electrics  (that  is,  sus- 
ceptible of  electrical  polarity)  to  a  greater  or  less  degree,  and  the  dif- 
ference between  what  we  familiarly  call  conductors  and  non-conduc- 
tors of  electricity  is  similar  to  the  difference  between  soft  iron  and 
steel,  in  their  relations  to  magnetism.  When  we  electrify  a  mass  of 
glass  or  resin  the  body  under  favorable  conditions  retains  its  polarity 
for  a  short  time,  but  on  a  mass  of  brass  we  cannot  excite  even  a 
transient  polarity,  unless  the  body  is  insulated  from  all  surrounding 
conductors  by  some  non-conducting  support.  Otherwise  the  polarity 
ainost  instantly  spreads  through  the  contiguous  conductors,  and  the 
body  becomes  thus  reduced  to  the  state  of  the  great  mass  of  the 
earth,  which  everywhere  acts  as  a  general  leveler  of  electrical  po- 
larity. 

In  the  second  place,  electrical  polarity  may  not  only  be  imparted 
to  neighboring  bodies  by  induction,  when,  as  in  magnetic  induction, 
the  inducing  body  sustains  no  loss  of  energy  ;  but  it  may  also  be 
transferred  from  one  insulated  conductor  to  another  by  contact ;  the 
gain  of  the  one  b:dy  being  attended  with  a  corresponding  loss  to  the 
other,  as  the  word  transfer  implies. 

18.  Theory. — All  phenomena  of  electrical  transfer  forcibly  sug- 
gest the  inference  that  electrical  polarity  is  not  an  affection  of  the 
nolecalefl  themselves,  but  of  an  atmosphere  surrounding  the  mole- 
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cules,  which  is  capable  of  separation  and  hence  of  transfer.  Thi» 
polarized  material  appears  to  be  a  highly  elastic  medium,  co-existing  with 
the  luminiferous  ether  in  the  molecular  atmospheres,  and  without  at- 
taching to  the  words  any  more  definite  meaning  than  this,  we  may 
call  the  material  in  question  the  electrical  fluid  or  ether ^  and  speak  of 
electricity  as  a  highly  attenuated  form  of  matter,  to  which  the  terms 
relating  to  quantity  are  strictly  applicable.  According  to  the  view 
then  here  adopted,  electrical  phenomena  are  manifestations  of  the 
polar  condition  of  a  medium,  which  envelopes  the  molecules  of  all 
known  substances,  and  the  vitreous  and  resinous,  or  positive  and  neg- 
ative, electricities  of  the  old  theory  are  two  of  the  constituents  of  this 
atmosphere,  which,  as  we  suppose,  is  held  about  the  molecules  just  aa 
the  air  is  retained  upon  the  earth.  It  is  also  supposed  that  in  the  normal 
state  there  are  present  in  the  atmosphere  of  every  molecule,  definite 
proportions  of  these  two  constituents  (or  perhaps  merely  opposite  condi- 
tions) of  the  ether  perfectly  intermingled,  but  that  by  various  caoses 
a  more  or  less  complete  separation  of  the  two  may  result,  determining 
the  phenomena  of  electrical  polarity.  Again,  without  attempting  to 
explain  the  nature  of  the  difference  between  these  two  inconvertible 
etherial  substances  (or  states  of  the  same  material)  we  recognize  the 
existence  of  a  strong  tendency  to  a  perfect  blending  of  these  elements 
of  the  ether  as  the  cause  of  the  phenomena  of  electrical  currents. 
Further,  our  theory  assumes  that  the  blending  of  the  two  opposite 
electricities  is  a  phenomenon  of  the  same  class  as  that  of  the  diffusion 
of  gases,  only  taking  place  with  vastly  greater  rapidity  on  account  of 
the  very  great  elasticity  of  the  etherial  medium.  Lastly,  it  assumes 
that  the  atmospheres  are  held  around  the  molecules  by  a  molecblar 
attraction,  which  is  capable  of  coping  with  their  enormous  elasticity^ 
and  that  while  these  atmospheres  merge  in  the  general  etherial 
medium  in  which  molecule  and  planet  alike  float,  the  electrical  ele- 
ments of  the  ether,  being  more  readily  compressible  than  the  lumini- 
ferous constituent,  are  limited  to  the  neighborhood  of  the  ponderable 
molecules,  around  which  they  are  condensed. 

19.  Electrical  Conduction  and  Induction, — The  distinctive  charac- 
ters of  electrical  polarity  we  have  pointed  out,  explained  by  the  theory 
of  the  last  section,  indicate  clearly  the  nature  of  the  difference  between 
the  polar  phenomena,  which  appear  in  electricity  and  magnetism. 
Thus,  while  the  magnetic  condition  simply  spreads  through  a  mass  of 
magnetic  material,  placed  in  contact  with  a  magnet,  we  recognize  in 
the  corresponding  electrical  phenomenon,  which  we  call  an  ^leetrieal 


Chemical  Theory  of  the  Voltaic  Battery.  188 

current,  not  only  this  molecular  induction,  but  also  an  actual  transfer 
of  what  we  call  electricity  from  molecule  to  molecule  through  the 
long  line  of  conductors,  and  the  whole  order  of  the  phenomenon  re- 
minds us  of  a  flowing  fluid.  So  also  while  in  magnetic  induction  the 
intervening  material  or  diamagnetic  appears  to  be  wholly  passive,  we 
£nd  that  in  electrical  induction  the  dielectric  under  the  same  condi- 
tions is  strongly  polarized. 

Indeed,  Faraday  supposed  that  in  all  cases  of  electrical  induction, 
the  polar  condition  spreads  from  one  conductor  to  the  other  through 
the  intervening  molecules  of  the  insulator,  which  he  called  the  dielec^ 
trie,  and,  if  so,  this  mode  of  electrical  action  does  not  differ  essenti- 
ally from  the  spreading  of  magnetism  through  a  rod  of  iron,  and  is 
simply  the  condition  antecedent  to  that  transfer  of  the  electric  fluid, 
which  distinguishes  the  electrical  current.  And  although  it  may 
be  an  open  question  whether  the  polarity  of  the  dielectric  is  an 
essential  condition  or  only  an  incidental  effect  of  the  polarity 
induced  in  the  associated  conductor,  it  must  be  admitted  that,  in  all 
known  cases  of  electrical  induction,  the  intervening  molecules  of 
the  dielectric  are  unquestionably  polarized,  as  must  necessarilly 
be  the  case,  seeing  that  all  matter  is  electrically  susceptible,  and 
that  the  circumstances  of  the  phenomena  are  exactly  those  which 
Faraday's  theory  would  require. 

20.  Statical  Charge  of  Electricity. — In  magnetism  the  polarized 
material  appears  to  be  inseparable  from  the  molecule,  and,  in  conse- 
quence, each  molecule  is  a  perfect  magnet,  having  its  opposite  polari- 
ties exactly  balanced,  and  capable,  therefore,  of  returning  to  the  neu- 
tral condition  by  itself  alone  when  these  parts  react  on  each  other. 
It  is  very  different  with  electricity.  Here  the  transfer  of  the  polar- 
ized ether  from  molecule  to  molecule  may  lead  to  the  accumulation, 
at;de terminate  points,  of  one  or  the  other  of  the  two  polarized  states 
of  the  electrical  ether,  and  hence  disturb  the  polar-equilibrium  of  the 
molecule.  Thus  these  two  opposite  conditions  of  the  ether,  which  we 
«all  respectively  vitreous  and  resinous,  or  positive  and  negative, 
electricities  may  be  to  a  greater  or  less  degree  isolated,  and  a  body 
is  said  to  be  charged  with  vitreous  or  resinovs  electricity,  when  one  or 
the  other  preponderates  in  the  atmospheres  of  its  molecules  taken  as 
a  whole. 

As  might  be  expected,  therefore^  the  ordinary  type  of  electrical 
polarity  differs  widely  from  that  of  magnetic  polarity,  and  involves  at 
least  three  different  bodies,  viz.,  two  conductors  and  an  intervening 
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dielectric.     As  the  type  of  magnetic  polarity  was  represented  by  Fig. 
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4,  repeated  below  (Fig. 
14)  for  the  sake  of  com- 
parison, so  the  ordinary 
typq  of  electrical  polari- 
ty, as  manifested  in  the 
so-called  statical  pheno- 
mena of  electricity,  may 
be  represented  by  the  di- 
agram of  Fig.  13.  Here 
C  and  C  are  the  sur- 
faces of  two  condacting 
bodies    insulated     from 


each  other  by  the  dielectric  D.  In  the  body  C,  we  will  assume  there 
is  an  excess  of  vitreous  or  positive  electricity,  which  for  the  reason 
we  shall  soon  see,  is  accumulated  on  the  molecules  at  or  near  the 
surface,  and  in  C^  there  is  an  exactly  equivalent  excess  of  resinoua 
electricity  distributed  in  a  similar  way,  while  between  them  we  have 
the  polarized  molecules  of  the  dielectric. 

If  the  dielectric  admitted  of  no  transfer  of  the  electric  fluid  between 
the  two  conductors,  the  condition  above  represented  would  be  as  per- 
manent as  is  the  polarity  of  a  magnet.  But  this  is  not  the  case  with 
any  dielectric  known,  and  there  is  always  a  more  or  less  rapid  trans- 
fer of  the  electric  ether  from  molecule  to  molecule,  through  the  insu- 
lating material  until  the  opposite  polarities  are  neutralized,  and  the 
whole  system  restored  to  the  normal  condition.  In  other  words  every 
insulator  is  a  conductor  to  a  limited  extent,  and  the  transfer  of  elec- 
tricity through  the  material  of  the  dielectric  is  simply  a  slow  electri- 
cal current.  Moreover  it  will  be  noticed  that  a  charge  of  electricity 
necessarily  implies  an  equal  and  opposite  charge  on  some  neighbor- 
ing conductor  or  conductors,  and  that  the  polar  condition  of  the*in- 
tervening  dielectric  depends  on  the  opposition  of  these  charges,  for 
so  great  is  the  mobility  of  the  electrical  ether  that  electrical  polaritj 
cannot,  like  magnetic  polarity,  persist  for  an  instant  on  a  conductor,, 
after  the  inducing  cause  ceases  to  act. 

21.  Current  of  Electricity, — The  lines  of  material  molecules^ 
through  which  a  transfer  of  the  electrical  ether  is  taking  place,  as 
between  C  and  C^  in  Fig.  13,  form  the  channel  of  what  we  call  an 
electrical  current.  An  electrical  current  is  frequently  compared  to> 
the  flowing  of  water  through  a  pipe,  and  the  conditions,  which  regu- 
late the  amount  of  flow,  are  st)  similar  in  the  two  cases  that  the  anaU 
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ogj  is  of  great  valae  in  rendering  the  more  obscure  phenomena  in- 
te]\\g\h\e.  It  must  be  remembered,  however,  that  an  electrical 
carrent  is  not  the  continuous  motion  of  a  mass  of  matter  in  a  single 
direction,  but  the  reciprocal  transfer  of  the  electrical  ether  between 
the  molecules  of  the  conductor,  the  two  electricties  passing  in  opposite 
directions  at  the  same  time ;  so  that  while  one-half  of  the  whole  charge 
at  O  in  Fig.  13  passes  to  C,  one-half  of  the  whole  of  the  charge  at 
G'  p^ses  to  C.  This  transfer  implies,  as  we  shall  hereafter  see,  an 
oscillation  of  the  molecules  of  the  conductor,  which  determines  a  wave 
motion  throughout  its  whole  extent,  and  some  of  the  most  important 
effect;s  of  the  current  may  be  referred  to  this  mechanical  action.  It 
will  be  best,  however,  to  defer  the  further  discussion  of  the  subject 
until  we  have  applied  our  theory  as  already  developed,  to  tha  ex- 
plan  a.tion  of  some  of  the  more  familiar  facts  of  statical  electricity. 

22.     Attraction  and  Repuhion. — The  very  word  electricity  derived 
from  the  Greek  name  for  amber  (rjXtxrpoiJ)  suggests,  as  the  first  object 
<>f  iiiiquiry,   one  of  the   most   familiar  manifestations  of  electrical 
®nei-gy^   indeed  the  only  phenomenon   of  the  class  known  to   the 
>D(^ient8,  and  still  a  fundamental  fact  of  the  science.     When  a  piece 
of  a^saber  of  any  other  resinous  substance  is  rubbed  against  a  woolen 
«nrf";^.ce,  it  acquires  the  property  of  attracting  light  bits  of  straw  or 
I^I>^T.     The  experiment  is  now  usually  made  with  a  common  stick  of 
^^l^isig  wax  rubbed  against  the  coat  sleeve;  but,  for  class  illustra- 
tion^^ it  is  best  to  employ  a  large  baton  of  the  same  material,  easily 
Diaci^B  by  casting  the  wax  over  a  paste  board  core,*  while  a  skin  of 
cat  ^  fur,  which  can  be  obtained  from   a  furrier,  makes  an  excellent 
'^I>1:>^|.,     The  baton  is  held  in  one  hand,  and,  when  excited  by  friction 
^S^i^st  the  fur  held  in  the  other,  is  then  brought  near  some  small 
ball^   made  of  alder  pith.     These  are  first  attracted  and  afterwards 
J^ep^lled,  and  then  alternately  attracted  and  repelled,  producing  a  very 
"^^Ijr  action   as  repre- 
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in  V\g.  15.     In 
^r  to   illustrate  still 
3  fully  the  principles 
Ived  in  this  familiar 
iment,    it    is    best 
provide  further :    1, 
etallic  sphere  about 
inches  in  diameter, 

qrlinder  of  card  board  covered  with  thia  sheet  gutta  percha  is  an 
la  snbstitote  for  the  baton  of  sealing  wax. 
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mounted  on  an  insulating  stand ;  2,  a  glass  tube  about  two  inches 
in  diameter  by  three  feet  long,  together  with  a  silk  pad — coated 
with  the  usual  amalgam — for  rubbing  it ;  and  3,  two  toy  balloons  of 
india  rubber,  which  should  be  fastened  by  short  silk  threads  to  moTe- 
able  blocks  of  wood,  resting  on  the  table  so  that  the  balloons  shall  float 

^*K-^®-  on   a  level   with    the 

spherical     conductor, 
see  Fig.  16. 

If,  now,  we  stroke 
the  balloons  with  the 
cat's  fur  they  will  soon 
become  highly  electri- 
fied, both  necessarily 
in  the  same  mode, 
and  on  bringing 
them  together  they  will  repel  each  other.  If  next  we  electrify  the 
sealing  wax  by  rubbing  with  the  fur,  it  will  be  seen,  on  bringing  the 
baton  near  the  balloons,  that  they  are  both  repelled  by  it,  but  on  the 
other  hand  the  glass  tube,  after  being  electrified  by  friction  against 
the  amalgamated  silk,  will  be  found  to  attract  them  with  equal 
strength.  Again  repeating  these  experiments,  but  insulating  the 
rubber  in  either  case,  by  interposing  a  sheet  of  gutta  percha  between 
it  and  the  hand,  and  using  india-rubber  gloves  as  a  still  further  pro- 
tection, it  will  appear  that  the  fur  or  the  amalgamated  silk  are  elec- 
trified as  strongly  as  the  resin  or  the  glass,  but  that  they  act  on  the 
balloons  in  just  the  opposite  way.  Thus,  while  the  sealing  wax  will 
repel  the  balloons,  the  fur  with  which  it  has  been  rubbed  will  attract 
them ;  so  also  while  the  glass  tube  attracts  them  the  silk  pad  repels 
them. 

Electrical  excitement  may  be  produced  by  friction  with  a  great 
variety  of  materials,  and  under  a  great  variety  of  conditions,  but  in 
all  cases  delicate  experimenting  will  show  that  the  two  badies  associ- 
ated become  oppositely  polarized,  as  in  the  above  experiment.  More- 
over it  is  by  no  means  essential  that  the  materials  rubbed  together 
should  be  non-conductors,  like  glass,  silk,  resin  and  fur.  Only  if  a 
conductor  is  used,  the  effect  cannot  be  made  evident  unless  the  body 
is  insulated.  To  illustrate  this  point,  we  may  next  stroke  with  the 
cat's  fur  the  insulated  metallic  ball,  which  has  been  provided  for  the 
experiment.  It  will  soon  become  highly  electrified,  and  the  polar 
oondition  may  be  made  evident  by  bringing  it  near  one  of  the  balioons. 
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irhich  will  be  decidedly  repelled.  If,  however,  we  touch  the  ball  with 
the  finger,  eren  in  one  place,  all  indications  of  electricity  will  in- 
stantly disappear,  althoagh  the  charge  could  not  be  wholly  removed 
from  the  resin  or  the  glass,  except  by  passing  the  hand  over  the  en- 
tire surface.  Electrifying  now  the  resin,  and  passing  the  baton  over 
the  metallic  ball  so  that  the  metal  may  touch  the  resin  at  many  points, 
it  will  be  found  that  the  baton  has  in  part  lost,  and  the  ball  acquired 
the  power  of  repelling  the  balloons.  Next,  after  discharging  the  ball 
with  the  finger,  repeat  the  experiment,  but  use  the  glass  tube  in  place  of 
the  baton,  and  notice  that  the  ball  now  attracts  the  balloon,  which  it 
before  repelled.  Lastly,  having  again  excited  the  resin  with  the  fur, 
pi^88  the  baton  over  the  still  electrified  ball,  and  observe  that  this 
Edition  of  electricity,  instead  of  increasing  rapidly,  lessens  the  attrao- 
^i^e  force  until  at  last  it  wholly  vanishes,  when  it  will  be  found  that 
the  body  has  been  restored  to  its  normal  state. 

(To  be  cootinaed.) 


CYCLICAL  RAINFALLS  AT  LISBON. 

Br  Flint  Earle  Chask,  Professor  of  Physics  in  Haverford  College. 
Read  be/ore  the  American  Philoiophical  Society,  Aug.  18,  1871. 

The  more  strongly  marked  and  decisive  character  of  the  curves  of 

•'*»iar  monthly  rainfall   in  Philadelphia  than  in  Great  Britain  (Proc. 

"^^  P.  S.,  v.  X,  pp.  523-34),  rendered  me  desirous  of  obtaining  obser- 

^^'^'^ions  from  some  European  station  in  lower  latitude.     The  intima- 

^^^n  of  that  desire  to  the  Director  of  the  '*  Observatorio  do  Infante 

^^m  Lniz,*'  at  Lisbon,  was  promptly  followed  by  the  transmission  of 

^opy  of  observations   extending  over  a  period  of  sixteen  years, 

^ich  is  herewith  presented.     I  also  submit  some  of  the  tabulated 

^^ults  of  such  discussion  of  the  observations  as  I  have  already  under- 

^'^en,  which  appear  to  me  to  corroborate,  in  a  most  satisfactory  man- 

.   ^T,  the  views  I  have  hitherto  advanced  respecting  the  meteorological 

^^uence  of  the  moon.    Some  of  the  tables  also  afford  interesting  indi- 

^^itions  of  a  somewhat  similar  planetary  influence,  sufficient,  as  it 

^^fsms  to  me,  to  encourage  further  investigation. 

One  of  the  objections  most  often  urged  against  the  acknowledg- 

^nt  of  any  appreciable  lunar  or  planetary  influence  upon  rainfall  or 

atmospheric  phenomena,  is  based  on  the  different,  and  some- 

^^WMs  eontradictory,  results  obtained  by  different  investigators,  from 

^Aitanrmlioils  in  different  places  and  at  different  times ;  another  arises 
Tea.  IiXHL— Tbuu)  Siaiis.— No.  Q.^FiiauABT,  IS72.  10 
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from  the  diflSculty  of  conceiving  any  tidal  or  other  force  adequate  for'. 
the  production  of  any  considerable  disturbance.  Nevertheless,  such 
of  the  objectors  as  are  familiar  with  Howard's  discussion  of  the 
moon's  influence  upon  the  barometer  ;  Sabine's,  of  lunar  disturbances 
of  terrestrial  magnetism  ;  or  Schwabe's  and  Wolf's,  of  the  depende^ioe 
of  sun-spots  upon  planetary  configurations,  seem  to  admit — at  least  I ' 
am  not  aware  that  any  of  them  deny — the  probability  of  the  conclu- 
sions which  those  eminent  observers  have  severally  expressed. 

If  it  is  conceivable  that  Saturn,  Jupiter  and  Venus  can  in  any  way 
affect  the  cloudiness,  or  amount  of  spotted  surface  of  the  sun,  not- 
withstanding the  immense  preponderance  of  his  attractive,  magnetic 
and  other  supposable  forces,  it  is  surely  much  more  easily  to  imagine 
that  they  may  similarly  affect  the  meteorological  phenomena  of  the 
earth,  which  opposes  an  antagonizing  mass  only  ^^^Vijtf  (according  to 
Ncwcomb's  estimate)  as  great  as  that  of  the  sun.     If  the  lunar  tides 
of  our  atmosphere  are  of  sufficient  magnitude  to  affect  the  barometer, 
the  consequent  waves  must  effect  a  blending  of  aerial  currents  of  dif- 
ferent temperatures  and  different  degrees  of  humidity  ;  and  in  conse- 
quence of  the  stratification  of  the  upper  and  lower  winds,  this  blend- 
ing offers  a  unique  opportunity  for  the  practical  study  of  the  opposite 
tidal  tendencies  in  deep  and  shallow  fluid  seas  or  envelopes.     If  the 
lunar  are  as  unmistakable  as  the  solar  modifications  of  magnetic  phe- 
nomena, the  analogies  which  have  been  pointed  out  by  Messrs.  Bax- 
endell  and  Bloxam  between  magnetic  and  pluvial,  and  by  myself  be- 
tween pluvial  and  auroral  curves,  are  indicative  of   other  possible  r 
lunar  influences  which  are  equally  unmistakable.     If  the  difficulty  of 
conceiving  an  adequate  cause  for  a  supposed  phenomenon  were  to 
deter  us  from  inquiring  whether  an  apparent  dependence  were  real  or 
illusory,  all  progress  in  science  would  become  impossible.     Finally,  if- 
it  can  be  shown  that  solar  rain-curves  exhibit  different,  and  often  con- 
tradictory inflections,  similar  to  those  which  are  objected  to  in  the 
lunar  curves,  and  if  a  consistency  of  disagreerikent  can  be  &hown  be- 
tween the  lunar  results  at  two  given  stations,  accompanied  by  a  con- 
sistency of  agreement  between  the  results  in  different  cycles  at  the 
same  station,  the  argument  from  •  apparent  contradiction  will  be  de- 
prived  of  all  its  force. 

I  have  no  hope  of  thoroughly  convincing  any  one  who  is  skeptical 
of  lunar  influence  on  the  weather,  by  deductions  from  observations  at 
one  or  two,  or  a  half  dozen  stations,  but  I  believe  that  any  one  who 
will  examine,  carefully  and  impartially,  the  tables  I  have  already 
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pablished,  based  on  observations  in  India,  Great  Britain,  Portugal, 
Canada  and  different  portions  of  the  United  States,  will  at  least  be 
willing  to  admit  that  the  question  is  an  open  one.  And  if  he  will 
compare  my  previous  tabulations  with  those  which  accompany  the 
present  paper,  he  may,  perhaps,  find  any  lingering  skepticism  shaken, 
however  prejudiced  or  inveterate  it  may  be. 

For  convenience  of  comparison,  I  represent,  in  each  instance,  the 
mean  rainfall  for  the  entire  period  under  consideration  by  100,  and 
nny  deviation  from  the  mean,  whether  of  excess  or  deficiency,  is  de- 
noted by  the  addition  or  subtraction  of  a  correspoiiding*  pereenta^g^. 
rrhe  smoothing  by  successive  means  is  uniform  in  all  the  tables.     I 
invite  special  attention  to  the  columns  of  lunar  rainfall  at  Lisbon,  in 
«ach  of  the  first  two  tables,  representing  two  different  sets  of  three 
independent  periods,  averaging  64  months,  a  cycle  which  I  have  hith- 
erto supposed  too  short  to  yield  any  satisfactory  results.     If  there  is 
no  casual  nexus,  it  is  difficult  to  imagine  any  possible  reason  for  the 
striking  similarity  between  the  ordinates  for  the  different  cycles,  a 
similarity  which  I  think  quite  as  striking  as  that  between  the  solar 
curves  at  the  same  station  for  independent  periods  of  similar  duration. 
If  the  lunar  disturbances  are  considered  as  merely  tidal,  while  the 
solar  are  partly  tidal,  but  principally  thermal,  their  relative  magni- 
tudes suggest  interesting  comparisons  between  centrifugal  and  cen- 
tripetal forces  analogous  to  those  which  I  have  hitherto  had  the  honor 
of  presenting  to  the  Society. 

The  resemblance  between  the  independent  curves  in  Table  III  is 
nctt  very  marked;  but  the  yeaily  mean  is  curiously  like  the  yearly 
averages  of  the  lunar  monthly  ordinates  in  Tables  I  and  II,  if  we 
construct  the  curves  so  as  to  compare  the  ordinate  of  Jupiter's  oppo- 
sition. No.  16,  with  the  ordinate  of  lunar  conjunction.  No.  1,  and 
vice  versd. 

The  tendency  to  opposition  between  rainfall  curves  on  opposite 
sides  of  the  Atlantic,  of  which  I  have  already  submitted  some  illus- 
trations to  the  Society,  is  interestingly  shown  near  the  solstitial  and 
equinoctial  periods,  by  Table  IV.*  Columns  6  and  7  of  the  same 
table  indicate  a  similarity  between  the  curves  of  daily  and  annual 
rainfall  at  Philadelphia,  which  lends  additional  interest  to  my  compa- 
rison of  pluvial  and  auroral  curves. 

*  Pabliflhed  by  permission  of  Prof.  BeDJamin  Peirce,  Sapt.  U.  8.  Coast 
Survey. 
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Explanation  op  Fiourks. 
The  boriiontal  Hneei  represent  the  aversge  rainfall ;  each  rflrtical 
apace  represents  a  deviation  of  '2  of  the  mean  value ;  each  horixon- 
tal  space  represents  two  days  in  the  absciasas  of  the  lonar  curves,  or 
Ti  of  a  year  in  the  abscissas  of  the  solar  curves.  The  lunar  carvea 
begin  and  end  with  the  day  of  new  moon  ;  the  solar  curves  with  Jut- 
ury  1. 
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Fig,  1. — Lunar  Vurvet. 
December  to  March,  inclusive ;  continnons  line. 
April  to  July,  inclusive ;  broken  line. 
AoguBt  to  November,  inclusive  ;  dotted  line. 

Solar  Curvet. 

1855,  '58,  '61,  '64,  '67,  '70;  continuous  line. 

1856,  '59,  '62,  '65,*'68;  broken  line. 

1857,  '60,  '63,  '66,  '69 ;  dotted  lines. 


Fig.  2. 


185&-'60 ;  coutinaons  line. 
1861-'65;  broken  line. 
1866-70;  dotted  line. 
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CONTRIBUTIONS  TO  THE  SUBJECT  OF  BINOCULAR  VISION. 

Bt  Prof.  Ghas.  F.  Himis,  Ph.  D. 
(ContiDaed  from  page  419.) 

In  the  previous  article,  at  p.  417,  the  statement  of  Prof.  J.  Le 
Jonte,  the  writer  of  a  series  of  highly  scientific  and  interesting  arti- 
les  on  the  subject  of  binocular  vision  in  Silliman's  Journal,  we  in- 
dvertently  omitted.  An  implied  necessity  for  convergence  of  the 
»ptic  axes  in  binocular  combination  will  be  found  in  the  quotation 
;iven  below  (p.  8,  No.  7,  Vol.  II,  Third  Series,  July,  1871),  espec- 
ftlly  as  it  is  nowhere  else  intimated  that  pictures  whose  identical 
»oints  are  more  distant  than  the  interocular  distance  can  be  united 
»cularly. 

^'  Stereoscopic  may  be  combined  with  the  naked  eye,  aha  beyond 
he  plane  of  the  card  in  the  manner  of  a  stereoscope ;  but  there  are 
wo  difficulties  in  the  way  of  success  in  this  manner  of  combination, 
n  the  first  place,  in  most  stereoscopic  pictures,  identical  points  are 
arther  apart  than  the  eyes,  and  therefore  cannot  be  combined  be- 
rond  the  pictures  without  the  aid  of  lenses  or  prisms.  In  the  second 
»lace,  even  if  the  pictures  are  not  farther  apart  than  the  eyes,  and 
nay  therefore  be  thus  combined,  the  dissociation  of  the  focal  from 
he  axial  adjustment,  as  already  explained  in  my  first  paper"^  is  diffi- 
ult  and  imperfect,  and  the  combined  picture  is  therefore  not  clear." 

g£UDOSCOPIC     OK     FALSE     EFFECT,    PRODUCED     BY   TRANSPOSING   THE 

PICTURES   OF   A    STEREOGRAPH. 

If  the  pictures  of  a  stereograph  are  transposed,  then,  viewed  by 
leans  of  an  ordinary  lenticular  stereograph,  or  by  the  first  ocular 
lethod  given,  or,  if  an  ordinary  stereograph  without  transposition  of 
le  pictures  is  viewed  by  the  second  ocular  method,  it  is  plain  that 
le  right  eye  will  see  the  left  eye  picture,  and  the  left  eye  the  right 
je  picture.  In  this  case  quite  a  different  and,  in  many  respects, 
ery  interesting  effect  will  be  produced,  that  may  be  called  an  inver- 
on  of  distances.  Objects  that  would  appear  nearer,  according  to 
le  usual  arrangement  of  the  pictures,  would  now  appear  more  re- 
lOte,  and  the  more  remote  objects  appear  nearer.  This  is  called 
^$eudo$copicj  or  false  effect.  In  fig.  6,  for  example,  if  the  diagrams 
I  and  B,  which  represent  the  frustum  as  seen  by  the  left  and  right 
res  respectively,  were  transposed,  it  is  plain,  according  to  statements 
lade  in  the  discussion  of  the  methods  for  drawing  of  stereographs, 

*  Silliman's  Joomal  II,  xlvii,  pp.  73, 76. 
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that  a  stereograph  of  a  frustum  of  a  cone  with  its  larger,  base  liearc 
the  observer  would  be  produced,  for  the  corresponding  points  of  th 
larger  circles  of  the  diagram  would  then  be  nearer  than  those  of  th 
smaller  circles.  Whilst  the  diagram  above  alluded  to,  ans|wers  we! 
from  its  simplicity  for  the  explanation  of  this  pseudoscopic  effect,  i 
is  not  calculated  to  impress  the  peculiar  nature  of  it  upon  the  reader 

If  the  photographs  of  the  stereograph  of  a  real  object  are  tranE 
posed,  and  the  distances  between  the  corresponding  objects  of  th 
two  pictures  measured  and  compared,  it  will  be  found  that  the  dis 
tunce  between  the  images  of  the  same  tree,  for  example,  on  the  tw 
pictures,  will  now  be  greater  than  that  between  the  images  of  th 
same  edge  of  a  window  before  which  it  stands,  instead  of  less,  am 
when  viewed  by  means  of  the  stereoscoi)e,  as  far  as  the  two  edges  ar 
concerned  in  assigning  it  a  position,  it  should  appear  behind  instea< 
of  in  front  of  the  window.  Were  there  no  other  criteria  of  distanc 
to  influence  the  judgment  in  this  case  of  a  photographic  landscape 
than  that  afforded  simply  by  two  eyes,  this  case  would  have  no  inter 
est  beyond  that  of  the  simple  line  diagrams  of  the  frustum.  But,  a 
we  have  elsewhere  explained,  there  is  nothing  in  the  nature  of  thesj 
diagrams  to  cause  either  of  them  alone  torepr.sent  one  frustum — tha 
is,  a  concave  or  a  convex — rather  than  another,  but  the  play  of  th< 
axes  of  the  two  edges  upon  them  alone  gives  decided  character  to  th< 
resulting  impression.  The  photographs  of  a  real  object,  however,  in 
volve  not  only  other  monocular  criteria  of  distance  and  form,  but 
possess  many  of  them  in  great  perfection.  The  perspective,  the  rela 
tive  sizes  are  accurately  rendered  ;  shading,  etc.,  with  less  degree  o 
perfection. 

The  struggle  between  the  (so  to  speak)  cumulative  effect  of  the8( 
usual  and  monocular  criteria  of  distance  and  the  single  binocular  on( 
of  variation  of  the  optic  angle, — or  movement  of  the  optic  axes,^ 
placed  at  variance  with  natural  effect  by  this  arrangement  of  the  pic 
tures,  is  exceedingly  interesting.  As  previously  intimated,  the  bin- 
ocular criterion  is  the  most  definite  and  absolute,  yet,  for  a  time,  il 
will  generally  fail  to  assert  itself.  The  face  of  an  individual  will  re- 
fuse to  become  a  hollow  mask,  as  it  should,  or  elevations  to  be  eon- 
verted  into  depressions,  or  trees  in  the  foreground  march  back  throagt 
the  houses  or  rocks,  and  take  their  position  in  the  rear,  and  be  visible 
through  the  houses  and  rocks,  imparting  to  them  a  peculiar.  uHnrntnra 
transparency.     The  objects  in   the  background  scarcely  stKH^^ed  ii 
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fighting  their  way  to  the  froat,  in   spite  of  the   accurate  perspective 
and  the  amallness  of  their  relative  sizes. 

Any  one  in  looking  at  such  a  picture  at  all  closely,  must  feel  a 
want  of  the  usual  satisfactoriness  of  stereoscopic  views  ;  he  mny  even 
remark  that  the  pictures  do  not  unite  well,  and,  in  some  cases,  they 
m*y  be  regarded  as  too  far  apart,  or  the  difficulty  miy  be  referred  to 
defect  of  the  particular  instrument,  until  it  has  been  tried  with  other 
stereographs.  But  sooner  or  later  the  play  of  the  optic  axes  in  pass- 
ing from  the  points  falsely  represented  to  them  as  near  to  those  with 
equal  falsity  represented  as  remote,  overcomes  all  other  influences 
upon,  the  judgment,  and  the  beholder  yields  to  the  deception;  the  ob- 
jeojts  appear  turned  inside  out,  the  houses,  rocks,  etc.,  advance  to  the 
foreground  and  assume  the  unnatural  transparency. 

In  experimenting  in  this  way  it  will  soon  be  noticed  that  some  ster- 
eographs manifest  this  pseudoscopic  effect  much  more  readily  and  de- 
cidedly than  others,  that,  indeed,  some,  especially  of  landscapes,  do 
not  ^manifest  to  the  eye  of  a  casual,  unsuspecting  and  unpracticed  ob- 
server any  diJFerence  when  mounted  thus  pseudoscopically.    The  effect 
ni%y  seem  about  as  fine  as  when  properly  mounted.     The  reason  for 
A  is  is  that  in  such  pictures  which  generally  have  little  foreground, 
^i^d  therefore  few  decided  objects  within  the  range  of  the  play  of  the 
^Ptic  axes — the    binocular   criterion, — the   geometrical    perspective, 
''^I'^tire  size,  and  so  forth,  have  a  more  decided  influence  upon  the 
Judgment,  and  overpower  the,  in  this  case,  comparatively  feeble  binoc- 
^*^*-T  condition.    In  order   to  test  this  faict,  the  writer  has  frequently 
^^l^cted  such  views  and  transposed  the  pictures,  and  has  found  that 
"^^  most  practised  observers  with  the  stereoscope  will  frequently  fail 
^^     detect  the  transposition.     So  views  of  long  colonades,  or  of  trees, 
^*^ich  afford  such  decided  geometrical  perspective,  will  with  difficulty 
•^   made  to  come  into  the  new  unnatural  shape  when  the  pictures  are 


^nsposed. 

These  facts  afford  an  additional  argument  for  care  in  the  selection 
^f  foreground  for  stereoscopic  views,  and  explain  the  cause  of  the 
^t^creased  demand  frequently  for  stereoscopic  views  inferior  photogra- 
phically and  in  general  appearance,  out  of  the  stereoscope,  to  others 
by.  their  side. 

To  such  as  will  take  the  little  trouble  to  acquire  the  power  of  unit- 
ing pictures  by  the  second  ocular  method  given, — by  squinting  to  a 
point  nearc^r  than  the  stereograph, — a  collection  of  stereographs  will 
become  ft  collection  of  pseudographs  as  well,  without  the  necessity  of 
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catting  and  transposing  them.  The  variety  of  effect  as  well  as  its 
singular  character  will  well  repay  all  the  trouble.  The  effect  in  this 
case,  as  well  as  those  in  which  the  pictures  are  properly  used,  seems 
to  be  better,  more  exquisite,  than  when  a  stereoscope  is  employed, 
which  to  some  extent  magnifies  them,  destroys  their  miniature  charac- 
ter, and  reveals  more  clearly  defects  of  paper,  and  so  forth. 

Villages  with  their  rows  of  trees,  cities  with  all  their  variety  of 
composition,  statuary,  flowers,  all  present  their  own  new  and  peculiar 
phases  under  this  treatment,  almost  as  surprising  as  the  first  encounter 
with  stereoscopic  effect  upon  the  introduction  of  that  instrument. 

The  writer  during  the  past  summer,  at  Watkin's  Glen,  N.  Y.,  found 
several  views  that  had  been  accidentally  mounted  pseudoscopically, 
which  gave  a  most  pleasing  effect,  though  to  persons  unused  to  such 
views  a  most  unintelligible  one.  Large  logs  in  the  foreground  passed 
behind  and  became  visible  through  the  rocky  ledges  of  the  background, 
and  so  forth. 

But  stereographs  do  not  alone  allow  us  this  pseudoscopic  enjoy- 
ment. Views  of  real  objects  may  be  made  to  be  taken  on  this  false 
arrangement  of  details  as  to  distances.  Just  as  we  see  things  natu- 
rally stereoscopically,  because  each  eye  receives  its  own  prosier  view, 
so,  by  the  aid  of  an  instrument  devised  for  the  purpose,  each  eye  may 
be  made  to  receive  the  impression  which  belongs  to  the  other,  in  look- 
ing at  any  object,  and  the  object  will  in  consequence  appear  pseu- 
doscopic. Such  an  instrument,  called  a  pseudoscope,  will  be  described 
in  connection  with  the  stereoscope. 

(To  be  continued.) 


Imineiise  Pumping  Engine. — One  of  the  most  powerful  pump- 
ing engines  in  the  world  has  recently  been  completed  in  this  city, 
designed  for  the  Lehigh  Zinc  Company's  Mines,  at  Friedensville,  Pa. 
The  engine  has  a  pumping  capacity  of  15,000  gallons  per  minute,  and 
may  be  run  to  17,000  in  case  of  emergency,  raising  water  from  a 
depth  of  300  feet. 

The  steam  will  be  supplied  by  16  boilers,  50  feet  long,  36  inches 
diam.  and  of  j\  inch  iron. 

Balanced  valves,  20  inches  in  diam.  and  with  If  inch  lift,  admit 
steam  to  the  cylinder,  which  is  110^  inches  diam.  and  10  feet  stroke. 
Cylinder  weighs  30,398  lbs.,  and  with  heads,  81,736  lbs  or  40  net 
tons. 

The  piston  rod  is  of  wrought-iron,  14  inches  diam.  and  22  feet  long. 
Cross  head  weighs  15,740  lbs.  and  is  attached  to  piston  rod  by  a  nut 
weighing  1,100  lbs.     The  total  weight  of  the  engine  is  650  tons. 
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ITEMS  AND  NOVELTIES. 

The  Channel  Perry. — The  scheme  to  establish  a  line  of  steam- 
ers, upon  a  grand  scale,  to  convey  passengers  and  freight  across  the 
channel  between  Dover  and  Calais,  which  was  first  proposed  by  Mr. 
John  Fowler,  about  seven  years  ago,  is  again  attracting  serious  pub- 
lic attention  and  awaking  much  discussion,  pro  and  eon^  from  the 
journals  of  the  countries  more  directly  interested. 

The  great  advantages  to  be  derived  from  some  method  of  transit 
which  shall  meet  the  requirements  of  present  commerce  and  insure 
increased  facilities  and  comfort  for  passengers,  has  received  practical 
recognition  in  the  actions  of  the  two  governments  concerned,  both  of 
which  have  passed  bills  favorable  to  the  establishment  of  some  supe- 
rior practical  plan  of  international  communication. 

We  learn  from  a  contemporary*  that,  at  a  recent  meeting,  held  at 
Dover,  to  consider  the  plan  above  named,  the  representative  of  its 
projector  made  the  following  statements  concerning  it :  First,  that 
the  engineers  had  determined  to  have  no  halfway  measures,  but  to 
carry  out  a  plan  which  would  not  require  to  be  enlarged  and  altered, 
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at  loss  of  time,  at  iiilditloniil  expense,  and  at  the  cost  of  h&mperJDg 
anil  hindering  the-  development  of  the  great  traffic  anticipated  ;  sec- 
ondly, it  was  dcttirnhle,  in  their  opinion,  for  the  commercial  success  of 
ihe  enterprise,  that  pro.inion  should  be  made  for  carrying  the  traiiia 
licroBK  the  ehiinnel  upon  the  steiimers,  so  aa  to  alforil  passengere  an 
unbroken  throiigh  train  communication  to  Prtris,  and  also  that  tlie 
eiime  iiectiiiiinnduti'in  mi^rht  be  providi-il  fi>r  goods. 

Hooping  Boiler  Fluea. — The  recent  report  of  tlie  Engineer  of 
the  Manchester  Steam  L'sers'  Association  upon  the  npplicntion  of 
encircling  hoops  to  the  furnace  tubex  and  flues  of  boilers  originally 
constructed  without  rhem,  contains  much  informntion  of  a  useful  char- 
acter. Want  of  !<p;ice  forbids  the  reproduction  of  more  thnn  a  brief 
summary  of  this  valuable  document,  to  which,  as  well  as  to  the  pages 
.  of  the  leading  English  technicnl  periodicals,  ue  woulil  refer  those 
of  our  renders  who  desire  In  peruse  the  original. 

"It  is  frequently  found  to  be  desirable  to  add  eneircling  hoops  to 
the  furnace  tubes  of  boilers  already  in  use,  either  to  admit  of  their 
working  pressure  being  increased,  or  to  render  them  safe  at  the  one- 
to  which  they  may  hnvc  been  hitherto  subjected."  Ak  these  hoops, 
if  not  properly  attached,  give  rise  to  serious  trouble,  the  following 
report  and  illustrations  were  deemed  serviceable: 

"Fig.  1  gives  a  cross  section  of  a  furnace  tube  with  eneircling 
hoop,  while  fig.  2  gives  a  horizontal  section,  and  fig.  8  iin  external 
plan  view. 


^ 

i^  ■ 

LL 

J  tenia  and  Novebiet. 


147 


'*Tlie  lioops  should  be  or  angle  iron  Rection.  itbniit  :>  in.  x  \  in. 
Tliey  shnuld  be  made  in  halves,  so  that  thDjr  rnny  be  pHSFod  in  nl  the 
tn&nhoie.  and  then  riveted  to  the  furmice  or  flue  tii'n-s  in  position, 
thus  rendering  it  unnecessjiry  to  remove  tiic  tubes  or  to  out  imy  open- 
ing in  the  boiler.  T)ie  nngic  iron  should  not  be  brought  into  direct 
contact  with  the  plates  of  the  tubes,  but  a  clear  space  of  not  less 
than  an  inch  should  be  left  between  the  two,  the  hoop  for  this  purpose 
baring  a  diameter  some  two  inche:^  larger  than  the  furnace  tube. 

'*The  boop  should  be  secured  to  the  fumnce  tube  by  rivets,  spaced 
about  six  inches  apart,  blocking  pieces  tlirough  which  the  rivets  should 
pus  being  inserted  between  the  tube  and  angle  iron,  so  aa  to  give  a 
solid  abutment  to  the  riveting,  while  tlie  halves  of  the  huopn  should 
be  connected  together  b;batt  strips  riveted  to  their  muU  «t  the  back. 
Sometimes  these  blocking  pieces  are  mndi^  by  cutting  off  a  piece  of, 
bar  iron,  and  punching  a  hole  through  it  for  the  rivei.  Thiit  plan  is 
objectionable,  as  it  forms  too  great  n  lump  of  metal  around  the  rivet, 
and  promotes  the  overheating  of  the  plate.  The  blocking  pieces 
ehould  be  made  of  a  strip  of  iron  not  more  th-m  ,V  in.  thick,  bent 
round  into  a  circular  shape,  the  ends  btin;:  wi-ldcd  together  »a  as  to 
ftrm  a  short  tube  or  ferrule." 

A  view  of  this  mode  of  construction  is  given  in  6g.  4. 


H '  - 
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Tb*  obJMt  to  be  accomplished  hy  llio  water  i 
foo  ring  and  the  tube  is  to  allow  of  pirfict  < 
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tween  them,  and  thus  to  avoid  the  objection  connected  vrith  the  plftn 
of  attaching  the  rings  directly  upon  the  tube,  in  which  the  plate 
easily  cracks  at  the  rivet  holes  from  the  overheating  of  the  tube. 

"  In  fixing  hoops  in  pairs,  one  hoop  should  be  set  a  little  out  of 
line  with  the  other,  so  that  the  flanges  may  not  be  in  contact,  or  close 
enough  to  form  a  harbor  for  incrustation." 

It  is  also  '"  recommended  that  in  every  boiler  of  ordinary  dimen- 
Hions,  one  set  of  hoops  should  b3  applied  to  the  tubes  at  about  5  feet 
from  front  end  *' 

Shaw's  Compound  Propeller  Pump. — In  the  illustrated  de- 
scription of  this  machine  in  our  last  issue,  reference  was  made  to  the 
ingenious  contrivance  of  a  hydrostatic  disc  or  water  bearing,  upon 
which  is  sustained  the  weight  of  gearing,  shaft  and  water,  and  the 
downward  reaction  of  the  lifting  power,  thus  efl'ecting  a  great  saving 
in  power,  and  permitting  of  the  economical  use  of  pumps  of  great 
length.  A  good  estimate  of  the  amount  of  pressure  exerted  upon 
the  bearing  may  be  formed  from  the  statement  that  a  pump  of  this 
form,  20  inches  in  diameter  and  raising  water  to  a  height  of  50  feet, 
with  propeller  blades  and  shaft  weighing,  say  I  ton,  the  total  pressure 
to  be  sustained  by  the  bearing  is  4i  tons,  or  about  10,000  pounds, 
in  which  ihere  is  no  estimate  for  the  downward  reaction  of  the  surplus 
power  needed  to  forcibly  eject  the  elevated  liquid.  It  is  clear  that 
with  a  bearing  of  ordinary  construction  the  effect  of  this  enormous 
pressure  would  be  a  great  loss  of  power  from  friction,  rendering 
pumps  of  considerable  length  altogether  impracticable  from  an  econo- 
mical standpoint,  even  could  materials  be  found  of  sufficient  strength 
to  resist  so  great  a  strain,  combined  with  a  velocity  of  200  rotations 
per  minute. 

These  serious  objections  the  inventor  has  ingeniously  met  by  the 
introduction  of  a  water  bearing,  or  device  by  which  the  shaft  is  lifted 
entirely  from  its  rest  by  the  pressure  of  a  body  of  water  which  floats 
upon  it,  the  entire  pressure  arising  in  any  case  from  the  causes  above 
named. 

This  contrivance  is  shown,  in  external  view  and  in  proper  position, 
at  the  cad  of  shaft  just  beneath  the  pulley  in  fig.  1,  and,  in  section, 
in  fig.  2. 

It  consists  of  an  outer  stationary  disk,  supported  from  pillars  rest- 
ing on  upper  face  of  the  pipe,  and  an  inner  movable  disk,  attached  to, 
and  rotating  with  the  shaft.  The  hydrostatic  pressure  is  applied  by 
the  force  pump,  indicated  in  fig.  1  by  a  pipe  entering  the  lower  faoe 
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of  outer  disk  ;  aixl,  being  operated  by  the  engine  driving  the  pump, 
forces  R  qaantity  of  water  between  the  faces  of  the  disks.  The  result 
IB  the  Uftiag  of  the  inaer  disk  (and  with  it  the  shaft)  from  contact 
with  the  ottter  one. 

The  wwer  having  perfurmed  its  work  is  permitted  to  escape  about 
the  circumference  of  tha  disk,  the  escape  being  rsgnlnted  by  the  de- 
▼ioe  of  ftn  elerftted  edge  in  the  outer,  and  a  corresponding  groove  in 
the  inner  di»k. 


The  prulili'iii  of  oatiiiiHtiiig  the  pconom;  of  the  pump  is  rendered 
inach  tjasier  by  tlie  vfuier  beiiring;  for  seeing  that,  as  much  of  the 
friction  aii'l  jnessurt'  inual  be  excrcined  upon  the  wuter,  wliich  vould 
return  it  in  the  funn  uf  hcut — the  i^nuntity  of  which  stands  in  a  velU 
known  rHtio  to  the  amount  of  jiowcr  consumed — it  is  only  necessary 
to  know  the  ijuiintity  of  water  t-i-citping  frum  the  disk,  and  its  increase 
in  temperacurr,  to  be  able  to  calculate  the  loss  in  transmitting  the 
power  direotty  to  the  shaft.  Tlie  Iom  involved  in  friction  of  the  ele- 
vated water  column  against  sides  of  pipe  is  of  course  not  here  in- 
volved, but  must  be  determined  separately.  From  the  former  cause 
the  loss  has  been  estimated  at  only  o  per  cent.,  a  figure  which  bears 
testimony  to  the  excellence  of  the  invention. 

FreHure  in  Steam  Boilers. — The  question  as  to  whether  the 
pressure  in  a  siteHm  boiler  wa^  e(]ual  or  different  at  top  and  bottom, 
concerning  which  there  seems  to  be  some  difference  of  opinion  amongst 
engineers — though  it  is  difficult,  from  the  simplicity  of  the  facts  in- 
volved in  considering  the  question,  to  see  how  a  difference  of  opinion 
should  exist — has  nevertheless  been  experimentally  determined  by  the 
Messrs.  Hunter,  at  their  establishment  in  this  city.  An  elbow  was 
attached  to  the  end  of  the  blow-off  pipe  which  entered  the  mud-dram  ; 
into  this  a  plug  was  screwed,  and  tapped  to  receive  a  hftlf-incb  pipe  ; 
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to  tbiB  a  steam  gauge  was  attached  and  the  cock  opened,  Qp  com- 
paring the  indications  of  the  gauges  attached  at  top  of  boiler  and  to 
the  top  of  drum,  as  above  described,  it  was  found  that  the  pressure 
was  greatest  at  the  bottom,  by  a  pound  and  a  half,  proving,  as  might 
readily  have  been  predicted,  that  the  pressure  upon  the  bottom  of  a 
boiler  is  equnl  to  the  steam  pressure  indicated  above,  plus  the  weight' 
of  a  water  column  equal  in  height  to  the  difference  in  level  between 
dram  Hind  surface  of  water  in  boiler,  and  in  diameter  to  that  acting  on 
the  gango. 

The  Saint  Gothard  Tunnel. — Scarce  has  the  world  ceased  its 
wonderment  at  some  great  scientific  achievement,  or  engineering  tri- 
umph over  the  obstacles  of  nature,  when  fresh  schemes,  still  more 
gigantic,  born  of  preceding  successes,  are  projected. 

The  great  advantage  to  be  derived  by  France  from  the  completion  of 
the  Mont  Cenis  tunnel,  bringing  the  cities  of  that  country  in  intimate 
communication  with  the  nations  of  the  East,  has  awakened  anew  a 
project  to  unite  Switzerland  and  Germany  by  a  similar  tunnel  through 
the  Alps  at  the  pass  of  St.  Gothard.  The  plan  is  not  altogether  new, 
for  ever .  since  the  former  tunnel  was  perfected  the  Governments  of 
Switzerland  and  Germany,  influenced  hy  the  fear  that  a  vast  com- 
merce would  be  built  up  and  diverted  into  Franco  by  its  successful 
completion,  have  appreciated  the  importance  of  opening  a  new  com- 
mercial highway  on  their  side  of  the  Alps.  National  jealousies  have 
doubtless  served  to  prevent  the  plan  here  named  from  assuming  a 
definite  form  ;  but  now  that  these  have  been  to  a  great  extent  removed 
by  the  events  of  the  past  year,  we  are  informed'*'  that  the  project  has 
been  revived,  and  that  a  contract  for  the  construction  of  the  tunnel 
has  been  definitely  concluded  between  the  Swiss  government  and  a 
syndici^te  of  the  German  bankers,  backed  by  the  support  of  the  Im- 
perial government  of  Germany. 

The  importance  of  the  projected  tunnel  in  facilitating  travel  and 
influencing  a  vastly  increased  traflBc  between  Asia  and  the  north  of 
Europe,  cannot  be  overestimated,  and  the  inauguration  of  the  great 
enterprise  will  be  looked  for  with  interest  by  all. 

l7hc  completion  of  the  proposed  tunnel  will  ofi*er  greater  difficulties 
than  tl^at;  through  Mont  Cenis.  It  will  be  twice  as  long  and  through 
rockft  more  difficult  to  pierce.  The  estimated  cost  of  the  work  is  put 
at  $37,000,000,  and  from  the  eiLperience  derived  from  Mont  Cenis 
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and  other  aimilftr  vorks  io  varioua  parts  of  the  world,  and  the  great 
improvementa  which  hare  been  made  in  tunnelling  machinery,  it  la 
con6dentIy  anticipated  that  the  enterprise  will  be  brought  to  a  auc- 
cesaful  termination  in  a  proportionally  much  shorter  time. 

Improved  Cairiage  Wheel. — The  accompanying  engraTiitga 
illustrate  an  invention  patented  by  J.  T.  Shelley,  Esq.,  Pennsylvania, 
<lesigned  to  aecurc  the  spokes  more  effectually  in  the  felliesof  wheels, 
and  to  attach  the  tire  more  securely  to  the  wheel,  at  the  same  time 
preserving  its  strength. 

By  referring  to  the  engraving,  it  will 
be  observed  that  plates  are  welded  upon 
the  inner  face  of  the  tire,  in  such  posi- 
tions aa  to  overlap  the  jointa  of  the  fel- 
Itea.  These  plates,  shown  at  (,  are  far- 
nished  with  female  screw  threads  to  re- 
ceive tie  ends  of  bolts,  c,  c,  which  firmly 
secure  the  fellies  and  tire  at  once,  with- 
out requiring  the  drilling  of  the  tire,  and 
rendering  it  by  so  much  the  more  dura- 
ble. The  spokes  are  attached  to  the 
wheel  na  follows.  The  ends  of  the 
spokes  for  fitting  into  the  mortices  of 
the  fellies  are  tapered  to  adnirit  of  the 
attachment  of  an  iron  ferrule,  D,  which 
are  made  flush  with  the  surface  of  spokes. 
There  are  wings,  a,  a,  on  either  side' of 
the  ferrules  to  strengthen  thoae  portion* 
of  the  spokes  which  enter  the  fellies. 

A  number  of  short  grooves  are  made 
on  the  inner  face  of  the  tire,  to  corres- 
pond to  the  number  of  spokes,  and  each 
groove  corresponds  to  a  hole  made  in  the 
axis  of  the  spoke.  Each  of  these  passea 
down  to  a  luteral  oblong  perforation  in 
^     'W tf/TN  *''*  ferrule  D,  and  receives  a  pin.e, which, 

^      ^™mV  after  having  been  properly  wedged  down,, 

are  firmly  held  by  the  key  y,  the  ends  of 
whichnre  filed  off  even  with  the  ferrule.' 
To  prevent   lateral   motion  of   tife'or 
spoke,  and  the  working  loos*  of  the  pin,  e,  iron  plates.  A,  are  set  into 
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the  tire  face  of  fellies  across  the  ends  of  the  spoke  tenons  secured  by 
screws;  which  plates  have  perforations  to  correspond  to  the  diameter 
of  the  bolts  e. 

Burnt  Iron  and  Steel. — W.  M.  Williams  has  given  the  result  of 
some  inquiries  into  the  causes  of  this  phenomenon,  to  the  Chemical 
Society  of  London.  After  some  remarks  upon  the  physical  character- 
istics of  the  damaged  materials,  he  asserts  that  he  has  found  in  all  the 
samples  of  iron  which  he  has  subjected  to  examination,  particles  of 
black  oxide  more  or  less  abundantly  distributed  throughout  the  mass. 
These  are,  however,  absent  in  burnt  steel.  The  method  which  he  sug- 
gests of  quickly  deciding  this  question,  is  to  take  a  small  quantity  of 
fresh  borings  or  filings,  and  to  cover  them  with  some  diluted  nitric 
acid.  As  the  iron  dissolves,  the  free  oxide  separates  and  remains  sus- 
pended in  the  liquid,  rendering  it  dark  in  color.  These  particles 
shortly  disappear,  and  are  thus  to  be  distinguished  from  separated 
carbon.     No  such  discoloration  takes  place  with  good  irons. 

The  cause  of  the  burning  of  iron  he  explains  as  follows  :  As  soon 
as  the  small  quantity  of  carbon  is  removed  from  the  heated  mass  by 
oxidation,  this  process  extends  to  the  iron  itself — not  only  upon  the  sur- 
face, but  into  the  interior.  The  higher  the  temperature,  and  the  longer 
the  exposure,  the  greater  is  the  quantity  of  carbon  necessary  to  pro- 
tect the  iron  ;  and  this,  in  the  AUthor^s  opinioD,  is  the  reason  of  the  fail- 
are  to  produce  merchantable  iron  by  the  Bessemer  process.  The  high 
temperature  and  great  exposure  of  the  metal  in  the  converter  to  the 
air,  causes  oxidation  of  the  iron  to  take  place  even  in  the  presence  of 
considerable  carbon.  The  best  iron,  therefore,  should  be  that  in  which 
carbon  is  brought  to  the  lowest  possible  proportion,  without  oxidation 
of  the  iron. 

Burnt  steel  the  author  considers  to  be  steel  which  has,  by  reheat- 
ing, lost  some  of  its  carbon  by  oxidation,  and  by  sudden  solidification 
has  had  the  resulting  carbonic  oxide  imprisoned  in  the  interior  of  its 
mass.  The  well  known  permeability  of  iron  for  certain  gases  renders 
such  a  process  not  difiicult  to  understand. 

The  structure  and  properties  of  "  burnt  iron  and  steel,**  are  there- 
fore ^*  caused  by  the  presence  of  intermingled  particles  of  combustion 
products  breaking  the  continuity  of  the. metal.  The  carbon  is  burnt 
in  the  case  of  the  burnt  steel,  the  iron  itself  in  the  burnt  iron. 

The  Total  Solar  Eclipse  in  India.— M.  Janssen  writes  to  the 

perpetual  Secretary  of  the  Paris  Academy  from  Sholoor-Neilghency  : 
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— "  I  liave  just  a  moment  since  observed  the  eclipse  with  an  admir»-    • 
ble  sky,  and  now,  while  Still  feeling  the  emotions  caused  by  the  splen- 
did phenomenon  I  have  witnessed,  I  address  these  few  lines,  etc-     . 

The  result  of  my  observations  at  Sholoor  indicates,. 

without  any  doubt,  the  solar  origin  of  the  corona,  and  the  existence  of 
matter  beyond  the  chromosphere.** 

To  M.  Faye,  the  President,  he  writes: — "  I  have  observed  the  coro- 
na, which  I  was  unable  to  do  in  1868,  when  my  whole  attention  was 
given  to  the  prominences.  Nothing  could  be  more  beautiful  or  more 
luminous,  with  configurations,  which  exclude  all  possibility  of  an  at- 
mospheric terrestrial  origin.  The  spectrum  contains  a  very  remarka- 
ble green  ray,  already  announced,  which  is  not  continuous  as  already 
stated,  and  I  find  indications  of  the  dark  lines  of  the  solar  spectrum  ; 
notably  the  well  known  double  line  of  sodium,  D.'' 

All  of  the  observing  parties,  except  those  at  Melbourne,  seem  to 
have  been  successful.  The  observations  of  Professors  Lockyer  and 
Resphigi  both  confirm  those  of  Janssen,  concerning  the  solar  origin  of 
the  corona.  The  former  gentleman,  in  a  letter  to  Nature^  remarks : 
**  The  composition  and  structure  of  a  part  of  the  corona  have  been 
forever  set  at  rest,  while  we  have  seventeen  photographs  taken  by  in- 
struments of  the  same  power  and  pattern,  to  compare  with  each  other." 

Boiler  Explosions  ! — Under  this  title  appears,  in  the  ^^Amerieofii 
Railway  Timen*'  of  February  17th,  an  article  the  tenor  of  which  is 
not  only  to  show  how  utterly  useless  it  is  to  seek  for  the  causes  of 
steam  boiler  explosions  by  experimenting  under  varied  conditions  witb 
boilers  which  have  actually  seen  service — as  has  lately  been  done  in 
the  tests  made  at  Sandy  Hook  ;  or  by  experimenting  with  apparatae- 
especially  designed  to  reproduce  every  possible  contingency  which 
the  perverse  ingenuity  of  *'*'  practical  "  engineers  can  invent^  as  in  the 
classical  experiments  made  years  ago,  by  a  committee  of  the  ableat 
men  in  the  Franklin  Institute ;  but  to  explain,  in*  addition,  just  how 
boiler  explosions  really  occur. 

The  off-hand  way  in  which  this  author  disposes  of  the  Sandy  Hook 
trials  as  those  of  ^^  so  called  '*  but  deceived  experts,  and  the  elevated 
stand-point  from  which  he  pronounces  that  ^^  we  are  gravely  told  m 
some  of  our  school-books  on  natural  philosophy  that  experiments 
were  made  by  a  committee  of  the  Franklin  Institute,'*  are  calculated 
to  excite  an  unusual  degree  of  curiosity  to  hear  an  exposition  of  the 
author's  own  views  upon  a  subject  which  be  handles  '*  as  one  hav- 
ing authority  and  not  as  the  scribes."     It  will  therefore  not  seem 
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Burprising  that  upon  reaching  the  aonounoement,  ^*  Let  us  now  see 
what  doee  cause  explosions/*  we  were  scarcely  prepared  to  meet  with 
a  rehash  of  the  old  gas  theory,  so  effectually  and  repeatedly  exploded, 
in  one  form  or  another,  time  and  again,  that  it  is  really  surprising  it 
should  possess  vitality  enough  to  make  its  appearance  in  a  fresh  garb, 
whenever  from  any  cause  public  attention  is  directed  to  the  subject 
of  boiler  explosions. 

The  author*s  case  is  simply  this : — Shouhi  a  surface  of  boiler  or 
flue,  from  insufficiency  of  water,  become  overheated,  say  to  red  heat, 
the  steam  will  necessarily  come  in  contact  with  this  red  hot  surface 
and  be  decomposed  into  its  elements ;  the  oxygen  will  be  appro- 
priated by  the  iron,  the  hydrogen  will  bo  liberated.  If  now,  by  any 
means,  as  the  starting  of  the  engine,  the  hydrogen  collected  in  the 
upper  part  of  the  boiler  should  be  brought  into  contact  with  the  oxide 
of  iron  heated  to  the  same  temperature  as  will  decompose  steam,  the 
iron  will  be  reduced,  the  gases  again  combining  with  explosive  vio- 
lence. 

It  would  hardly  he  worth  while  to  enter  into  the  discussion  of  this 
so-often- disposed -of  subject,  were  it  not  for  the  fact  that  the  author 
subscribes  himself  as  professor  of  a  university,  and  treats  his  subject 
from  a  chemical  and  not  from  a  mechanical  staiid-point.  A  few  brief 
comments  will  be  found  below  : 

1st.  It  is  gravely  to  be  doubted,  whether  steam  in  contact  with 
glowing  metal  surfaces  can  be  decomposed  into  its  elements,  so  long 
as  water  is  present  with  it.  In  a  steam  boiler,  the  mechanical  sus- 
pension of  more  or  less  water  in  the  steam  we  conceive  to  be  unavoida- 
ble; but  be  that  as  it  may,  so  long  as  we  have  nothing  but  bare  assertions 
to  oppose  the  results  obtained  by  the  Franklin  Institute  committee, 
we  prefer  to  adhere  to  the  latter. 

2d.  Admitting  that  the  steam  is  decomposed  by  the  iron,  that 
hydrogen  is  liberated  and  the  oxygen  bound  up  with  the  iron,  the 
statement  of  the  author  that  the  contact  between  the  oxide  of  iron 
and  hydrogen,  "  at  the  same  temperature  as  will  decompose  steam,*' 
will  result  in  a  reduction  of  the  iron  oxide,  and  a  re  union  of  the  gases 
with  explosive  force,  is  palpably  incorrect,  since  it  is  asserted  that, 
under  exactly  the  same  conditions  in  which  iron  is  strong  enough  to 
rob  the  hydrogen  of  its  oxygon  the  hydrogen  is  strong  enough  to 
take  possession  of  it  again. 

8d.  Even  admitting  this  chemical  paradox,  it  is  impossible  that 
the  hydrogen  should  reduce  the  oxide  of  iron  with  explosive  violence. 
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The   asBertion   will  be  opposed  by  the  repeated  experience  of  every 
practical  chemist. 

The  employment  of  hydrogen  &s  a  reducing  agent  for  nnioerous 
metallic  oxides  tsa  matter  constantly  recurring  in  the  laboratory,  and 
this  process,  so  far  from  taking  place  wtih  explosive  violence,  on  the 
contrary  is  often  a.  tediously  gradual  one.  The  nssertion,  therefore, 
that  hydrogen  will  produce  so  violent  an  action  with  iron  oxide  i»  un- 
supported by  any  fact  known  to  the  chemist,  but  is  contrary  to  his 
almost  every  day  experience. 

While  agreeing  with  the  author  that  "  the  best  judge  of  any  science 
or  art  is  a  person  who  has  made  sci- 
ence or  art  his  particular  study,"  in- 
quiring minds  will  be  disposed  to  call 
for  something  more  than  mere  state- 
ments to  support  even  a  theory  as  faeci- 
nating  as  his  appears  to  be. 


A  Force  and  Lift  Fninp.— The 

pany  ing  6gure  represents  a  pump, 
manufactured  by  the  American  Pomp 
Company,  Philada.,  and  exhibited  at  a 
late  meeting  of  ihe  Frnnklin  Institute. 
The  pump  for  out-door  work  here  rep- 
resented, is  secured  to  «  plank  or  tim- 
ber, nnd  is  connected  by  a  pipe  to  the 
water  to  be  lifted.  The  plunger  rod  is 
worked  by  a  rocking  shaft  running 
through  the  side,  instead  of  working, 
aa  ordinarily,  through  the  top.  The 
handle  is  attached  to  the  outer  end  of 
shaft,  thus  permitting  the  top  to  be 
closed  by  *  hinged  lid,  secured  by  thumb 
screws,  and  forming  an  air  chamber. 
When  this  is  off,  the  machine  is  a  sim- 
ple lift  pump  ;  when  on,  it  is  converted 
intOH  force  pump,  throwing  a  coDtinn- 
ous  stieam  with  considerable  force. 

the  Eafters,— Since  the  article  on  page  100  of  the 
of  the  Journal  was  published,'!  have  found  that  Prof. 
Civil  Engineering  article  179,  page  292,  has  giTerilhe 


Problem  of 

present  volume 
Bankme,  in  his 
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correct  formalas  for  this  case.     My  formulas  agree  with  his  when  the 
notation  is  so  changed  as  to  agree  with  each  other.  De  V.  W. 

iSrrata* — Page  104,  second  line  from  the  bottom,  for  tvxAB  read 

Page  106,  second  line  from  the  bottom,  the  line  5/ referred  to  is  not 
shown  in  Fig.  6. 

Page  107,  near  the  middle  of  the  page  in  equation  for  compression, 
for  tW  read  Coi^O. 


The  Cost  of  Tunnelling. — The  London  Times,  in  a  recent  arti- 
cle, gives  a  tabulated  statement  of  a  number  of  the  more  important 
tunnelling  enterprises,  from  which  we  learn  that  the  cost  per  linear 
yard  of  the  works  below  named  were  as  given : 

Mont  Cenis,  $975.;  the  Kilsby,  the  Saltwood  and  the  Bletchingley, 
the  costliest  of  the  English  tunnels,  cost  $725,  $590  and  $360  re- 
spectively. That  of  Terre  Noire  (France)  cost  $475,  and  the  Hoosac, 
in  Massachusetts,  has  thus  far  averaged  $940. 


Adulteration  of  Aniline  Colors. — The  intense  tinctorial  power 
of  the  aniline  dyes  seems  to  oflfer  irresistible  temptation  to  dishonest 
dealers  to  imitate  or  adulterate  them  with  worthless  ingredients.  A 
sample  of  fuchsine  (an  aniline  red)  lately  placed  in  our  hands  by  Dr. 
Genth  was  composed  entirely  of  sugar  crystals  saturated  with  the 
coloring  matter.  To  any  one  familiar  with  the  peculiar  arborescent 
appearance  of  the  pure  fuchsine  particles,  the  sugar  crystals,  with 
their  rhombic  prisms,  would  betray  the  imposition  at  a  glance ;  but 
without  this  knowledge  the  detection  would  be  attended  with  some 
difficulty,  since  the  color  of  both  genuine  and  counterfeit  samples  is 
equally  intense.  One  of  the  simplest  methods  to  detect  this  and  sim- 
ilar impositions  is  simply  to  digest  a  sample  of  the  suspected  substance 
in  ether  or  absolute  alcohol,  when  the  coloring  matter  will  be  dissolved 
with  ease,  and  the  sugar,  crystals,  or  wood  fibre  (which  is  also  used  for 
dishonest  purposes)  will  remain  undissolved. 

Arsenic  in  Colored  Carpetings. — Hallwachs*  has  found  that 

not  only  green  but  also  the  red  colored  carpetings  frequently  contain 
arsenic.  He  particularly  asserts  that  the  brilliant  dark  red  colors,  now 
80  greatly  in  demand,  contain  enormous  quantities  of  this  poisoLOus 
substance.  The  goods  burned  with  the  blue  fiamc  of  arsenic,  and 
gave  its  characteristic  garlic  odor.     Enough  of  the  color  could  be 

^Gewerb.  f.  d.  Grosdb.  Hessen.,  169. 
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rubbed  off  with  the  finger  to  give  a  distinct  precipitate  of  arsenic  with 
the  usual  reagent,  and  in  solution  in  hydrochloric  acid  covered  some 
copper  pieces  with  the  greyish  coating  characteristic  of  the  sub- 
stance. 

A  Lecture  Experiment. — V.  Wartha  describes  a  neat  method 
of  illustrating  the  presence  of  sulphur  in  illuminating  gas.  He  places, 
on  a  platinum  wire,  a  bead  of  carbonate  of  soda  on  the  edge  of  the 
flame  of  a  Bunsen  burner  for  a  minute,  and  obtains  then,  by  partially 
cutting  off  the  air  supply,  a  small  cone  of  light  in  the  flame.  Into 
this  the  bead  is  placed,  and  the  sulphate  and  sulphite  of  soda  previ- 
ously formed  is  brought  to  the  condition  of  sulphide  of  sodium  by  the 
reducing  action  of  the  glowing  carbon  particles.  The  bead  is  then 
crushed  in  a  porcelain  dish,  and  a  solution  of  the  nitro  prusside  of 
sodium  added,  when  the  characteristic  reaction  of  sulphur  is  readily 
obtained.  The  reaction  is  said  to  be  more  than  fifty  times  as  sensi- 
tive as  that  with  silver,  which  is  ordinarily  used.  A  minute  suffices 
to  obtain  it. 

LitmuB  Paper  as  a  Beagent. — A  paper  upon  the  sensitive* 

ness  of  litmus  paper  in  indicating  the  presence  of  alkalies  or  acids, 
has  recently  been  published'*'  by  Mr.  Chas.  Bullock,  from  which  it 
appears  that  a  reaction  may  be  obtained  with  one  drop  of  80  per  ct. 
acetic  acid  in  the  following  quantities  of  water :  In  4  oz.  it  turns  red 
immediately  ;  in  6  oz.,  in  half  a  minute ;  in  10  oz.,  turns  red  on  edges 
in  one-fourth  minute,  completely  in  one  minute ;  in  13  oz.,  completely 
red  in  one  and  one-half  minute;  in  16  oz.  the  limit  of  distinct  reac- 
tion is  reached.  With  an  alkali  the  following  results  were  obtained : 
With  one  grain  of  andhyd.  carb.  soda  in  32  oz.  of  water  the  bluing 
occurred  in  one  minute;  in  56  oz.,  in  three  minutes;  in  64  oz.,  in 
four  minutes ;  in  80  oz.,  in  seven  minutes ;  in  160  oz.  of  water  the 
limit  of  distinct  reaction  is  reached. 

The  Argentotype, — A  photographic  process  called  by  its  in- 
ventor, Mr.  F.  A.  Wenderoth,  of  this  city,  by  the  above  name,  is  in 
operation,  and  from  the  great  beauty  of  the  results  promises  to  be- 
come largely  introduced.  The  general  outline  of  the  process  will  be 
understood  from  the  following  description  : 

A  carbon  print  is  made  in  the  ordinary  way,  by  exposing  a  bichro- 
mated  gelatin  film  beneath  a  negative.     A  silvered  metallic  plate  in 

*  Am.  Joor.  of  Pbarmai^,- Jan.,  1872. 
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next  taken,  and  rubbed  with  a  sanded  brush,  to  depolbh  the  sur&tce 
«nd  heighten  the  effect  of  the  picture.  The  plate,  after  cleansing,  is 
laid  on  a  sheet  of  paper,  on  a  table  containing  diluted  alcohol.  The 
carbon  point  is  now  brought  face  down-  in  contact  with  the  plate,  a 
paper  sheet  la  laid  upon  it,  and  by  a  simple  roller,  the  alcohols  and 
air  bubbles  are  forced  from  between  plate  and  print,  and  the  two 
made  to  adhere  firmly.  The  plate  with  film  is  now  immersed  in 
water  of  about  100®  F.  and  developed,  leaving  a  film  of  varying 
thickness  on  the  plate  through  which  ^he  lights  are  in  the  thin  parts, 
and  the  shades  in  the  thick  insoluble  parts.  The  character  of  the 
metallic  surface  gives  a  peculiar  tone  to  the  picture,  and  the  shades 
may  be  varied  by  using  colored  gelatin. 

To  render  his  pictures  more  durable,  Mr.  Wenderoth  attaches  them 
by  a  simple  method  hermetically  to  glass  plates.  The  same  artist  is 
operating  a  photo-ztncographic  process,  which  is  new  in  some  re- 
spects, an  illustration  of  which  we  will  shortly  be  able  to  give. 

Formation  of  Ozone. — Dr.  Pincus  states  that  ozone  i8  formed 
during  the  burning  of  hydrogen  ;  and  that  if  a  flame  of  this  gas  is 
allowed  to  burn  from  a  fine  point,  the  smell  of  ozone  can  be  distinctly 
recognized.  This  statement  recalls  to  mind  the  announcement  made 
some  time  since  by  Loew,  of  New  York,  that  ozone  might  be  obtained 
in  sufficient  quantity  for  purposes  of  lecture  demonstration,  by  simply 
blowing  the  heated  air  on  the  edge  of  an  ordinary  Bunsen  flame, 
with  the  aid  of  a  glass  tube,  into  a  glass  receiver,  containing  the  or- 
dinary reagent  for  testing  an  oxidizing  agent — iodide  of  potassium, 
acetic  acid  and  starch — when  the  blue  coloration  of  the  iodide  of 
starch  almost  instantly  makes  its  appearance.  At  the  time,  Loew's 
announcement  met  with  some  objectors,  who  sought  to  explain  the 
phenomenon  by  assuming  that  the  oxidizing  process  originated  with 
certain  oxidized  nitrogen  compounds  formed  by  the  heat  of  the  flame. 
From  the  fact,  however,  which  is  well-known  to  chemists,  that  it  is 
impossible  to  unite  nitrogen  and  oxygen  directly,  by  any  means  short 
of  the  electrical  spark,  the  explanation  of  Loew  would  seem  to  be  the 
correct  one. 


To  Determine  the  Value  of  Aniline  Colors.— Armand  Mai- 

ler  suggests  the  use  of  collodionized  glass  plates  upon  which  an  alco- 
holic solution  containing  a  known  percentage  of  the  color  to  be  esti- 
mated is  fixed,  and  compared  with  similar  films  containing  certain 
known  quantities  of  a  normal  color.  By  this  process  he  declares  it 
possible  to  determine  the  value  of  different  colors  with  great  nicety. 
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Utilizatioil  of  Slag* — A  method  of  utilising  slag,  ia  use  at  the 
blast  farnaces  at  Osnabriick,  in  Hanover,  i»  to  allow  it  iMrfall  in  a 
stream  from  a  height  of  aboat  eight  feet  into  water.  It  is  thas  granu- 
lated into  particles  of  the  size  of  a  bean.  From  the  water  tank  it  is 
lifted  by  an  elevator  into  cars  and  conveyed  away,  to  be  used  in  bal- 
lasting the  roads  and  railways.  We  have  the  authority  of  Mr.  Brock- 
bank  for  the  assertion  that  the  Bessemer  slags  of  the  haematite  fur- 
naces make  an  excellent  concrete  from  the  large  per  centage  of  lime 
contained  therein. 


mtL 


The  item  on  page  76  of  the  present  volume  has  elicited  the  follow- 
ing communication,  which,  of  course,  necessitates  the  omission  of  the 
term  novel  there  applied  to  it. — Ed. 

Philadblpiiia,  Jan.  27th.  1872. 
W.  II.  Wahl,  Esq.,  Secretary  Franklin  Institute^  Philada. 

Dkar  Sir, — The  signal  to  warn  train  men  standing  on  the  tops  of 
cars,  on  their  approach  to  an  overhead  bridge,  to  which  you  alluded 
at  the  last  meeting  of  the  Institute  as  a  novelty,  was  introduced  upon 
the  Pennsylvania  Railroad  in  April,  1867,  and  is  now  in  general  use 
upon  that  road. 

I  am  informed  by  Mr.  T.  J.  Heizmann,  engineer,  who  first  intro- 
duced it,  that  about  that  time  he  saw  a  newspaper  paragraph  speaking 
of  its  use  on  a  railroad  in  Connectjcnt,  and  its  adoption  on  the  Penn- 
sylvania Railroad  was  suggested  thereby.         Yours,  truly, 

Enoch  Lewis. 
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THE  LOCOMOTIVE  ENGINE,  AND  PHILADELPHIA'S  SHARE  IN  ITS 

EARLY  IMPROVEMENTS. 

By  Joseph  Harrison,  Jr.,  M.  E.* 

Some  persons  care  little  or  nothing  for  the  past.  Musty  records 
and  old  things  have  no  charm  for  them,  and  their  lives  seem  centred 
in  the  one  word,  "Now.'*  Perhaps  they  may  be  right  in  their  ab- 
stract way  of  viewing  the  question,  and  they  might  well  be  pardoned 
for  saying  cui  bono. 

Others,  again,  omit  nothing  in  their  efforts  to  explore  all  that  can 
possibly  be  reached  of  record  or  memorial,  telling  of  the  earlier  days 
of  the  world  on  which  we  live,  and  of  the  doings  of  the  inhabitants 
thereof.  They  never  weary  in  lavishing  time,  trouble  and  expense,  in 
following  their  favorite  pursuit,  and  often  are  fully  repaid,  after  long 
and  laborious  research,  in  the  mere  bringing  to  light  of  some  trifling 
relic  of  may- be  doubtful  value,  or  some  record  not  worth,  perhaps, 
the  time  it  has  taken  to  secure  it. 

In  the  researches  of  the  antiquary  how  little,  however,  is  brought 
out  of  the  inner  workings  of  the  individual  minds  which  have  evolved 
the  beautiful  and  the  practical  in  Art,  in  Science,  and  in  Mechanism, 
even  in  comparatively  recent  days.  It  is  the  detail  of  their  work 
that  those  interested  in  the  subject  so  much  desire,  and  do  not  find. 
They  would  know  the  ways  and  the  means,  and  the  chain  of  reasoning 
or  experiment,  whereby  these  early  workers  produced  the  results  that 
are  left  to  us.  And  how  interesting  is  the  little  that  has  come  down 
to  our  time. 

The  engineer,  noting  the  curious  things  in  bronze  and  in  copper, 
exhumed  at  Pompeii,  and  gathered  together  in  the  Museo  Borbonico 
at  Naples,  will  linger  near  a  small  vessel  for  heating  water,  little  more 
than  a  foot  high,  in  which  are  combined  nearly  all  the  principles  in- 
volved in  the  modern  vertical  steam  boiler — fire-box,  smoke-flue  through 
the  top,  and  fire-door  at  the  side,  all  complete  ; — and  strange  to  say,  this 
little  thing  has  a  water-grate^  made  of  small  tubes  crossing  the  fire-box 
at  the  bottom,  an  idea  that  has  been  patented  twenty  times  over,  in  one 
shape  or  another,  within  the  period  of  the  history  of  the  steam  engine. 

*Thi8  paper  was  written  before  the  publication  of  a  recent  work  on  the  early 

history  of  the  Locomotive  in  the  United  States,  by Brown,  and  all  that 

is  stated  herein,  after  Oliver  Evans'  time,  is  from  personal  observation.    The 
aathor  has  not  seen  the  work  alluded  to  in  this  note.  J.  H. 
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The  architect,  looking  at  the  faded  drawings  made  many  centuries 
ago,  and  still  serving  as  a  guide  in  the  completion  of  that  epic  in 
stone,  the  wonderful  Cathedral  on  the  banks  of  the  Rhine,  at  Co- 
logne, is  interested  not  onlj  in  the  beautiful  forms  and  proportions 
portrayed  |n  these  now  dim  lines,  made  by  the  architect  whose  name 
is  still  preserved  to  us,  but  in  noting  the  changes  and  nlterations  that 
mark  their  gradual  approach  towards  perfection,  showing  plainly  that 
revision  and  variation  from  the  original  design,  was  as  necessary 
then  as  now,  if  perfection  was  to  be  achieved.  These  are  even  still 
extant  in  record  if  not  in  drawings ;  examples  of  Roman  architec- 
ture indicating  the  same  slow  approach  towards  a  more  perfect  endings 
in  the  erection  of  the  monuments  that  now  excite  our  wonder,  built 
to  adorn  the  Capitol   of  the  world  more  than  two  thousand  years  ago. 

Knowing  what  we  know,  and  seeing  what  we  see  of  improvement 
and  advancement  in  mechanical  and  engineering  science  and  art  all 
around  us,  how  interesting  it  is  to  look  at  the  first  condensing  steam- 
engine  made  by  James  Watt,  and  the  little  locomotive  *'  Rocket,"  of 
George  and  Robert  Stephenson,  both  so  carefully  preserved  in  the 
South  Kensington  Museum  in  London. 

The  history  of  a  most  remarkable  machine,  now  so  necessary  in  our 
daily  wants,  had  its  real  commencement  but  forty  years  ago,  and  yet 
much  that  is  exceedingly  interesting  in  the  detail  of  its  early  intro- 
duction and  improvement  is  unknown  to  this  generation,  and  before 
many  years  all  those  who  labored  at  its  beginning,  and  who  only  can 
tell  the  story  of  its  early  progress  towards  its  present  perfection 
from  their  personal  knowledge,  will  have  passed  away. 

To  prevent  this  loss  in  part,  an  effort  will  be  made  in  the  following 
pages,  without  going  too  much  into  technical  detail,  to  bring  together 
some  facts  in  connection  with  the  early  and  very  important  work  of 
Philadelphia  Mechanics  and  Engineers  in  the  origination  and  in  the 
development  of  the  improvements  in  the  Locomotive  Engine. 

In  the  opening  paxt  of  an  article  printed  in  a  supplement  to  the 
Encyclopaedia  Brittanica,  1824,  may  be  found  the  following:  '^Rail- 
ways.— A  species  of  road  or  carriage  way,  in  which  the  track  of  the 
carriage  wheels  being  laid  with  bars  or  rails  of  wood,  stone  or  metal, 
the  carriage  is  more  easily  drawn  over  this  smooth  surface  than  over 
an  ordinary  road."  And  further,  in  the  same  article,  after  alluding  to 
the  early  history  of  rail-ways  in  Great  Britain,  and  touching  oa  the 
chief  lines  then  in  use,  the  article  continues  :  '^  From  these  aceounta 
of  the  chief  rail-ways  in  England  and  Wales,  it  will  appear  that  thia 
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species  of  inland  carriage  is  principally  applicable  where  trade  is  con- 
siderable, and  the  length  of  the  conveyance  short,  and  is  chiefly  uacf- 
fiil  in  transporting  the  mineral  products  of  the  kingdom  from  the 
mines  to  the  nearest  land  or  water  communication,  whether  sea,  river 
or  canal.  Attempts  have  been  made  to  bring  it  into  more  general  use, 
l>ai  without  success,  and  it  is  only  in  particular  circumstances  that 
navigation,  with  the  aid  of  locks  or  inclined  planes  to  surmount  the 
elevations,  will  not  present  a  more  convenient  medium  for  an  ex- 
tended trade. 

"  South  Wales,  however,  presents  an  example  where  the  trade  being 
great,  and  also  chiefly  descending,  the  country  rugged,  and  the  sup- 
ply of  water  scant,  rail-ways  have  been  adopted  with  complete  suc- 
cess, and  have  been  found,  in  some  cases  at  least,  equal  to  canals  in 
point  of  economy  and  dispatch.*'  After  further  discussing  the  topic, 
the  conclusion  of  the  article  is  as  follows  :  "  On  some  of  the  rail- 
ways near  Newcastle  the  wagons  are  drawn  by  a  steam-engine 
placed  on  a  wagon  by  itself,  the  wheels  of  which  are  driven  by  the 
engine,  and,  acting  on  a  rack  laid  along  the  rail-way,  impel  forward  the 
engine  and  the  attached  wagons.  In  some  cases,  the  wheels  of  the 
wagon  operate  without  rack- work,  by  the  mere  friction  between  them 
and  the  rail.  The  steam-engines  employed  for  this  purpose  are  of 
the  high  pressure  kind,  these  requiring  no  condensing  apparatus." 

"  But  this  application  of  steam  has  not  yet  arrived  at  such  perfec- 
tion as  to  have  brought  it  into  general  use." 

When  it  is  considered  that  but  a  generation  and  a  half  has  passed 
since  its  publication,  the  above  reads  strangely  in  the  light  of  our  pres- 
ent knowledge  and  experience.  It  is  noteworthy,  too,  that  in  the  ar- 
ticle from  which  the  above  extracts  have  been  taken,  there  is  not  one 
word  in  relation  to  the  transportation  of  passengers  by  railroad,  nor 
18  the  name  of  "  Locomotive,"  since  become  so  distinguished,  once 
used. 

Daring  the  five  years  following  the  publication  of  the  above,  little 
was  done  towards  the  improvement  of  the  motive  power  for  working 
the  railroads  of  Great  Britain,  the  only  country  in  which  they  were 
tised.  In  1829,  when  the  Liverpool  and  Manchester  Railroad  (the 
pioneer  of  a  new  system  which  has  since  attained  such  tremendous 
proportions)  was  well  advanced  towards  completion,  the  locomotive 
was  80  unimportant  an  agent,  that  it  was  even  then  not  easy  to  de- 
•cide  the  [question  of  motive  power  for  working  that  important  line. 
'The  locomotive]  had  its  friends  in  the  Stephensons,  father  and  son, 
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— in  Hackworth,  Braithwaite  and  Erickson,  Trevethick  and  otherB. 
A  plan  for  placing  fixed  steam  engines  at  intervals  along  the  line 
to  draw  the  trains  by  endless  ropes  running  over  pulleys,  had  its  sup- 
porters. Horses  were  looked  to  as  a  safe  means  to  fall  back  upon 
when  all  else  should  fail.  A  machine  to  use  horse  power  was  even 
thought  of,  and  was  afterwards  built,  in  which  the  propelling  horseB 
were  carried  on  the  carriage  that  was  to  be  used  for  drawing  the  train» 

During  the  year  1828  it  became  imperative,  on  the  part  of  the  Di- 
rectors of  the  Liverpool  and  Manchester  Railway,  to  decide  in  some 
way  the  question  of  motive  power,  and  in  that  year  a  deputation  of 
this  body  "  was  appointed  to  visit  the  railways  of  Northumberland 
and  Durham,  where  the  different  varieties  of  motive  power  were  moat 
extensively  practised."  This  deputation  returned  from  this  mission 
without  coming  to  any  conclusion  as  to  which  class  of  motive  power 
would  most  conduce  to  their  interests.  They  didy  however,  decide 
*'  that  horse-power  would  be  inapplicable  for  the  great  traffic  that  waa 
anticipated  upon  the  new  line." 

By  this  decision  the  question  was  narrowed  down  to  the  locomotive 
engine  (then  gradually  becoming  the  favorite)  and  the  fixed  engine. 
This  latter  device  was  known  to  be  Qlumsy  in  its  management,  and 
diflScult  to  manage  where  a  large  traffic  was  to  be  carried  on,*  or  where 
it  was  of  primary  importance  that  a  greatly  increased  speed  must  he 
aimed  at.  Little  scope,  therefore,  was  left  in  the  fixed  engine  system 
for  improvement  tending  to  meet  these  essentials,  and  little  could  be 
expected.  At  this  point  in  this  most  important  controversy,  it  waa 
suggested  that  the  surest  way  to  bring  out  the  merits  of  the  locomo- 
tive system,  was  to  excite  competition  on  the  part  of  its  advocatea 
by  the  ofter  of  a  premium  or  reward  for  the  best  locomotive  engine^ 
In  the  spring  of  1829,  and  in  accordance  with  this  idea,  first  enun- 
ciated by  Mr.  Harrison,  a  member  of  the  Board,  it  was  decided  by 
the  Directors  of  the  Liverpool  and  Manchester  Railway,  to  make  this 
premium  £500,  to  be  contended  for  under  conditions  to  be  fixed  by 
the  Company. 

The  very  important  conclusions  which  soon  resulted  from  the  com- 
petition induced  by  the  above  ofter,  in  the  rapid  improvement  of  the 
locomotive  engine,  formed  a  new  era,  not  only  in  their  history,  but  iil 
the  importance  of  railways  generally.  The  conditions  upon  which  the 
premium  was  offered  was  in  part  as  follows : 
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2Uh  of  April,  1829. 

"Stipulations  and  Conditions 

On  which  the  Directors  of  the  Liverpool  and  Manchester  Railway 
offer  a  premiam  of  X500,  for  the  most  improved  locomotive  engine. 

"  1st.  The  said  engine  must  *  effectually  consume  its  own  smoke,' 
according  to  Railway  Act.     7th  Geo.  IV. 

"2nd.  The  engine,  if  it  weighs  six  tons,  must  be  capable  of  drawing 
after  it,  day  by  day,  on  a  well  constructed  railway,  on  a  level  plane, 
a  train  of  carriages  of  a  gross  weight  of  twenty  tona^  including  the 
tender  and  water  tank,  at  the  rate  of  ten  miles  per  hour,  with  a  pres- 
sure of  steam  on  the  boiler  of  fifty  pounds  to  the  square  inch. 

**  8th.  The  price  of  the  engine  that  may  be  accepted  is  not  to  ex- 
ceed <£550,  delivered  on  the  railway  ;  and  any  engine  not  approved 
is  to  be  taken  back  by  the  owner." 

The  following  engines  were  entered  for  the  prize  : 

The  "  Novelty,'*  by  Braithwaite  and  Erickson. 
"    "  Rocket,'*  by  Robert  Stephenson. 
"    "Sans  Pareil,*'  by  Timothy  Hackworth. 
"    "  Perseverance,*'  by  Mr.  Burstall. 

All  these  engines  had  distinct  principles  in  their  construction,  the 
most  important  of  which  being  in  the  plan,  and  in  the  steam  generat- 
ing properties  of  the  boilers. 

After  a  fair  test  of  all  the  locomotives  competing  in  accordance  with 
the  regulations  fixed,  the  prize  was  easily  won  by  the  "  Rocket,**  built 
by  George  and  Robert  Stephenson;  this  engine  having  fulfilled,  in 
some  respects,  more  than  all  the  requirements  of  the  trial. 

It  is  remarkable  that  the  "  Rocket,**  in  all  or  nearly  all  of  the  es- 
sentials that  go  toward  making  the  locomotive  what  it  is,  was  as  com- 
plete as  the  engine  of  our  day.  Its  weight  was  but  8  tons^  1  cwt. 
From  the  success  achieved  by  the  "  Rocket"  at  Liverpool,  the  locomo- 
tive engine  took  the  place  it  now  fills  so  perfectly,  as  the  great  motor 
for  land  transportation.     All  other  devices  were  at  once  abandoned. 

The  type  of  locomotive  established  by  the  success  ot  the  '•  Rocket** 
became  the  then  standard  in  England,  and  the  Directors  of  the  Liv- 
erpool and  Manchester  R:iilway  lost  no  time  in  stocking  their  railway 
with  engines,  mainly  after  this  model. 

With  this  preliminary,  it  is  now  the  purpose  of  this  article  to  tell  the 
«arly  story  of  the  locomotive  in  Philadelphia,  and  an  effort  will  be  made 
i/9  show  how  great  a  share  the  minds  and  hands  of  our  engineers  and 
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mechanics  have  had  in  the  improvement  and  development  of  (without 
doubt)  the  most  important  agent  of  this  or  any  other  age.  In  telling- 
this  story  completely,  it  will  be  necessary  to  take  a  retrospect  and  ga 
back  to  the  year  1786. 

In  that  year,  Oliver  Evans,  a  man  who  deserves  at  this  day  all 
honor  at  our  hands  as  one  of  Philadelphia's  noblest  sons,  *'  petitioned 
the  Legislature  of  Pennsylvania  for  the  exclusive  right  to  use  his  im- 
provements in  flouring  mills  and  steam  carriages  in  his  native  State^ 
In  the  year  following  he  presented  the  same  petition  to  the  Legisla- 
ture of  Maryland.  In  the  former  case  he  was  only  successful  so  far 
as  to  obtain  the  privilege  for  the  mill  improvements,  his  representa-^ 
tions  respecting  steam  carriages  savoring  too  much  of  insanity  to  de-^ 
serve  notice.*' 

'*  He  was  more  fortunate  in  Maryland,  for  although  the  steam  pro-- 
ject  was  laughed  at,  yet  one  of  his  friends,  a  member,  very  judiciously 
observed  that  the  grant  could  injure  no  one,  for  he  did  not  think  that 
any  man  in  the  world  had  ever  thought  of  such  a  thing  before.  He 
therefore  wished  the  encouragemeut  might  be  afforded,  as  there  wa& 
a  prospect  of  its  producing  something  useful."  The  exclusive  privi-- 
lege  was  granted,  and  after  this  Mr.  Evans  considered  himself  bound 
in  honor  to  the  State  of  Maryland  to  produce  a  steam  carriage  a& 
soon  as  his  means  would  permit  him. 

To  Oliver  Evans  must  be  awarded  the  credit  of  having  built  and 
put  in  operation  the  first  practically  useful  high-pressure  steam  en-*, 
gine,  using  »tcam  at  100  pounds  pressure  to  the  square  inch,  or  more„ 
and  dispensing  with  the  complicated  condensing  apparatus  of  Watt« 
The  high-pressure  engine  of  Evans  had  advantages  for  us  in  ita 
greater  simplicity  and  cheapness,  and  ever  since  his  day  it  has  contin-^ 
ued  the  standard  steam  engine  for  land  purposes  in  this  country. 

English  writers  have  tried  to  detract  from  the  fame  of  Oliver 
Evans,  but  it  is  well  known  that  early  in  his  engineering  life  he  sent 
drawings  and  specifications  of  his  engines,  &c.,  to  England  by  the 
hands  of  Mr.  Joseph  Stacy  Sampson,  of  Boston.  It  is  well  known  alsa 
that  these  drawings,  &c.,  were  shown  to  and  copied  by  engineers  ia 
England,  and  from  this  period  dates  the  introduction  into  Europe  of 
the  first  really  useful  high -pressure  steam  engine^  now  so  generalljr 
applied  to  locomotive  and  other  purposes. 

Baaing  his  hopes  of  success  on  the  use  of  the  high-pressure  engine 
in  his  steam-carriage,  Oliver  Evans,  notwithstanding  the  opposition 
and  even  the  derision  of  his  best  friends,  and  of  almost  every  one^ 
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e  earnest  efforts  in  the  beginning  of  this  century  to  carry  out  his 
<le8ign  for  building  his  favorite  machine,  but  without  success.    He  had 
^  good  friend  in  Mr.  Robert  Patterson,  then  Professor  of  Mathema- 
Uics  in  the  University  of  Pennsylvania,  who  recommended  the  plan 
m&  highly  worthy  of  notice,  and  who  wished  to  see  it  tried.    Evans* 
j>Ian8  were  shown  to   Mr.  B.  H.  Latrobe,  a  scientific  gentleman  of 
^reat  eminence  in  his  day,  who  publicly  pronounced  them  chimerical, 
mod  who  attempted  to  demonstrate  their  absurdity  in  his  report  to  the 
JLmerican  Philosophical  Society  on   "  Steam  Engin^s^'*  in  which  he 
slso  undertook  to  show  the  impossibility  of  making  steamboats  useful. 
In  Mr.  Latrobe*s  report,  Mr.  Evans  was  said  to  be  seized  with  the 
**9team  mania^'*  which  was  no  doubt  most  true.     To  the  credit  of  our 
then  and  now  most  learned  Society,  the  portion  of  Mr.  Latrobe's 
Teport  which  reflected  so  harshly  upon  Mr.  Evans  was  rejected,  the 
members  conceiving  that  they  had  no  right  to  set  up  their  opinions  as 
an  obstacle  in  the  way  of  an  effort  towards  improvements  that  might 
prove  valuable  for  transport  on  land.     The  Society  did,  however,  ad- 
mit in  the  report  the  strictures  on  steamboats. 

Oliver  Evans  never  succeeded  in  constructing  a  steam-carriage  such 
a«  he  had  contemplated.  It  was  commenced,  and  unaided  he  spent 
much  time  and  money  in  fruitless  efforts  to  complete  it.  Finding 
himself  likely  to  be  impoverished  if  he  persisted  in  the  scheme,  he 
finally  abandoned  it,  and  devoted  his  time  thereafter  to  the  manufac- 
ture of  his  high-pressure  steam  engine  and  his  improved  milling  ma- 
chinery. Previous,  however,  to  the  final  abandonment  of  his  favorite 
project,  Oliver  Evans,  on  the  25th  of  September,  1804,  submitted  to 
the  Lancaster  Turnpike  Company  a  statement  of  the  cost  of  and  pro- 
bable profits  of  a  steam-carriage  to  carry  one  hundred  barrels  of  flour 
fifty  miles  in  twenty-four  hours,  tending  to  show  also  that  one  such 
carriage  would  make  more  nett  profit  on  a  good  turnpike  road  than 
ten  wagons  drawn  by  five  horses  each.  He  offered  to  build  a  steam- 
carriage  at  a  very  low  price.  Evans'  statement  to  the  Turnpike  Com- 
pany closed  as  follows:  '^It  is  too  much  for  an  individual  to  put  in 
operation  every  improvement  which  he  may  invent.  I  have  no  doubt 
but  that  my  engines  will  propel  boats  against  the  currents  of  the  Mis- 
sissippi, and  wagons  on  turnpike  roads,  with  great  profit.  I  now  call 
apon  those  whose  interest  it  is  to  carry  this  invention  into  effect." 
Oliver  Evans,  in  the  early  part  of  1804,  came  nearest  to  realizing  his 
favorite  idea,  in  obtaining  an  order  from  the  Board  of  Health  of  Phil- 
adelphia  to   construct  at  his  foundry  (a  mile   and  a  half  from  the 
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water)  a  dredging  machine  for  cleaning  docks,  the  first  one  ever  con- 
trived for  dredging  by  steam,  now  so  common. 

To  this  machine  Evans  gave  the  name  of  *'  Oructor  Amphibolis," 
or  Amphibious  Digger,  and  he  determined,  when  it  was  completed,  to 
propel  it  from  his  workshop  to  the  Schuylkill  River,  which  was  suc- 
cessfully done,  to  the  astonishment  of  a  crowd  of  people  gathered 
together  to  see  it  fail.  When  launched,  a  paddle-wheel,  previously 
arranged,  was  applied  to  the  stern,  and  again  it  was  propelled  by 
steam  to  the  Delaware,  leaving  all  vessels  half  way  behind  in  the  trip, 
the  wind  being  ahead.  This  result  Evans  hoped  would  have  settled 
the  minds  of  doubters  as  to  the  value  of  steam  as  a  motor  on  land 
and  water.  But  his  attempt  at  moving  so  great  a  weight  on  land  was 
ridiculed,  no  allowance  being  made  by  the  hinderera  of  that  day  for 
the  disproportion  of  power  to  load, — rudeness  in  applying  the  force 
of  steam  for  its  propulsion,  or  for  the  ill  form  of  the  boat.  A  rude 
cut  of  the  "Oructor  Amphibolis"  is  still  extant,  which  shows  a  com- 
mon scow,  mounted  on  four  wooden  wheels,  with  power  applied  to  the 
whole  number  of  the  wheels  by  the  use  of  leathern  belts.  Evans, 
after  this  experiment,  willing  to  meet  the  question  in  any  way,  silenced 
the  carpers  around  him  by  offering  a  wager,  that  for  $3000  he  would 
make  a  steam  carriage  that  would  run  on  a  level  road  as  swift  as  the 
fastest,  horse  they  oould  produce.  His  bet  met  with  no  takers.  This 
movement  by  steam  power  of  Oliver  Evans*  dredging  machine  on 
land  was,  without  any  doubt,  the  first  application  of  steam  to  a  car- 
riage in  America,  and  in  fact  the  first  locomotive  engine.  It  was  a 
more  important  experiment  than  any  that  had  preceded  it,  anywhere, 
in  the  same  direction. 

Oliver  Evans*  conceptions  respecting  the  power  of  steam,  many  of 
them  practically  exemplified  by  him,  reflects  great  credit  on  his  saga- 
city as  an  engineer,  and  many  of  his  predictions  in  regard  to  its  great 
value,  particularly  for  land  transport,  may  well  be  termed  prophetic. 

In  the  early  part  of  this  century  he  publicly  stated  that  "  The  time 
will  come  when  people  will  travel  in  stages  moved  by  steam  engines, 
from  city  to  city,  almost  as  fast  as  birds  lly, — fifteen  or  twenty  miles 
an  hour.  Passing  through  the  air  with  such  velocity,  changing  the 
scene  in  such  rapid  succession,  will  be  the  most  exhilarating  exercise." 
"  A  steam  carriage  will  set  out  from  Washington  in  the  morning^ — the 
passengers  will  breakfast  in  Baltimore^ — dine  in  Philadelphia,  and 
9up  in  New  York  the  same  dag,''  "  To  accomplish  this,  two  sets  of 
railways  will  be  required,  laid  so  nearly  level  as  not  to  deviate  more 
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than  two  degrees  from  a  horizontal  line, — made  of  wood  or  iron,  or 

smooth  paths  of  broken  stone  or  gravel,  with  a  rail  to  guide  the  car- 

ri&ges,  so  that  they  may  pass  each  other  in  different  directions,  and 

tr^'V'cl  by  night  as  well  as  day/'    Much  stress  is  laid  upon  these  early 

efforts  of  Oliver  Evans  towards  the  introduction  of  steam  for  land  and 

v&tor  transportation,  and  much  space  has  beon  given  here  to  set  them 

forth.     With  no  light  to  guide  him  (for  it  is  fair  to  suppose  that  he 

kaew  nothing  of  the  little  that  had  been  done  up  to  his  day  in  Europe), 

ho^jv  his  trumpet-tones  ring  out  in  the  words  above  quoted,  compared 

with  the  ''uncertain  sound"  made  by  the  English  engineers  in  1829. 

rA«y,  with  a  quarter  of  a  century  or  more  of  later  experience,  during 
which  period  much  had  been  done  to  improve  and  develope  the  loco- 
notive  engine,  hesitated  and  doubted  in  their  course.  He^  with  no 
nusgivings  as  to  the  result,  and  with  no  dimmed  vision,  saw  with  pro- 
phetic eyes  all  that  we  now  see.  To  him  the  future  picture,  in  all  its 
grandeur  and  importance,  glowed  in  broad  sunlight.  In  the  history 
of  these  efforts  of  Oliver  Evans  it  is  noteworthy,  and  most  creditable 
to  oar  sister  State  of  Maryland,  that  that  Commonwealth  extended 
to  him  the  first  public  encouragement  in  his  steam-carriage  project. 
^gain  our  enterprising  neighbor  was  first  in  the  field  since  become  so 
ittiportant,  for  we  find  that  in  March,  1827,  the  State  of  Maryland 
bartered  the  first  railway  company  in  America,  and  in  1828  her  citi- 
*eu8  commenced  the  construction  of  the  Baltimore  and  Ohio  Railway, 
^■oiing  to  cross  the  AUeghenies ;  certainly  the  greatest  railway  scheme 
^at  had  been  thought  of  up  to  that  date,  and  now,  in  its  completed 
^^te,  a  triumph  of  railway  engineering.  To  this  first  effort  to  make 
•  S^eat  railway  in  the  United  States,  and  its  influence  upon  the  his- 
^^y  of  the  locomotive  in  Philadelphia,  reference  will  be  made  here- 
after. 

Oliver  Evans  died  in  1819  and  his  plans  for  a  steam  carriage  died 
^itli  him,  and  although  he  produced  nothing  practically  useful  in 

^  great  idea  of  his  life,  he  has  left  behind  him  an  enduring  monu- 
'^^^i^t  in  his  grain  and  flour  machinery. 

C-NoTB.  The  improvements  of  Oliver  Evans  in  grinding  flour,  as 
^^^oribed  in  his  *'  Young  Millwrights  Guide,'*  (a  standard  authority 
^  this  day  on  the  subject  of  milling),  changed  the  whole  system  of 
**^dUng  grain  and  its  products.     The  principles  and,  in  many  re 


I,  the  arrangements  in  detail  of  the  great  grain  elevators  used 

.        Extensively  at  the  present  day,  came  originally  from  the  teeming 

**^  *Ti  of  BTans.     In  the  first  edition  of  the  Yoang  Millwrights  Guide, 
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published  eighty  years  ago,  an  engraving  may  be  seen  of  an  elevator 
unloading  a  vessel  at  the  river  side,  and  conveying  the  grain  to  an 
upper  granary  on  the  wharf,  just  as  it  is  done  to-day.  It  is  painful  to 
read  Evans*  own  story  of  his  struggles  against  the  prejudiced  and  doubt- 
ing men  of  his  time  in  his  efforts  to  introduce  his  improved  milling 
machinery.  Those  who  were  ultimately  most  benefited  by  his  inven- 
tions were  his  most  persistent  opponents.  But  he  triumphed  at  last 
in  this,  although  failing  to  get  his  steam  carriage  into  use.] 

The  materials  for  the  history  of  the  next  attempt  at  making  a 
steam  carriage  in  Philadelphia,  eight  or  nine  years  after  the  death  of 
Oliver  Evans,  are  not  very  full.  At  this  period  a  steam  carriage  to 
run  on  a  common  road  was  projected  by  some  parties  in  our  city  whose 
names  cannot  now  be  easily  reached.  This  steam  carriage  was  built 
at  the  small  engineering  establishment  of  Nicholas  and  James  John- 
son, then  doing  business  in  Penn  street,  in  the  old  district  of  Ken- 
sington, just  above  Cohocsink  Creek. 

An  eye  witness  of  its  construction,  and  who  saw  it  running  under 
steam  on  several  of  its  trials,  describes  it  as  an  oddly  arranged  and 
rudely  constructed  machine.  It  is  believed  to  have  had  but  a  single 
cylinder,  set  horizontally,  with  connecting-rod  attachment  to  a  single 
crank  at  the  middle  of  the  driving  axle.  Its  two  driving  wheels  were 
made  of  wood,  the  same  as  an  ordinary  road  wagon,  and  were  of  large 
diameter,  certainly  not  less  than  eight  feet.  It  had  two  smaller 
wheels  in  front,  arranged  in  the  usual  manner  of  an  ordinary  road 
wagon,  for  guiding  the  movement  of  the  machine.  It  had  an  upright 
boiler  hung  on  behind,  shaped  like  a  huge  bottle,  the  smoke-pipe 
coming  out  through  the  centre  at  top,  formed  the  neck  of  the  bottle. 
On  its  trials,  made  on  the  unpaved  streets  of  the  neighborhood  in 
which  it  was  built,  this  steam  carriage  showed  an  evident  lack  of 
boiler  as  well  as  cylinder  power.  It  would,  however,  run  continuous- 
ly for  some  time  and  surmount  considerable  elevations  in  the  roads^ 
Its  safety  valve  was  held  down  by  a  weight  and  lever,  and  it  waa 
somewhat  amusing  to  see  the  puff,  pufif,  puff,  of  the  safety  valve  as 
the  machine  jolted  over  the  rough  street.  This  was  before  the  days 
of  spring  balances  for  holding  down  the  safety  valves  of  locomotives. 
This  engine  was  sometimes  a  little  unmanageable  in  the  steering  ap* 
paratus,  and  on  one  of  its  trials,  in  coming  over  the  High  bridge  azid 
turning  up  Brown  street,  its  course  could  not  be  changed  quick 
enough,  and  before  it  could  be  stopped  it  had  mounted  the  curbstone^ 
smashing  the  awning-posts,  making    a  demonstration    against   the 
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bulk  window  of  a  house  at  the  south  west  corner  of  Brown  and  Oak 
streets. 

After  this  mishap  it  was  not  seen  on  the  streets  again,  nor  is  it 
known  what  ultimately  became  of  it.  This  last  effort  may  be  classed^ 
in  some  respects  no  doubt,  with  what  Oliver  Evans  promised  in  his 
mind  to  carry  out,  and  it  is  very  evident  that  up  to  its  time  no  great 
amount  of  knowledge  or  of  practical  or  theoretical  skill  had  been 
brought  to  bear  upon  the  construction  of  locomotives  in  Philadelphia. 
No  books  were  as  yet  published  in  America  describing  the  locomotive,. 
or  telling  what  had  been  done  in  land  transport  by  steam  in  Europe. 
The  trials  on  the  Liverpool  and  Manchester  railway  in  1829  had  not 
been  made,  and  a  better  result  could  have  hardly  been  expected  than 
this  recorded  above. 

With  the  wonderful  success  of  the  "  Rocket  "  in  October,  1829,  the 
attention  of  our  engineers  and  capitalists  was  strongly  turned  towards 
this  new  revelation  in  land  transport,  that  had  so  suddenly  flashed 
upon  the  world.  It  was  a  matter  of  the  greatest  importance  to  us, 
with  our  rich  lan4s  everywhere  teeming  with  produce,  the  producers 
meanwhile  crying  aloud  for  better  means  to  get  their  harvests  to 
market,  and  for  getting  our  people,  too,  more  speedily  from  point  to 
point,  that  we  should  know  more  of  this  new  thing,  and  if  it  fulfilled 
its  promise,  to  get  the  advantage  of  it  as  soon  as  possible.  It  did  not 
take  long  to  come  to  a  decision  that  railways  must  be  built,  and  that 
speedily.  It  has  been  seen  that  Maryland  took  the  lead,  and  had  her 
great  road  well  under  way  before  others  States  looked  the  question 
fairly  in  the  face.  South  Carolina  followed  the  lead  of  Maryland, 
and  granted  a  charter  at  an  early  period  to  the  South  Carolina  Rail- 
way, intending  to  cross  the  whole  breadth  of  the  State,  and  ultimately 
aiming  to  reach  the  far  west.  Signs  of  railway  movement  were  seen 
in  Pennsylvania,  Delaware  and  New  Jersey,  and  in  New  York  and 
New  Eogland.  The  Columbia  railroad  (a  State  work)  was  projected 
in  Pennsylvania  at  this  time,  and  the  Philadelphia,  Gcrmantown  and 
Norristown  Railroad  was  begun  in  Philadelphia.  New  Jersey  had  char- 
tered and  commenced  her  road  from  Camden  to  Amboy,  and  little  Dela- 
ware, ahead  of  all  the  States  north  and  east  of  her,  had  two  miles  of  the 
Mew  Castle  and  Frenchtown  Railroad  ready  for  use  on  the  4th  of  July, 
1831.  The  South  Carolina  Railroad  was  amongst  the  first  to  encourage 
the  manufacture  of  American  locomotives,  and  Mr.  Horatio  Allen,  a 
gentleman  honored  still  as  a  good  citizen  and  as  one  of  the  first  engi- 
neers in  the  country,  designed  and  had  built,  in  1830  and  '31,  at  the 
West  Point  foundry,  in  New  York,  the  two  first  locomotives,  it  is  be-- 
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lieved  that  were  ever  ordered  and  made  in   the  United   States  for 
regular  railroad  traflSc. 

The  engines  did  good  service  on  the  South  Carolina  Railroad,  and 
it  is  curious  to  note  that  Mr.  Allen's  locomotive  embodied  in  this  con- 
struction every  valuable  point  of  the  ''  Fairlie  '*  engine,  now  making 
so  much  noise  in  England.  These  points  being  the  use  of  a  vibrating 
truck  at  both  ends  with  cylinders  thereon,  fire-box  in  the  middle 
between  two  cylinders,  with  flues  from  fire-box  to  each  end  of  the 
boiler,  double  smoke-box  and  double  chimney,  with  fire-door  at  the 
side  of  fire-box,  flexible  steam  and  exhaust  pipe,  &c. 

[Note.  The  first  locomotive  ever  run  on  a  railroad  in  America 
was  undoubtedly  the  "  Lion,"  one  of  two  engines  built  at  Stourbridge, 
in  England,  under  the  direction  of  Mr.  Horatio  Allen,  and  imported 
into  this  country  in  the  autumn  of  1829,  for  the  Delaware  and  Hud- 
son Railroad  in  the  State  of  New  York.  Mr.  Allen,  in  describing  its 
first  movement,  says  that  he  was  the  only  person  upon  the  engine  at 
the  time,  and  he  (living  still)  made  the  first  trio  by  steam  on  an 
American  railroad.  The  *'Lion*'  built  before  the  "Rocket,"  had 
vertical  cylinders,  arranged  somewhat  after  the  manner  of  the  old 
style  of  Killingwortb  engine,  with  four  driving  wheels  all  connected. 
The  boiler  of  this  engine  approached  somewhat  to  the  locomotive 
•boiler  of  the  present  day,  in  having  a  fire-box  with  five  flues  leading 
to  the  smoke-box,  this  latter  feature  being,  in  fact,  the  first  step 
towards  the  present  multi-tubular  boiler.] 

The  Directors  of  the  Baltimore  and  Ohio  Railroad  in  January, 
1831,  by  advice  of  Mr.  Jonathan  Knight,  of  Pennsylvania,  still  taking 
the  lead  in  the  railroad  movement,  and  with  the  desire  to  encourage 
American  skill,  adopted  the  same  plan  that  had  been  so  successfully 
carried  out  at  Liverpool  in  1829,  offered  a  premium  of  $1,000  for  the 
best  American  locomotive. 

At  this  period  in  this  history  more  mind  and  more  •  practical  skill 
has  been  brought  out  in  Philadelphia,  looking  towards  the  improve- 
ment of  the  locomotive  engine.  In  March,  1830,  Col.  Stephen  H. 
Long,  of  the  United  States  Topographical  Engineers,  a  gentleman  of 
high  scientific  culture,  and  noted  for  his  originality,  obtained  a  char- 
ter from  the  State  of  Pennsylvania,  incorporating  the  ^^  American 
Steam  Carriage  Company,'*  and  soon  thereafter  commenced  the  con- 
struction of  a  locomotive  in  Philadelphia.  This  engine  was  designed 
somewhat  after  the  then  recently  improved  locomotives  made  in 
England,  but  had  several  original  points. 
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This  first  engine  of  Col.  Long  was  placed,  when  finished,  upon  the 
Newcastle  and  Frenchtown  Railroad,  and  the  Hon.  Wm.  D.  Lewis 
has  furnished  the  following  account  of  its  trial  at  various  times  on 
that  road  with  which  he  at  that  time  was  connected  in  an  official  ca- 
pacity. 

CoL.  Long's  Locomotive. 

*^  On  the  4th  of  July,  1831,  two  miles  of  the  rails  being  laid  on  the 

Newcastle  and  Frenchtown  Railroad,  Col.  Long  made  trial  on  it  of  his 

locomotive,  which  weighed  about  3^  tons.     The  first  effort  was  not  a 

success,  the  failure  being  attributed  to  lack  of  capacity  to  furnish  a 

sufficient  supply  of  steam.     It  would  go  well  enough  for  a  while,  but 

the  steam  could  not  be  kept  up.    The  next  day  the  Colonel  had  better 

luck  ;  his  engine  then  going  to  the  end  of  our  rails  and  back,  drawing 

^wo  passenger  cars  packed  with  people,  (say  70  or  80,)  with  apparent 

ease,  and  it  had  fifty  pounds  of  steam  at  the  end  of  the  experiment, 

"  The  Colonel,  however,  was  not  satisfied  with  it,  and  the  machine  was 

l>rought  to  Philadelphia  again,  and  a  new  boiler  was  qonstructed  for 

it  at   Rush  &;  Muhlenburgh's  works  at  Bush-hill.     This  engine  was 

again  taken  to  Newcastle  and  tried  upon  the  road  but  it  again  failed. 

It  would  go  very  well  for  a  time,  but  on  the  31st  of  October,  1831 

a  pipe  was  burst  and  it  became  disabled.     This  being  repaired,  two 

days  thereafter  another  trial  was  made,  but  with  equal  want  of  success, 

which  was  ascribed  to  lack  of  power,  as  well  as  of  specific  gravity. 

Alone,  this  engine  went  very  well,  and  rapidly,  say  at  the  rate  of  25 

miles  an  hour,  but  it  would  not  draw  a  satisfactory  burden. 

''  Soon  after  the  above  date.  Col.  Long  removed  his  engine  from  the 
road,  and  I  do  not  know  what  became  of  it  afterwards."  Mr.  Lewis 
adds,  ^'  The  above  memoranda  I  now  enclose  of  the  trials  of  Col. 
Long's  locomotive  in  1831,  are  made  from  a  book  in  which  all  the 
facts  I  give  you  were  set  down  contemporaneously  with  their  occur- 
rence.'' This  unsuccessful  attempt  of  Col.  Long  was,  up  to  its  date, 
much  the  most  important  movement  that  had  yet  been  made  in  Philadel- 
phia towards  the  improvement  of  the  locomotive,  and  as  such  it  de- 
serves special  notice.  It  was  furthermore  not  without  its  valae  in 
inducing  him  to  pursue  the  subject  to  much  better  results.  Had  Col. 
Long  more  faithfully  copied  the  English  engine  of  his  day,  he  would 
have  had  better  success  in  his  first  effort ;  but  he,  as  with  all  our 
Philadelphia  engineers  and  mechanics  at  that  time,  and  in  the  suc- 
ceeding years,  aimed  at  making  an  American  locomotive. 

Whilst  Col.  Long  was  engaged  in  the  construction  of  his  engine, 
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the  late  Matthias  W.  Baldwin,  a  name  that  has  since  become  so  famoua 
in  the  history  of  the  improvements  and  in  the  manufacture  of  the 
locomotive  in  Philadelphia,  was  engaged  in  making  a  model  locomotive 
for  the  Philadelphia  Museum.  In  this  work  Mr.  Baldwin  was  assist- 
ed by  that  highly  eminent  practical  mechanic  and  engineer,  the  late 
Franklin  Peale,  then  Manager  of  the  Museum. 

To  gratify  the  curiosity  of  the  public  to  know  more  of  this  new 
thing,  this  little  engine  was  placed  upon  a  track  laid  around  the  rooms 
of  the  Museum,  in  what  was  then  the  Arcade,  in  Chestnut  street 
above  Sixth,  and  where  it  was  first  put  in  operation  on  April  25th, 
1831.  It  made  the  circuit  of  the  Museum  rooms  many  times  during 
the  day  and  evening  for  several  months,  drawing  behind  it  two 
miniature  passenger  cars,  with  seats  in  each  for  four  persons,  but  often 
carrying  twice  that  number,  in  a  manner  highly  gratifying  to  the  pub- 
lic, who  attended  in  crowds  to  witness  for  the  first  time  in  this  city 
and  State  the  effect  of  steam  in  railroad  transportation. 

The  desire  to  know  more  of,  and  the  necessity  to  have  as  speedily 
as  possible,  this  new  power,  soon  became  a  paramount  question  in  the 
Middle,  Northern  and  Fastern  States  of  the  Union. 

The  reward  of  $4000  offered  for  the  best  American  Locomotive  by 
the  Directors  of  the  Baltimore  and  Ohio  Railroad,  brought  out  many 
competitors,  and  in  after  years  several  very  curious  specimens  of  loco- 
motive engineering  might  be  seen  in  one  of  the  shops  of  this  road. 
An  eye-witness  of  these  efi'orts  in  1834,  describes  one  which  sported 
two  walking-beams  precisely  like  the  river  steamers  of  the  present 
day.  Mr.  Phineas  Davis,  of  York,  Pennsylvania,  bore  off  the  prize 
offered  by  the  Baltimore  and  Ohio  Railroad,  and  his  engine  was  the 
only  one  that  survived  the  trial.  With  the  Peter  Cooper  upright 
tubular  boiler  adapted  thereto,  this  locomotive  of  Mr.  Davis  became 
for  several  years  the  type  of  engine  for  the  road  upon  which  it  won 
its  fame,  and  to  this  day  some  of  these  Grrasshopper  or  Crab  engines,  as 
they  are  sometimes  called,  may  be  seen  doing  good  service  at  the 
Camden  street  Station,  in  Baltimore.'*' 

*Prevloa8  to  the  competition  oathe  Baltimore  Railroad,  Mr.  Peter  Oooper, 
the  well-known  New  York  Philanthropist  of  the  present  day,  sent  to  Baltimore 
a  small  engine  not  larger  than  an  ordinary  hand-car.  This  little  locomotive  had 
an  upright  tnbolar  boiler,  (no  doubt  the  first  of  its  kind,)  which  developed  such 
good  steam-making  qualities  as  to  induce  Mr.  Phineas  Davis  to  purchase  the 
Cooper  patent  right,  and  boilers  of  this  kind  were  used  by  Mr.  Davis  in  the  lo« 
eomotires  built  by  him,  subsequent  to  the  competitive  trial  on  the  Baltimore  aad 
Ohio  Railroad. 
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REPORT  OF  WATER-WHEEL  TESTS  AT  LOWELL  AND  OTHER 

PLACES. 

By  Jambs  Embkson,  Lowell,  Mass. 

Early  in  the  past  season,  notice  was  given  that  the  experiments  at 

the  Lowell  Testing  Flume  would  close  for  the  season  with  November; 

but  at  that  date  twenty  wheels  remained  untried,  and  the  experiments 

were  continued  until  the  close  of  the  year ;  then,  to  decide  whether 

the  percentage  of  a  wheel  remained  the  same  under  different  heads,  I 

went  to  Ballston  Spa,  N.  Y.,  and  Mount  Holly,  N.J. ,  and  tested 

wheels  that  had  previously  been  tested  here.     The  results  obtained 

seem  to  show  that  much  higher  percentage  can  be  obtained  under  a 

law  than  a  high  head. 

A  description  of  all  the  wheels  that  I  have  tested  would  require  too 
mach  room,  and  I  will  only  refer  to  the  peculiarities  of  a  few.  There 
aeems  to  be  a  growing  mania  with  wheel-builders  to  construct  combi- 
nation, or  double  wheels.  The  idea,  old  in  itself,  seems  to  have  been 
revived  by  James  LeiTel  at  a  time  when  it  was  difficult  to  find  a  really 
good  wheel.  The  merits  of  his  wheel,  together  with  the  indomitable 
energy  of  its  builders,  have  rendered  it  one  of  the  leading  wheels  in 
the  country  and  too  well  known  to  require  description  here. 

The  combination  shown  in  fig.  3  is  upon  an  entirely  different  prin- 
ciple— a  '^perpetual  motion,''  if  successful.  This  combination  was 
placed  in  a  curb  similar  to  the  one  patented  by  W.  S.  Davis,  only  the 
gates  all  opened  at  once.  Mr.  Wynkoop  claimed  that  the  velocity  of 
the  water,  by  direct  action,  operated  the  upper  wheel,  then  the  weight 
of  the  water  acted  upon  the  re-action  wheel  below,  thus  obtaining 
double  power  from  the  water  used ;  and,  strange  as  it  may  seem,  col- 
lege professors,  engineers,  high- school  teachers  and  officials  of  various 
grades  were  found  who  were  willing  to  endorse  such  claims ;  and  a 
circular  was  published  and  circulated,  containing  the  names  of  a  score 
or  more  of  influential  persons,  who  stated  that  they  had  seen  the  wheei 
in  operation,  and  believed  it  gave  one  hundred  and  seventy-five  if  not 
two  hundred  per  cent,  of  the  power  of  the  water  used.  When  the 
combination  was  tested  here  it  discharged  so  much  more  water  than 
was  expected,  that  the  weir  was  too  short  and  the  water  ran  over  the 
sides  of  the  testing  pit.  The  percentage  due  from  the  water  passing 
the  weir  without  allowance  for  that  escaping  over  the  sides  of  the  pit, 
ia  given,  with  the  other  wheels.  Since  testing  the  combination,  I  have 
reoeired  i^piplications  from  three  different  States,  by  different  partieSi 
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for  terms  for  testing  identically  the  same  combination.  An  engraving 
of  the  Wynkoop,  together  with  the  results  of  test  sent  in  reply,  hai 
in  each  case  closed  the  correspondence. 

A  combination  of  the  ''Barker  Mill,'*  with  a  Fourneyron  wheel,  1%;. 
represented  (fig.  4),  also  has  admirers.    Three  Mexicans  from  the  Cil 
of  Mexico  came  here  to  have  such  a  combination  tested,  but  i 
doned  it  before  doing  so.     The  same  combination  has  been  placed  ui& 
mill  within  a  few  miles  of  this  city,  but  the  inventor  has  not  yetcoaR^ 
eluded  to  enlarge  his  building  facilities. 

B.  J.  Barber  of  Ballston  Spa,  N.  Y.,  has  made  a  combination  that 
works  well  (fig.  5) ;  so  well,  indeed,  as  to  cause  manufacturers  to  think 
seriously  of  exchanging  the  expensive  Fourneyron  wheels  as  built  by 
Mr.  Boyden  for  it.  The  combmation  consists  of  a  wheel  like  the  Warrcn^ 
(which  was  a  favorite  fifteen  years  ago,  and  now  may  be  seen  back  of 
many  a  mill  in  New  England,  where  it  has  been  thrown  to  make  room 
for  better  wheels,)  and  a  re-action  wheel  underneath  for  the  purpose^ 
of  utilizing  the  remaining  power  of  the  water  after  it  has  passed  tbe 
upper  wheel.  This  is  a  theory  upon  which  much  time  and  money  baa 
been  expended.  Mr.  Barber  is  working  upon  a  more  decisive  plan 
than  theorists  generally  do,  for  he  has  built  a  testing  flume  and  pro* 
cured  complete  testing  apparatus  in  order  to  work  understandingly. 

Stilwell  &  Bierce  Manufacturing  Company  of  Dayton,  Ohio,  hare 
also  done  the  same  in  order  to  make  the  Eclipse  (double)  Turbine  one 
of  the  best. 

Gardiner  Cox  also  furnished  a  wheel  which  he  called  double;  it  eon- 
sisted  of  a  core  with  a  Jonval  wheel,  around  it,  at  the  bottom,  the 
buckets  being  continued  by  sheet  iron  spirals  around  the  core  to  ita 
top,  forming  a  twelve-threaded  screw ;  the  pitch  being  twelve  degrees 
from  line  of  rotation. 

The  curb  represented  in  fig.  6  was  tried,  to  ascertain  whether  better 
**  part  gate  '*  results  could  be  obtained  by  opening  a  certain  number- 
of  gates,  from  two  to  sixteen,  than  by  opening  the  whole,  propor- 
tionally; with  the  wheels  tried,  the  results  were  not  favorable,  but. 
the  principle  would  seem  to  be  correct,  for  in  testing  a  Houston  whaelK] 
with  some  of  the  openings  stopped  with  blocks  of  wood,  it  will  bcr 
seen  that  very  high  results  were  obtained  for  the  proportion  of  water!  . 
used. 

Much  has  been  said  about  highly  finished  wheels  being  sent  beri^- 
for  trial.  There  is  little  foundation  for  such  rumors.  In  1869  A^ 
Messrs.  LefTel  sent  wheels  that  were  constructed  for  the  purpoae^  %d; 
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Report  of  Water-wheel  Te$t8.  177 

they  had  a  right  to  do  under  the  conditions  imposed,  and,  as  a  rule, 
those  sending  wheels  have  been  very  fair,  and,  most  certainly,  the 
wheels  that  have  given  the  best  results  have  not  been  those  of  the  best 
finish.  It  is  quite  common  for  some  manufacturers  to  say  that  '^  little 
reliance  can  be  placed  in  reports  of  testa;  *'  such  statements  have  a 
very  injurious  influence,  and  if  there  is  any  cause  for  such,  it  rests 
with  themselves.  The  comparative  merits  of  any  wheel  may  be  de- 
termined at  a  testing  flume  as  perfectly  as  groceries  can  be  weighed 
but  the  cause  for  discrepancies  is  that  builders  seldom  construct  two 
wheels  exactly  alike,  so  that  if  Mr.  Smith  has  a  ^^  Samson  Turbine  '* 
that  gives  satisfactory  results,  there  is  no  certainty  that  Mr.  Jones 
will  get  one  of  that  make  that  will  do  the  same,  and  here  may  be 
found  the  cause  why  references  are  of  little  value.  The  better  class 
of  builders,  feeling  the  inconveniences  arising  from  such  a  system,  are 
having  their  wheels  tested,  not  only  to  determine  their  merits,  but  ex- 
perimentally for  improvement,  while  another  class  sell  their  wheels  on 
the  reputation  of  some  well-known  wheel  that  has  been  tested,  but 
the  same  builder  while  experimenting  will  vary  more  than  twenty  per 
cent.,  consequently,  manufacturers  should  understand  that  a  resem. 
blance  is  no  guarantee  of  merit,  and  their  only  chance  for  obtaining 
a  reliable  wheel  is  to  buy  of  responsible  parties  who  are  ready,  at  any 
time,  to  prove  by  actual  trial  that  their  wheels  arc  what  they  are  re- 
presented to  be;  a  strict  observance  of  such  a  rule  would  add  at 
least  twenty-five  per  cent,  useful  effect  to  the  water  power  of  Massa- 
chusetts. 

An  examination  of  the  results  obtained  while  testing  N.  F.  Burn- 
liam*8  wheel  will  show  the  accuracy  with  which  it  caii  be  done.  The 
wheel  was  first  tested,  the  shaft  being  made  rigid  with  faced  couplings 
bolted  together ;  it  was  then  taken  out,  the  face  couplings  exchanged 
for  clutch  couplings,  then  tested  again,  afterwards  taken  out  of  the 
flume,  then  taken  apart,  the  buckets  filled  to  an  edge,  faced  coup- 
lings again  fitted  on  and  the  shaft  where  it  worked  in  the  upper  bear- 
ing filed  smaller,  then  tested  the  third  time. 

Stetson's  first  wheel,  tested  1870,  was  tested  the  past  season  to  de- 
cide whether  a  decked  Flume  is  equally  as  effective  as  an  open  flume ; 
it  will  be  seen  that  the  highest  result  was  obtained  in  the  decked  flume, 
but  it  had  four  hundred  pounds  less  weight  of  shafting  to  carry. 

In  making  the  experiments  to  determine  the  loss  of  power  in  trans* 
mission  through  gears,  mitre  gears  twenty-seven  inches  in  diameter, 
five^inoh  face,  fifty-seven  teeth,  were  used  on  wheel  and  '^jack^shaft," 
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the  last  being  six  feet  in  length  and  three  inches  in  diameter,  a  spvr 
gear  twenty-four  inches  in  diameter,  four  and  one-half  inch  face,  forty- 
four  teeth,  was  secured  upon  the  "jack-shaft,*  which  worked  into 
another  gear  of  the  same  size  upon  a  second  horizontal,  shaft,  same 
size  and  and  length  as  the  first,  the  second  representing  the  main  line 
of  shafting  through  a  mill,  both  horizontal  shafts  worked  in  common 
babbited  bearings.  The  dynamometer  was  placed  upon  the  end  of 
the  shaft  representing  the  main  line,  and  the  wheel  tested  through  the 
two  pairs  of  gears ;  the  second  shaft  was  then  removed,  the  dyna- 
mometer applied  to  the  end  of  the  "jack- shaft,**  and  the  wheel  waa 
then  tested  through  the  mitre  gears  only,  then  the  "jack-shaft  **  was 
removed,  the  gear  taken  from  the  top  of  the  wheel  shaft,  the  dyna- 
mometer applied  at  the  same  point  and  the  wheel  tested  in  the  usual 
manner ;  the  tests  upon  the  wheel  shaft  and  the  shaft  representing 
the  main  line  were  perfectly  steady  and  reliable.  The  test  upon  the 
"jack -shaft  '*  was  made  at  noon  under  a  higher  head,  and  the  end  of 
the  shaft  was  too  small  for  the  hub  of  the  dynamometer,  causing  it  ta 
run  eccentrically,  and  the  test  was  not  so  good.  I  propose  the  coming 
season  to  make  a  more  thorough  trial  of  such  tests  with  differently  pro* 
portioned  gears. 

The  reported  part  gate  tests  were  taken  when  the  wheels  were  run-^ 
ning  at  about  the  same  speed  as  when  the  best  whole  gate  results  were 
obtained;  and  three- fourths,  one-half,  one-fourth,  &c.,  gate  designate 
the  proportions  of  water  discharged  and  not  the  openings  of  the  gate^ 

TEST   OF  WHEEL    TO    DETERMINE    LOSS    OF    POWER    IN    TRANSMISglOR 

THROUGH  GEARS. 

Through  a  pair  of  mitre  and  a  pair  of  spurs,  as  described,  the 
brake  being  placed  upon  the  end  of  the  second  horizontal  shaft,  then 
upon  the  first  horizontal  shaft,  then  upon  the  wheel  shaft. 


Tests. 

Head. 

Revolutions. 

Horse  Power. 

Percentage. 

1st    test. 
2d      " 
3d      " 

1603    feet. 
16-64     " 
1608     '* 

1 

160  per  minute. 
172     «»         " 
168     "         " 

26-55 
27-.'^6 
26-72 

75-90 
74.80 
77-40 

OUTSIDE  TESTS   FOR   POWER   ONLY. 

Choie  Wheels  Orange,  Mass.     Have  tested  foar  different  wheels  ; 
one  guaranteed  to  give  80  horse  power,  gave  11*8  ;  but  as  a  general 
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thing  they  gave  about  the  power  rated,  using  enormous  quantities  of 
water.  The  tables  in  their  circulars  are  computed  at  about  90  per 
cent.,  and  the  discharge  of  the  wheel  is  estimated  from  its  openings, 
but  the  centrifugal  force  causes  a  discharge  considerably  larger  than 
would  pass  through  the  wheel  when  it  is  at  rest  (ascertained  by  actual 
trial).  The  wheel,  under  favorable  circumstances,  gives  about  50  per 
cent,  of  the  power  of  the  water  used. 

Whitney  Wheels  at  South  Lancaster,  Mass.  Tabled  horse  power 
under  7-foot  head,  6G'17.     Actual,  as  per  test,  35'65. 

Whitney  Four-Feet  Scroll  Wheels  Jit  C.  B.  Richmond's  Mill,  Lowell, 
Mass.  Guaranteed,  under  8-foot  head,  to  give  20  horse  power.  Ac- 
tual, as  per  test,  under  8-foot  5-inch  head,  li-22.  Four- Feet  Flume 
Wheel,  same  mill,  8-foot  head,  gave  15  horse  power. 

Five-Feet  Blake  Wheels  at  same  mill.  Guaranteed,  under  8-foot 
head,  to  give  30  horse  power.  Actual,  as  per  test,  under  7-f  JOt  8-inch 
head,  15. 

Seventy -two- hich  Reynold' Sy  at  Williamstown,  Mass.  Tabled,  under 
12-foot  3-inch  head,  to  give  152  horse  power.  Actual,  as  per  test, 
76*97.     Nominal  percentage,  as  per  table,  95.     Actual,  about  50. 

July  26,  1871,  I  assisted  in  testing  the  same  wheel  again,  after 
submerging  it.  Dynamometer  placed  upon  wheel  shaft,  12-foot  head 
gave  88*30  horse  power.  Saw  no  reason  to  change  my  opinion  about 
the  percentage  of  that  wheel,  at  any  rate. 

Breast  Wheel,  at  North  Adams,  Mass.  Diameter,  16  feet;  length, 
22 ;  head,  14.     Best  result,  52*67  horse  power. 

I  have,  in  the  first  part  of  my  Report,  alluded  to  tests  made  a^ 
Ballston  Spa,  N.  Y.,  and  Mount  Holly,  N.  J.  Those  tests  show  very 
high  results,  and  if  the  correction  in  Mr.  Francis'  formula  for  velocity 
of  water  approaching  the  weir  is  reliable,  then  low  falls  give  propor- 
tionally much  the  best  results.  I  have  never  seen  experiments  made 
where  the  brake  worked  so  smoothly  as  at  Mount  Holly.  Under  the 
six-foot  head,  the  wheel  ran  so  steady  that  the  hydraulic  regulator 
upon  the  scale  beam  was  hardly  required,  and  when  the  wheel  was 
running  at  its  best  speed,  the  water  near  the  weir  might  have  been 
used  for  a  mirror,  it  was  running  so  smooth. 

At  Ballston  Spa,  Mr.  Barber's  wheel  gave,  with  the  upper  wheel 
tested  alone,  five  per  cent,  higher  results  than  at  Lowell ;  while  with 
the  two  combined,  the  best  result  was  about  seventy-nine  and  a  half; 
lh]0  was  under  eight-feet  head.  The  test  of  the  combined  wheels  at 
Lowell  can  not  be  considered  reliable,  because  it  was  bonnd  in  the 
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fltuffingbox.  The  Risdon  wheel  was  also  bound  slightly  in  the  n 
bearing  at  Lowell,  causing  a  loss  perhaps  of  one  per  cent.,  while  i 
perfectly  free  at  Mount  Holly,  where  it  gave  84*24  as  highest  n 
Now,  it  must  be  understood  that  I  consider  the  Risdon  or  Bi 
wheel  exceptional,  for  that  is  far  from  being  the  case,  for  I  be 
the  other  wheels  tested  would  show  the  same  proportional  results  u 
low  heads,  and  to  determiui?  that  point,  I  shall  immediately  cons* 
a  new  flume  that  will  enable  me  to  test  all  wheels  under  from  si 
eighteen-foot  head,  and  I  propose  to  have  my  flume  large  enough  t( 
five  foot  wheels.  I  test  wheels  thit  give  good  percentage  that  I  si 
not  consider  so  good  for  practic.il  use  as  others  that  perhaps  who 
my  Report  less  favorably  ;  but  it  is  not  expected  that  I  should 
criminate,  but  give  figures  only,  as  I  do  ;  but  it  is  for  the  inter© 
those  using  wheels  th;it  a  matter  of  such  importance  should  be 
nitely  determined  :  for  that  reason  [  make  the  following  proposit 
The  first  day  of  September  next  I  will  have  flame  and  nppai 
complete  for  testing  largj  wheels  under  varying  h^ads,  the  trial  1 
open  to  all,  each  wheel-builder  to  furnish  one  or  more  forty-eigl 
fifty-inch  wheel,  to  be  delivered  at  my  flume  upon  the  day  named, 
each  party  to  be  there  ready  to  choose  a  committee  competent  to 
amine  and  witness  the  test  of  each  wheel,  and  let  the  decision  of 
committee  be  published  throughout  the  country ;  and  I  here  call 
the  Messrs.  Swain,  Leffel,  Bodine,  Bryson,  Houston.  Stetson,  I 
ham,  Libby,  Risdon,  Wheeler,  Cook,  Barber  and  others,  to  dc 
strate,  by  a  thorough  competitive  trial,  where  the  conditions  arc 
same  for  all,  that  they  have  fivith  in  their  assertions  that  their  i 
is  the  best. 

Particulars  for  terms,  conditions,  &c.,  may  be  had  upon  applies 

Lowell^  Mass.y  Box  602,  February  Ist^  1872. 

EXPERIMENTAL  STEAM  BOILER  EXPLOSIONS. 

Discassion  of  the  third  experirocDt  at  Sandy  Hoek,  New  York. 

By  Prof.  R.  H.  Thurston. 

The  violence  with  which  the  third  boiler,  experimented  ap< 
Sandy  Hook,  exploded,  has  raised  a  doubt  in  the  minds  of  man. 
gineers  whether  some  extraordinary  and  unfamiliar  cause  ma^ 
have  operated  in  the  production  of  such  astonishing  eflfeota. 
positiTO  proof  of  the  non-existence  of  such  causes  can  be  giran 
the  following  considerations  will  at  least  indicate  that  we  maj 
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I  understood  and  certainly  existing  causes,  ample  power  to  pro- 

II  of  the  effects  noted. 

steam  boiler  referred  to  weighed  40,000  pounds,  and  contained 
30,000  pounds  of  water  and  150  pounds  of  steam,  all  of  which 

temperature  of  301°  Fahr.,  when,  at  the  moment  before  ex- 
3,  the  steam  pressure  was  53|  pounds  above  that  of  the  atmos- 

en  the  explosion  took  place,  the  whole  mass  at  once  liberated 
it,  until  it  had  cooled  down  to  the  temperature  of  vapor  under 
essure  of  the  atmosphere. 

this  act  the  water  gave  off  30,000  x  89°  =  2,670,000  British 
al  units,  and  the  steam  lost  the  difference  between  its  total  heat 
.°  and  that  of  212^  Fahr.,  or  150  x  27-2°  =  4080  thermal  units, 
am,  2,070,000+4080  =  2,674,080  thermal  units  has  an  equiva- 
n  mechanical  energy  of  2,674,080x772  =  2,064,389,760  foot- 
s,  and  this  was  sufficient  to  have  raised  the  whole  boiler  and 
Its,  weighing  70,000  pounds,  to  a  height  of  29,491.282  feet— 
)hanjive  miles.  This  represents  the  maximum  possible  effect. 
)  least  effect  would  have  been  produced  had  the  liberation  of 
nd  the  production  of  additional  quantities  of  steam,  within  the 
3f  water  and  at  its  surface,  been  so  sluggish  as  to  have  given  no 
ince  in   propelling  the  fragments  of  the  ruptured  boiler, — the 

destructive  work  being  done  by  the  simple  expansion  of  the 

which  filled  the  steam  spaces. 
I  total   amount  of  mechanical   energy  set  free  from  the  steam 

was  4,080x772=  3,149,760  foot-pounds,  or  sufficient  to  raise 
hole  boiler  through  a  space  of  78*74  feet,  and,  water  included, 

feet.  Owing  to  the  greater  inertia  of  the  lower  part  of  the  boil- 
d  particularly  of  its  inelastic  bunlen  of  water,  the  principal  part 
is  work  was  undoubtedly  performed  upon  the  upper  portion  and 

chimney  of  the  boiler,  weighing,  probably,  6,000  pounds  ;  and, 
irely  expended  in  this  direction,  the  work  thus  done  was  equiva- 

0  raising  this  6,000  pounds  to  a  height  of  525  feet. 

is  latter  case  is  capable  of  treatment  in  quite  a  different  way  from 
>ove.  As  the  boiler  was  completely  torn  in  pieces,  the  steam  must 
expanded  pretty  equally  in  all  directions,  except  where  checked 
downward  movement,  and  may  probably  be  treated  as  if  form- 
>  rapidly  expanding  hemisphere  of  vapor,  its  centre  being  in  the 

1  apace  of  the  boiler. 

e  expansion  of  this  hemisphere  would  have  continued  until  th» 
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tension  of  the  steam  was  reduced  to  that  of  the  surrounding  atmos- 
phere, and  would  have  continued  through  a  mean  distance,  as  given  by 
an  approximate  estimate,  of  4*5  feet.  The  mean  pressure  would  be  25 
pounds  above  the  atmosphere  nearly. 

The  area  of  cross-section  of  the  steam  drum  was  4,071  square 
inches,  and  4,071  x  25x4*5  =  457,987-5  foot-pounds,  the  amount  of 
work  done  in  its  projection. 

The  weight  of  the  steam  drum,  which  was  one-quarter  inch  thick, 
six  feet  diameter,  and  eight  feet  eight  inches  high,  was,  with  its  braces, 
2,500  pounds,  and  457,987-5 -^- 2,500  =  183-2,  the  height,  in  feet, 
to  which  the  drum  might  have  been  thrown  by  the  simple  expansion 
of  the  confined  steam.  In  fact,  the  steam  drum  had  attached  to  it, 
when  found  after  the  explosion,  a  considerable  part  of  the  boiler  top, 
which,  being  comparatively  light,  and  being  acted  upon  by  similar 
pressures,  must  have  considerably  accelerated,  rather  than  retarded, 
its  ascent. 

Still  another  calculation  may  be  based  upon  the  observed  effects  of 
this  explosion.  The  steam  drum  was  observed  to  rise  at  a  high 
"  angle  of  elevation,**  and  fell  at  a  distance  of  450  feet  from  the  start- 
ing point. 

If  this  angle  of  elevation  was  60° — and  the  general  impression  was 
that  it  was  not  less — the  height  due  to  the  range,  450  feet,  neglecting 
the  resistance  of  the  air,  would  have  been 

h=  ^_V--  =   ^i^  =  260  feet. 
2  Sin  2  a  2  x  .8bO 

The  retarding  effect  of  the  atmosphere  causes  our  figure  to  be  some- 
what less  than  the  true  value,  and  it  may  be  more  nearly  correct  to 
take  275  feet  as  the  height  due  to  the  noted  range.  The  work  done 
in  raising  the  steam  drum  to  this  height  was  687,500  foot-pounds, 
and  the  pressure  which,  acting  through  a  space  of  4*5  feet  upon  th« 
base,  would  correspond  to  this  amount  of  work,  is  37*5  pounds. 

This  figure  is  in  excess  of  the  real  pressure  required,  for  the  reason, 
as  already  stated,  that  a  part  of  the  shell  was  attached  to  the  steam 
drum,  assisting  in  its  propulsion  to  an  extent  which  is  a  matter  of 
mere  conjecture,  and  which  not  improbably  reduces  the  given  pressure 

several  pounds. 

The  actual  height  of  ascent  of  this  piece  was  variously  estimated 
by  the  spectators  at  from  200  to  400  feet,  and,  by  one  individual  at 
least,  even  considerably  higher.  As,  in  such  cases,  heights  are 
usually  ever-estimated,  the  lower  figure  is  most  likely  to  be  nearest 
the  truth. 
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It  would  be  impossible  to  make  the  last  two  estimates  so  closely  ap- 
|>roximate  to  accuracy  as  to  entitle  them  to  great  confidence,  and  the 
t>ther  calculations  are  merely  estimates  of  improbable  actual  effects. 

The  writer  is,  however,  inclined  to  conclude  : — 

Ist.  That  it  is  very  certain  that  the  energy  of  this  explosion,  and 
^U  of  its  tremendous  effects,  were  principally  due  to  the  simple  ex- 
pansion of  a  mass  of  steam  suddenly  liberated,  at  a  moderate  pressure, 
by  the  general  disruption  of  a  steam  boiler  of  very  uniform  but  feeble 
strength. 

2d.  That,  in  this  case^  the  liberation  of  steam  throughout  the  mass 
of  wat^r  contained  in  the  boiler,  and  which  took  place  by  the  evapor- 
ation of  one  pound  in  every  thirteen  of  the  water,  and  which  resulted 
an  setting  free  nearly  seventy  thousand  cubic  feet  of  steam,  would 
«iot  seem  to  have  taken  place  promptly  enough  to  greatly  intensify 
the  effects  of  the  explosion. 

8d.  It  would  seem  very  doubtful  whether  Zerah  Colburn*s  hypoth- 
esis— which  explains  the  violent  rupture  of  steam  boilers,  by  the  sup- 
|>08ition  that  the  steam  liberated  from  the  mass  of  water,  in  cases  of 
^explosion,  carries  with  it,  and  violently  projects  against  those  parts  of 
the  shell  immediately  adjacent  to  the  point  of  primary  rupture,  large 
tjnantities  of  water  which,  by  their  impact,  extend  the  break  and  in- 
crease the  destructive  effect,  can  have  had  an  illustration  in  case 
onder  consideration. 

We  have  no  right  to  conclude  that  such  an  action  as  Colburn  de- 
scribed may  not  occur  in  many  cases  of  explosion  ;  on  the  contrary, 
the  simple  experiment  described  in  all  text-books  on  Natural  Philoso- 
phy, in  which  water  in  a  closed  vessel,  and  near  the  boiling  point,  is 
^caused  to  enter  into  violent  ebullition  by  the  reduction  of  pressure 
following  the  application  of  cold  to  the  upper  part  of  the  vessel,  ex- 
3liibit8  very  plainly  the  probability  of  an  action  taking  place  such  as 
Oolburn  describes. 

The  expulsion  of  the  contents  of  a  bottle  of  effervescent  wine  or 
fermented  liquor,  which  occurs  frequently  on  drawing  the  cork,  is  an. 
^ther  illustration  of  such  a  phenomenon.  There  can  hardly  be  a 
tloubt  that  cases  do  occur  in  which  the  same  action  greatly  increases 
the  destructive  effect  of  boiler  explosions. 

In  the  case  above  considered,  it  seems  probable  that  the  effect  of 
the  explosion  was  somewhat  intensified  by  a  generation  of  steam  at 
mod  near  the  exterior  of  the  mass  of  water  contained  in  the  boiler,  but 
not  by  the  expansion  of  steam  formed  near  the  centre  of  the  mass. 

Stevens'  Institute  of  Technology^  Hobokeny  N.  J.^  Jan.^  1871. 


184  Oail  and  Mechanical  Engiiuerit^. 

PROBLEM  OF  THE  RAHERS. 

By  John  C.  Trauiwin«,  Cii".  Bag. 

In  my  Civil  Engineer's  Packet  Book,  pages  217  and  248,  I  pro- 
posed a  mode  of  finding  the  strains  on  the  aniformlj  loaded  rafters, 
and  upon  the  tic-benm  of  the  simple  roof  truss,  ahc. 
I  also  there  stated  that  I  considered  the  mode 
given  by  Professor  Rankine,  on  page  470  of  his 
Civil  Engineering,  edition  of  1862,  and  by  other 
authorities,  as  entirely  erroneous  and  unsafe.  In  a 
foot-note  on  page  248,  I  gave  the  principle  upon  which  my  mode  was 
based ;  and  on  page  252 1  expressed  thewish  that  "Professor  dc  Voisott 
WoodgOrsomeonecquHllyproficientin  the  higher  branches  of  theoretical 
mechanics,  would  consider  it  worthy  of  an  examination  and  opinion." 
Prof.  Wood  has  kindly  complied;  and  in  the  last  number  of  the 
"Journal,"  under  the  head,  "  Problem  of  the  Kafters,"  has  shown  that 
both  the  authorities  and  myself  arc  in  error  ;  I  to  a  greater  extent 
than  they,  but  fortunately  on  the  safe  side  ;  whereas  their  method  is, 
as  I  asserted,  unsafe.  My  mode  would  be  correct  only  for  the  aclioQ 
of  a  load  placed  at  the  top  of  the  rafters,  and  omitting  the  weight  of 
the  rafters  themselves.  I  am,  however,  inclined  to  think  that  Prof« 
Wood  himself  hae  also  partially  fallen  into  an  error,  to  which  allusioa 
will  be  made  farther  on. 

Unfortunately  his  paper  is  too  mathematical  for  my  perusal ;  and 
I  can  only  express  my  regret  that  he  did  not  employ  such  plain 
English  as  myself  and  readers  generally  understand,  and  which  i& 
amply  sufficient  for  the  elucidation  of  all  such  purely  elementary  prin- 
ciples. Still  I  learn  from  it  that  I  am  wrong  in  assuming  that  thfr 
loaded  truss  is  to  be  regarded  merely  as  so  much  weight  resting 
upon  its  two  supporting  walls;  but  that  it  must  be  considered  in 
the  way  pointed  out  for  a  single  rafter  in  Art.  38  and  fig.  22i^  of  my 
page  468,  as  given  by  Tredgold  (see  his  Carpentry,  edition  of  1828^ 
Art.  35,  fig.  19),  and  later  by  Prof.  Rankine. 

However  paradoxical  it  may  at  first  sight  appear  that,  so  far  as  r»^ 
gards  the  strains,  we  must  not  primarily  consider  the  truss  as  so  maok 
load  pressing  vertically  upon  its  two  supporting  walls,  yet  such  is  the 
fact ;  and  Prof.  Wood  has  conferred  a  favor  upon  not  only  myself,  bat 
the  profession  in  general,  by  directing  attention  to  its  application  ta 
trnss,  abe.  It  is  certainly  strange  that  although  the  correct  principle 
has  been  so  long  known,  and  so  frequently  employed  in  illnatrmtSn* 
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the  straiDB  npOD  &  single  isolated  rafter,  yet  it  has  ioTariably  been 
overlooked  when  treating  upon  the  two  rafters  of  the  simple  truss  ; 
to  each  of  vbich  it  applies  in  precisely  the  game  manner  as  to  the  sin- 
gle one. 

The  correct  method  is  thus  expressed  on  my  page  468 : 

"Let  a  c,  figure  22J,  (fig.  6)  be  a 
beam ;  its  foot  resting  on  o  i,  and  its 
bead,  «,  merely  leaning  against  a 
smooth  vertical  wall ;  and  whether  a 
e  be  unloaded,  or  whether  it  supports 
a  load  placed  in  any  manner  upon  it 
or  suspended  from  it,  let  the  vertical 
line  which  passes  through  the  cen  tre 
of  gravity  of  the  beam  and  its  load 
{both  of  which  are  supposed  to  be 
known)  be  represented  by  pg.  The  beam  and  its  load  may  be  regarded 
as  a  single  body,  acted  upon  and  kept  at  rest  by  three  forces,  namely, 
its  own  gravity  or  weight,  the  force  h  at  c,  and  the  force/ at  a.  No 
other  forces  act  on  it.  Now.  gravity  acts  vertically  only,  and  in  the 
case  before  us  it  may  all  be  regarded  as  acting  in  the  line^^.  The 
force  at  c  can  act  only  at  right  angles  to  the  surface  or  Joint  at  that 
place  {eee  Art.  19) ;  and,  since  ihe  joint  is  vertical,  the  force,  A,  must 
he  horizontal,  or  along  h  p.  The  question  now  is,  how  to  find  the  direc- 
tion of  the  third  force,/.  To  do  this  we  must  avail  ourselves  of  the  prin- 
ciple that  when  three  forces  which  are  not  piirallel  to  each  other  hold 
a  body  at  rest,  or  in  equilibrium,  as  these  three  forces  hold  the  beam, 
a  e,  their  directions  all  tend  to  or  from  one  point,  which  is  either  at 
the  centre  of  gravity  of  the  body  or  in  a  vertical  line  passing  through 
Bsid  centre.  Hence,  since  the  vertical  direction,  p  g,  of  the  force  of 
gravity  of  the  body,  and  the  direction,  k  p,  of  the  force,  h,  meet  at  p, 
therefore  the  direction,  /  p,  of  the  force,  /,  must  also  meet  there. 
Hence,  we  have  only  to  draw  a  line,  fp,  in  order  to  find  the  required 
direction.  A  post  intended  to  support  the  end,  a,  of  the  beam,  should 
hkve  the  position/a;  and  the  joint,  o  i,  should  he  at  right  angles  to 
/a,  aod  not  to  a  e,  as  might  at  first  be  supposed  from  figs.  13  and  16 
of  Art.  82,  in  which  the  weight  of  the  beams  is  not  considered." 

'*  Having  found  the  directions  of  the  three  forces  in  fig.  22  J,  it  only 
remains  to  find  their  amounts.  To  do  this,  we  already  have  one  of 
tbem  given,  namely,  gravity,  or  the  weight  of  the  beam  and  its  load ; 
■ad  we  know  that  they  must  be  in  proportion  to  the  sides  of  the  tri- 
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angle  drawn  parallel  to  their  directions.  Consequently,  if  on  the  ver- 
tical direction,  p  g^  we  lay  off  by  scale  any  portion  whatever,  as  />  d, 
to  represent  the  force  of  gravity,  then  will  the  horizontal  side  of  the 
triangle,  p  db,  represent  by  the  same  scale  the  horizontal  pressure  at 
<* ;  and  the  side,  b  p,  the  obliqae  pressure  at  a.  The  horizontal  press- 
ure at  the  foot  is  equal  to  that  at  the  head  of  the  beam.  It  is,  of 
course,  included  in  the  oblique  pressure,  /,  which  is  compounded  of 
said  horizontal  force  and  of  the  vertical  force  at  a.  The  vertical  force 
is  equal  to  the  weight  of  the  beam  and  its  load,  none  of  which  is  sus- 
tained at  c,  nor  can  be  so  long  as  the  joint  at  the  head  and  wall  is  ver- 
tical.*' 

The  p  ao(  fig.  22^  must  be  used,  instead  of  the  r  a  on  the  figure  of 
my  page  247,  to  express  the  direction  and  amount  of  pressure  at  the 
foot  of  each  rafter ;  andp  c  instead  of  my  r  h  for  the  horizontal  forces 
at  their  heads  and  feet. 

This  correct  process  always  makes  the  horizontal  pressure  at  the 
head  of  the  uniformly  loaded  rafter  of  the  simple  truss,  a  6  c,  or  the 
equal  horizontal  pull  upon  the  tie-beam  at  its  foot,  precisely  one-half 
of  that  given  by  my  incorrect  process.*  It  also  makes  the  pressure, 
p  a,  at  the  foot  of  each  rafter,  less  than  mine,  in  the  same  proportion 
that  JO  a  in  any  given  case  is  shorter  than  the  rafter,  c  a,  itself. 

The  point  in  which  I  now  differ  from  Prof.  Wood  is  this :  I  consider 
that  the  strain  at  the  heads  of  the  rafters  is  purely  horizontal,  and 
that  there  is  no  strain  whatever  in  the  direction  c  a,  fig.  22J,  or  o  c  of 
this  figure,  of  the  length  of  a  uniformly  loaded  rafter ;  whereas  he 
and  all  the  authorities  maintain  that  there  is  such  a  strain  at  its  head. 

*  In  a  foot-note  to  my  page  259  I  express  the  belief  (based  apon  the  same 
incorrect  reasoning)  that  the  aatborities  are  altogether  mistaken  aboat  the 
additional  strain  prodaced  on  the  tie-rod  of  a  trass  when  the  rod  is  raised  in 
the  center  instead  of  being  horizontal.  It  follows  from  the  above  that  I  am 
wrong  in  this  matter  also,  my  proposed  mode  of  finding  the  entire  strain  on  a 
raised  tie  being  in  excess  except  for  the  action  of  a  load  at  the  top  of  the  rafters, 
and  omitting  their  weight.  The  authorities,  also,  I  imagine,  are  necessarilj 
mistaken  here,  as  well  as  in  the  above  case  of  their  supposed  longitudinal  strains 
along  the  uniformly  loaded  rafters  of  the  simple  truss,  ab  c.  If  bo,  it  followi 
that  nothing  reliable  has  hitherto  been  written  on  this  subject. 

1,  with  many  others,  should  be  glad  to  see  this  matter  of  raised  tie-bara  for 
uniformly  loaded  rafters  treated  in  familiar  language,  aided  by  diagrams.  Tkit 
question  becomes  complicated  by  the  necessity  for  recognizing  a  force  in  the 
direction  pb  of  the  first  figure,  in  addition  to  one  along  the  rafters,  prodaced 
by  raising  the  tie-bar. 
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If  so,  it  must  extend  all  the  vay  to  the  foot ;  and  we  nhonid  have  the 
weight  of  the  rafter  in  the  preceding  figure  equivalent,  not  to  its  two 
components,  h  p  and  p  o  alone,  but  to  them  and  a  third  force  in  the 
direction  of  the  raf^r;  and  this  I  conceive  to  be  inadmissible. 

Prof.  Wood  reasons  thus : 
The  horiKontal  force,  h  o,  press- 
ing against  the  head  of  the 
rafter,  K,  may  be  conceived  to 
be  replaced  by  its  two  compo- 
nents, I  0  and  a  o;  and  tkere- 
fore  there  is  a  strain,  o  c,  equal 
to  /  o,  at  the  head  of  the  rafter. 
I,  on  the  other  hand,  imagine 
that  if,  instead  of  the  horizontal 
force,  h  0,  we  should  apply  the 
force,  I  o,  alone,  there  would  result,  of  course,  a  pressure,  v  c,  ulong 
the  rafter;  but  the  moment  we  apply  the  other  component,  a  o,  ut  the 
same  time,  the  direction  of  lo  changes;  and  lo  combining  with  ao,  the 
two  fortn  a  single  new  force,  k  o,  the  direction  of  which  is  wholly  hori- 
zontal. The  force,  lo,  maybe  conceived  to  be  compounded  of  two  forces 
equal  to  li  and  to;  and  the  force,  a  o,  of  two  equal  to  a  y  and  g  o.  Now, 
if  the  two  forces,  I  o  and  a  o,  be  applied  at  tlie  same  point,  o,  at  the 
same  time,  as  substitutes  for  the  single  horizontal  force,  h  o,l  hold  that 
their  two  equal  vertical  components,  / 1  and  a  ff,  will  re-nct  agninst 
or  mutually  destroy  each  other,  leaving  only  the  horizontal  compo- 
nents, to  and  g  o  (which  are  together  equal  to  h  o)  to  press  as  one 
single  force  against  the  rafter  at  o.  In  the  same  manner  an  oppo- 
site horizontal  force  equal  to  A  o  presses  iigainst  the  lieiid  of  tlie 
rafter,  S. 

On  my  page  458,  in  Remarks  3  and  4,  and  in  the  Remarlc  on  page 
450,  I  have  endeavored  to  explain  my  views  respecting  this  mutual 
dettrvction  of  / 1  and  a  ^  in  the  above  figure  in  all  cases  of  the  con- 
version of  two  component  forces  into  one  resultant.  I  conceive  that 
two  components  produce  the  same  effect  as  their  resultant,  simply  be- 
cstue  equal  portions  of  the  two  components  destroy  each  other,  so  that 
the  remaining portiont  actually  are  the  resultant.  In  this  I  believe  I 
am  alone,  for  all  writers  appear  to  express  the  same  views  as  Prof. 
Wood,  and  maintain  that  two  components  lose  none  of  their  energy 
by  being  applied  at  the  same  point  at  the  same  time.  If  I  nm  wrong 
I  shall  be  glad  to  be  set  right.  My  only  desire  in  all  such  matters 
is  to  elifflt  the  tT%Uh. 
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KEOKUK   AND   HAMILTON    BRIDGE. 

Bt  Jobeph  S.  Smith,  ReBident  Engioeer. 

Organization. — February  13th,  1865,  articles  of  incorporation  for 
the  construction  of  a  railroad  and  wagon  bridge  were  drawn  up  and 
approved  under  the  name  of  the  "  Hancock  County  Bridge  Com- 
pany,*' with  the  following  incorporators :  Alexander  Sympson,  George 
Edmunds,  Jr.,  Francis  M.  Corby,  William  A.  Patterson,  Hiram  G. 
Ferris,  Robert  W.  McClaughry,  Andrew  J.  GriflSth,  Bryant  T.  Scho- 
field  and  Phineas  Kimball,  Jr.  Under  this  Act  the  company  were 
privileged  to  bridge  the  Mississippi  river  at  some  point  between  the 
cities  of  Nauvoo  and  Warsaw,  Hancock  County,  Illinois,  to  the  Iowa 
shore,  within  the  jurisdiction  of  the  State  of  Illinois,  and  to  com- 
mence operations  within  two  years  and  complete  the  bridge  within 
twenty  years.  Previous  to  this  an  Act  was  passed  by  the  General 
Assembly  of  the  State  of  Iowa,  authorizing  the  construction  of  rail- 
road bridges  across  the  Missisippi  and  Missouri  rivers,  and  was  ap- 
proved April  5th,  1864. 

On  January  15th,  1866,  under  the  general  incorporation  law  of 
the  State  of  Iowa  of  1851,  Hugh  T.  Reid,  James  F.  Cox,  David  W. 
Kilbourne,  Robert  F.  Bower,  Henry  Strong,  Smith  Hamill,  Wm. 
Leighton,  Guy  Wells,  Carlton  H.  Perry,  Henry  H.  Love,  William 
Thompson  and  George  C.  Anderson  incorporated  themselves  under 
the  name  of  the  Keokuk  and  Hamilton  Mississippi  Bridge  Company^ 
for  the  purpose  of  building  a  bridge  across  the  Mississippi  river  as  a 
railroad,  wagon  and  foot  passenger  bridge,  at  or  near  the  city  of 
Keokuk,  Lee  County,  Iowa,  to  a  point  at  or  near  the  city  of  Hamil* 
ton,  Hancock  County,  Illinois,  with  power  to  unite  with  any  bridge 
company  chartered  in  the  State  of  Illinois,  with  a  capital  stock  of 
$1,000,000. 

Under  an  Act  of  Congress  of  July  25th,  1866,  bridges  were  author- 
ized to  be  constructed  at  several  points  on  the  Mississippi  and  Mis- 
souri rivers,  and  established  as  Post  Roads,  of  the  number  the  Keo- 
kuk and  Hamilton  bridge. 

Matters  relating  to  a  bridge  at  this  point  had  now  reached  a  stage 
when  it  became  necessary  to  know  the  cost  of  the  undertaking.  A 
preliminary  survey  under  the  auspices  of  the  Toledo,  Wabash  and 
Western  Railway  Co.  had  been  made  previous  tol867,  without  leadin^^ 
to  any  definite  results.  In  March,  1867,  sorveys  were  made  bj 
James  W.  Otley,  Esq.,  Chief  Engineer  of  the  Dee  Moines  Vallej 
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Railroad,  under  the  directions  of  Thomas  Oartis  Clark,  £sq.,  then 
£ngineer-in-Ghief  of  the  construction  of  the  Quincj  Railroad  bridge. 
From  this  survey,  preliminary  plans  were  made  and  submitted  to  the 
city  authorities  of  Keokuk  early  in  1868,  upon  which  an  ordinance, 
granting  the  right  of  way  across  the  Levee,  together  with  other  priv- 
ileges relating  to  the  Union  Depot  Grounds,  was  passed  and  approved 
May  26th,  1868.  Final  plans,  estimates  and  rejiorts  were  submitted 
by  Thomas  Curtis  Clarke,  Esq.,  to  the  Directors  of  the  Keokuk  and 
Hamilton  Mississippi  Bridge  Company  in  June,  1868. 

On  August  1st,  1868,  the  Hancock  Co.  B.  Co.  and  the  K.  and 
H.  Miss.  B.  Co.  were  consolidated  under  the  name  of  the  Keokuk 
and  Hamilton  Bridge  Company,  with  the  following  Board  of  Direc- 
tors: Hugh  T.  Reid,  Carlton  H.  Perry,  Wm.  Leighton,  David  W. 
Kilbourne,  Hugh  W.  Sample,  Howard  W.  Perry,  Hambden  Buel, 
George  W.  McCrary  and  George  E.  Kilbourne,  with  a  capital  stock 
of  $900,000,  with  power  to  raise  it  to  $1,000,000. 

The  following  were  elected  officers  of  the  consolidated  Company :  Hugh 
T.  Reid,  President ;  Carlton  H.  Perry,  Vice-President ;  Wm.  Leigh- 
ton,  Secretary  ;  Thomas  Gilman,  New  York,  Treasurer.  Eastern 
capitalists  were  now  solicited  to  undertake  the  construction  of  the 
bridge,  and  early  in  1869  contracts  were  entered  into  with  Andrew 
Carnegie  and  associates  of  Pennsylvania  for  its'  construction,  to  be 
commenced  within  thirty  days  and  completed  by  the  1st  January, 
1870;  based  upon  the  plans  of  J.  B.  Linville,  Esq.,  Civil  Engineer 
of  Philadelphia,  as  Chief  Engineer  for  the  bridge  Co.,  with  Thomas  C. 
OlarkCy  Esq.,  C.  E.,  late  of  the  Quincy  R.  R.  Bridge,  as  Consulting 
Engineer. 

Mr.  Joseph  S.  Smith,  Resident  Engineer  in  charge,  together  with 
his  assistants,  arrived  on  the  ground  early  in  March,  1869,  together 
irith  the  contractors  for  the  substructure,  Messrs.  Quinn  and  Raynor, 
irith  their  foremen  and  laborers.  Having  visited  and  examined  sev- 
eral quarries  for  stone,  contracts  were  closed  with  the  Sonora  Quarry 
Co.,  situated  near  Nauvoo,  Hancock  Co.,  Ills.,  it  being  the  only 
quarrjy  within  reasonable  distance,  so  developed  as  to  guarantee  a 
supply  as  rapidly  as  would  be  required  for  the  due  completion  of  the 
masonry  within  the  specified  time.  This  stone  is  a  magnesian  lime- 
atone  or  dolomite,  not  difficult  to  work,  but  tough  and  durable,  weigh- 
ing about  148  lbs.  per  cubic  foot.  It  has  been  thoroughly  tested  by 
geologists  and  others,  and  its  use  approved  for  the  foundations  of  the 
State  Ci^iitol  at  Springfield,  Illinois.    That  for  the  piers  was  nearly 
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all  prepared  daring  the  season  of  1869,  and  received  further  teat  by 
standing  exposed  until  the  building  season  of  1870. 

Engineering. — Whilst  the  contractor  was  providing  a  steamer  for 
the  purpose  of  towing  flat  boats,  derricks  and  other  machinery,  and 
all  material  to  push  the  work  rapidly,  a  final  location  of  the  bridge 
line  was  made,  and  its  length  across  the  river  determined.  A  base 
line  3302.955  feet  in  length  was  established  on  the  eastern  shore, 
and  carefully  measured  twice  before  the  water  got  so  high,  (already 
covering  portions  of  the  base  line  about  waist  deep,)  as  to  prevent  the 
angles  being  taken  at  the  lower  end  of  the  base.  In  establishing 
the  base  line,  posts  were  planted  solidly  in  the  ground  20  feet  apart, 
(the  length  of  the  measuring  rods)  ;  on  these  were  nailed  cleats  of 
2x4  scantling,  two  feet  in  length  set  to  a  horizontal  line  with  a  lev- 
elling instrument.  Three  rods  of  well-seasoned  pine  lumber  were 
made,  their  ends  secured  with  brass  tips  planed  off  perfectly  true, 
and  care  taken  that  each  rod  corresponded  exactly  in  length  with 
a  standard  furnished  from  the  shops  of  the  Keystone  Bridge  Company 
at  Pittsburg.  The  first  measurement  of  the  base  was  3302.975  feet, 
second  one  3302.935  feet,  the  average  of  these  was  taken  as  above, 
their  difference  being  under  one-half  inch.  The  angles  were  then 
taken,  permanent  monuments  and  ranges  established.  The  triangle 
was  a  well  proportioned  one  and  nearly  equilateral,  the  lengths  of  the 
sides  being  3302.955  feet,  3579.722  and  3224.306  feet  respectively. 
The  angles  were  deduced  by  the  repetition  system,  six  observations 
being  taken  on  each  point.  Levels  were  transferred  to  the  eastern 
shore  by  equal  sights  of  2,100  feet  each  on  a  calm  day,  and  closed 
within  j^g  of  a  foot.  Although  the  river  was  at  a  high  stage  during 
the  month  of  May,  being  about  11  feet  above  low  water  of  1864,  and 
not  to  delay  operations  when  it  should  reach  a  stage  suitable  for 
erecting  the  piers,  soundings  were  taken  at  each  pier  site.  These 
showed  the  bed  of  the  river  to  be  at  some  points  very  uneven,  and 
covered  in  many  places  with  boulders  of  all  sizes,  coarse  sand  and 
gravel,  and  patches  of  sand  varying  in  depth  from  six  inches  in  the 
swifter  current  to  eighteen  inches  and  over  as  the  pier  sites  ap- 
proached the  Illinois  shore  and  the  slack  water  behind  the  old  Ferry 
dyke,  but  underlying  all  a  good  solid  limestone  rock  bottom,  affording 
one  of  the  best  crossings,  as  regards  foundations,  to  be  found  on  the 
Mississippi  River,  nevertheless  demanding  other  measures  to  be  de« 
Tised  for  securing  and  protecting  temporary  works  daring  the  ecu* 
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stmction  of  the  piers,  than  is  required  where  there  is  a  sufficient  depth 
of  sand  to  hold  piles. 

Location. — The  location  of  the  bridge  at  the  upper  end  of  the 
leyee,  offers  a  minimum  obstruction  to  navigation,  inasmuch  as  Keo- 
kuk being  the  head  of  navigation  for  the  St.  Louis  steamers,  they  do 
not  pass  above  the  bridge,  having  changed  their  landing  place  to  a 
better  point  below ;  and  the  up-river  steamers  having  lately  adopted 
the  safer  method  of  dropping  down  stern  first  through  the  draw 
opening,  are  in  much  better  position  to  reach  their  landing  place. 

The  line  established  was  practically  the  same  as  that  determined 
from  the  surveys  of  1867.     It  had  then  been  found  necessary  to  cross 
the  river  obliquely,  to  connect  with  the  tracks  of  the  Des   Moines 
Valley  R.  R.,  and  avoid  using  a  curve  of  extremely  short  radius,  also 
to  not  occupy. any  more  than  was  unavoidable  of  the  city  levee  along 
Water  street.     The  terminal  points  are  the  same,  but,  in  order  to 
comply  with  the  city  ordinance,  a  street  66  feet  in  width  was  re- 
served along  the  face  of  the  levee,  which  still  further  cramped  the 
western  approach  to  the  bridge,  and  rendered  necessary  the  present 
curve,  unavoidable  unless  the  approach  could  be  carried  further  out 
into  the  river  and  thereby  interfere  materially  with  the  proposed  lo- 
cation of  the  draw  span,  and,  of  still  greater  importance,  encroach 
too  much  on  the  water-way  of  the  main  channel,  which  would  have  a 
tendency  to  increase  the  velocity  of  the  current,  greatest  at  the  Iowa 
shore,  and  to  render  the  navigation  of  the  draw  spans  more  difficult 
to  boats,  especially  those  intending  to  enter  the  locks  now  being  con- 
structed above  the  bridge  ;  or  else  the  curve  must  be  extended  on  to 
the  draw  span,  which  would  have  been  more  objectionable  for  several 
reasons.     The  western   end  of  the  bridge  line  commences  in  the  D. 
V.  R.  R.  tracks,  nearly  in  the  centre  of  Main  street  and  seventy-one 
feet  from  the  north  face  of  Water  street,  curves  to  the  right  for  597 
feet  with  a  radius  of  603*80  feet,  on  a  rising  grade  of  61*25  feet  per 
mile,  then  runs  on  a  tangent  of  a  nearly  due  west  and  east  line  2972 
feet,  to  a  junction  with  the  tracks  of  the  Toledo,  Peoria  and  Warsaw, 
and  Toledo,  Wabash  and  Western  Railways,  crossing  the  current  of 
the  river  obliquely  at  an  angle  of  72^  45^  and  descending  from  the 
eastern  end  of  the  superstructure  on  a  grade  of  85  feet  per  mile  for 
700  feet,  a  total  length  of  track  of  3569  feet,  equal  to  jVi;  of  a  mile. 

De9€r%ption  of  the  Work-Approaches. — The  western  approach  to  the 
bridge  consists  Qrst  of  an  embankment,  protected  with  a  dry  slope 
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wall  884  feet  in  length,  which,  for  the  convenience  of  the  wagon  road, 
slopes  back  with  a  macadamized  surface  from  the  levee  opening  and 
the  railway  track  to  the  foot  of  Blondeau  street,  and  extends  along 
the  face  of  Water  street  250  feet.  The  levee  opening  of  20  feet  on 
the  square  has  two  abutments  set  parallel  with  Water  street,  and 
<;ontain  810J  cubic  yards  of  second  class  masonry.  This  opening  is 
-crossed  with  a  plate  girder  for  the  railroad  and  a  Pratt  truss  for  the 
wagon  road,  each  truss  38'  6"  long  on  the  skew.  The  second  por- 
tion of  the  approach  is  of  masonry,  forming  a  cellular  curved  viaduct 
with  10  cross  walls,  being  substituted  for  the  embankment  at  the  re- 
quest of  the  city  authorities;  it  is  211  feet  in  length  by  an  average 
weight  of  31 J  feet  from  the  rock,  with  a  width  of  23  feet  over  the 
walls  on  top ;  side  batir  of  walls  is  one  in  twelve.  The  superstructure 
of  this  is  timber  ;  the  sidewalks  are  supported  on  cas.t-iron  brackets 
outside  the  masonry,  affording  a  total  width  over  all  of  34  feet,  cor- 
responding with  the  superstructure  of  the  main  bridge.  Upon  this 
superstructure  the  character  of  the  whole  bridge  traffic  begins  to  as- 
sume its  proper  shape,  preparatory  to  crossing  the  river.  The  east- 
ern approach  is  an  embankment  750  feet  long,  30  feet  high  at  the 
abutment  by  36  feet  wide  on  top,  well  macadamized  and  protected 
with  a  dry  slope  wall  to  the  top.  Both  approaches  are  fenced,  and 
have  gates  to  close  the  bridge  to  travel  of  all  kinds,  when  the  draw 
span  is  opened  for  the  passage  of  boats.  Ordinary  traffic,  it  is  true, 
will  be  impossible  during  the  passage  of  trains,  but  as  a  train  moving 
at  the  limited  rate  of  six  miles  per  hour  would  occupy  less  than 
seven  minutes  in  crossing,  this  cannot  be  considered  a  serious  objec- 
tion for  many  years  to  come. 

Pier%, — There  are  fifteen  piers  of  masonry,  of  which  number  thir- 
teen stand  in  the  river.  In  order  that  the  piers  should  stand  parallel 
with  the  thread  of  the  current  of  the  river,  very  careful  observations 
of  floats  were  taken  with  two  instruments,  and  the  time  of  passage 
accurately  noted.  These  observations  being  plotted,  the  direction  of 
the  current  in  regard  to  the  bridge  line  was  easily  deduced  and  its 
velocity  ascertained.  The  annexed  table,  showing  the  original  flow* 
age  section  and  the  amount  cut  off  by  the  bridge,  is  as  follows :  water 
being  a  medium  stage  of  V  9'^  above  low  water  of  1864,  the  sections 
commencing  at  the  Iowa  shore  and  measured  on  the  bridge  line. 

It  is  believed  that  the  effect  of  the  bridge  will  not  increase  the  cur- 
rent over  one  half  mile  per  hour  above  its  present  maximum  Telocity 
at  any  time. 
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3230 
6319 
4364 
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The  current  and  velocity  on  the  eastern  side  of  tlie  river  during 
the  seasons  of  1869  and  1870  was  very  much  increased  by  the  un- 
finished and  unconnected  state  of  the  work  of  the  canal  on  the 
rapids,  rendering  it  still  more  difficult  to  do  anything  during  a  high 
stage  of  water. 

Effects  of  Ice  on  the  Pier%. — The  piers  being  set  parallel  to  the 
thread  of  the  current,  make  an  angle  with  the  bridge  axis  of  72^  45^, 
and  the  superstructure  is*  built  on  a  skew  of  17^  15^  The  bridge 
being  located  at  the  foot  of  the  rapids  will  be,  in  a  measure,  protected 
from  the  ice  when  breaking  up,  as,  at  an  ordinary  stage  of  the  river, 
it  is  very  much  broken  up  on  the  shoals  of  the  rapids.  It  gorges 
sometimes  on  the  rapids  (but  oftener  below  the  city,  backing  the  water 
up  very  high),  and  when  the  gorge  breaks  loose,  the  thrust  from  the 
ice  on  the  piers  will  be  very  great,  but  not  sufficient  to  endanger  any 
of  the  piers.  It  is  very  certain  that  if  ice  were  an  unyielding  sub- 
stance, the  momentum  acquired  by  a  field  of  ice  from  the  velocity  of 
the  current  coming  off  the  rapids,  would  carry  away  any  piers  that 
could  be  built,  but  being  of  a  yielding  nature,  it  crushes  to  atoms  as 
it  is  ploughed  into  by  the  piers*  resistance,  and  the  force  of  impact 
materially  diminishes,  and  it  comes  to  rest ;  if  other  fields  still  impel 
it  forward,  it  climbs  the  nose  of  the  pier  and  breaks  into  pieces  from 
its  own  dead  weight.  It  was  ascertained,  by  experiments  at  Kansas 
City  Bridge,  that  sound  ice  commences  to  crush  under  a  pressure  of 
200  lbs.  on  the  square  inch,  and  is  crushed  to  atoms  when  the  pres- 
sure is  450  lbs.  to  the  square  inch.  The  hardest  blue  ice  on  the  St. 
Lawrence  river  crushes  under  300  lbs.  to  the  square  inch.  We  will, 
however,  in  this  case,  take  the  crushing  pressure  at  450  lbs.  per  square 
inch,  that  the  ice  goes  out  two  feet  thick  on  a  stage  of  water  eleven 
feet  above  low  water  of  1864,  and  that  the  pier  consequently  receivoii 
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the  shock  at  the  change  of  batir  on  the  nose,  being  the  most  unfayor- 
able  condition.     We  have,  for  the  crushing  power,  the  pier  being  7''7" 

.I,'  1,    . . V       •  .   '' '•'^"  X  2'  X 144"  X 4oO  lh8.       .^^.  ^, 

thick  at  this  point, .tvtvt,  n =4964  tons.  The  mo- 

2U0U  lbs. 

men  turn  tending  to  overthrow  the  pier  will  be  equal  to  this  pressure  mul- 
tiplied by  the  height  above  the  base,  or  10'  x  4964  tons  =4964  tons. 
The  moment  of  stability  to  resist  this  overthrow  will  be  the  weight  of 
the  pier  and  truss  multiplied  by  the  half  base  length  of  the  pier 
-^  065  tons  X  23'  8"  =  15.738  tons. 

To  resist  the  sliding  of  one  course  on  another,  we  have  the  weight 
of  masonry  above  this  point  and  truss,  more  than  sufficient  to  prevent 
sliding,  without  taking  into  consideration  the  resistance  due  to  the 
adhesion  of  the  cement,  or  the  advantage  to  be  derived  from  the  re- 
treating form  of  the  nose  of  the  pier,  which  of  itself  would  tend  to 
decrease  the  force  of  the  blow.  We  may  then  saftjly  consider  the  piers 
as  capable  of  resisting  the  impact  of  the  ice  at  this  point.  This  action 
of  the  ice  was  given  due  consideration,  and  a  form  of  pier  was  chosen 
adapted  to  meet  the  requirements  of  this  case,  as  well  as  to  olTer  a  mini- 
mum obstruction  to  the  water-way  of  the  river.  The  pier  is  long  and 
narrow,  the  angle  made  by  the  two  faces  of  the  up-stream  starling  on  a 
horizontal  plane  is  a  right  angle,  with  a  face  batir  of  six  inches  in  a  foot 
tertical,  giving  the  cutting  edge  of  the  pier  a  slope  of  about  eight  and 
one  half  inches  in  one  foot  rise  for  a  height  of  ten  feet  above  nayi^« 
ble  low  water,  the  remaining  ten  feet  of  the  starling  has  a  face  batir 
of  three  inches,  and  a  nose  batir  of  nearly  four  and  one  quarter  inches 
in  a  foot  rise.  The  ice-breaker  nose  is  projected  with  an  angle  iron 
4''x4''x  J''  extending  the  whole  length  of  the  starling  and  securely 
fastened  to  the  masonry.  The  shoulder  of  the  lower  part  of  the  star- 
ling is  rounded  off  to  a  radius  of  thirty  inches.  The  top  of  starling 
is  the  same  elevation  as  the  high  water  of  1851.  The  piers  have  a 
side  batir  of  one  in  twenty-four,  the  down  stream  end  circular  with 
the  same  batir  as  the  sides. 

Dimeniions  of  Piers, — The  dimensions  of  the  piers  are  as  follows  : 
The  western  rest  pier  is  formed  on  the  end  of  the  western  masonry 
approach,  is  30'.  8"  x  6'.  6''  at  lower  end,  and  10  feet  6"  at  upper  end, 
and  is  85^  feet  high. 

Pivot-pier  and  Protections. — Pivot-pier  is  circular  with  prujections 
to  receive  the  ends  of  the  foundation  cribbing  between  the  upper  and 
the  lower  draw  rests,  and  the  ends  of  the  floats  forming  the  protection 
to  the  draw  span  is  32  feet  in  diameter  undei*  the  coping  (with  croaa 
waWs  supporting  a  centre  column  10x10  feet  at  the  base,  and  5'  V 
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square  at  the  top,  on  which  the  centre  of  the  draw  span  rests),  and  is 
28  feel  high,  with  a  side  batir  of  one  in  twenty-four.  The  upper  and 
lower  draw  rests  are  of  timber,  having  pockets  filled  with  stone.  The 
apper  rest  is  provided  with  a  cutting  nose,  sloping  one-half  to  one  for 
the  first  twelve  feet  above  the  foundation,  and  one-half  to  one  for  the 
remaining  fourteen  feet,  protected  with  a  4"  x4"  xj"  angle  iron  as 
high  as  on  the  piers.  The  lower  portion  is  also  sheeted  with  /g"  boiler 
platoon  the  faces  and  sides.  The  sides  of  this  rest  were  4'*  x  10" 
white  oak  plank,  l;iid  liorizoiitally  close  together  on  the  up-stream 
faces,  but  with  open  spaces  on  the  .sides  and  ends.  Tlie  inside  cimss 
aud  longitudinal  ties  were  of  2"  pine  plank  laid  one  over  each  <.t)ier 
and,  dapped  into  the  outer  courses  of  oak,  were  spiked  to  it  with  | 
boat  spikes,  and  to  each  other  at  the  intersections  with  6'^  cut  spike. 
The  whole  was  sheeted  vertically  with  six-inch  wliite  oak,  well  spiked 
on  with  I  drifted  bolts  12"  long.  The  lower  draw  rest  is  built  of 
4"  X  12"  pine  plank  with  open  spaces  between,  but  sheeted  vertically 
the  same  as  upper  rest.  The  foundation  cribbing  is  of  12"xl2" 
pine,  8-4  feet  wide  over  all,  having  pockets  8  ft.  x8  ft.  on  the  outside 
only,  and  filled  with  stone.  As  the  top  of  this  cribbing  is  only  four 
feet  above  low  water,  it  will  be  under  water  during  the  greater  por- 
tion of  the  navigable  season;  a  float  of  white  pine  is  therefore  further 
provided,  composed  of  two  courses  in  height  of  12x12  sticks  on  the 
outside,  united  with  ties  and  diagonal  bracing,  and  well  sheeted  with 
white  oak  plank  4"  thick.  It  is  built  in  three  divisions  longitudinally ; 
the  outside  ones  being  open,  afford  facilities  to  remove  all  debris  de- 
posited on  the  cribbing  beneath  during  high  water  stages,  and  the 
inner  one  floored  over  to  give  more  buoyancy ;  during  the  time  of 
ronniDg  ice  it  is  calculated  to  rest  on  the  cribbing,  and  its  sides  will 
offer  a  smooth  surface.  The  floats  are  fitted  with  three  cast-iron 
rollers  at  each  end  working  on  the  projections  of  the  pivot-pier  and 
opper  and  lower  draw  rests,  with  sufiScient  play  so  that  they  can  rise 
and  fall  freely  with  the  water.  £a8t  rest  pier  is  7  x  29  under  coping, 
and  91  x53^  9"  on  the  foundation,  and  36  feet  high.  The  remaining 
nine  piers  are  6  x  29  feet  under  coping,  and  from  49'.  9"  to  52'.  8" 
long  by  9'.  11"  broad  on  the  foundation,  and  an  average  height  of  35 
feet  from  the  rock  to  the  top  of  the  coping.  The  eastern  abutment 
has  an  L  wing  on  the  down  stream  side,  and  a  circular  sloping  wing 
on  the  up  stream  side,  with  a  radius  of  32'  3".  Total  length  of  abut- 
ment 136'  4"  by  12  feet  wide  on  the  foundations,  finishes  at  5'  6" 
on  top,  wings  and  face  batir  one  in  twenty-four. 

(To  be  continaed.) 


196  Civil  and  Mechanical  Engiruering. 

PENNSYLVANIA  RAILROAD  SHOPS  AT  WEST  PHILADELPHI 

By  Joseph  M.  Wilsok,  C.  E. 

p.  A.  Engineer  Conetnietion  Department  PennsylTania  Tiailroad. 
(Continued  from  Vol  LXII,  page  320.) 

Passenger- Oar  Shop. — This  building,  marke<l  No.  9  on  plate 
situated  on  the  opposite  side  of  the  transfer  pit  from  the  locoflM 
and  machine  shop,  and  enjoys  equally  with  it  the  advantages  of 
use  of  the  table.  The  area  of  the  building  is  the  same  as  that  el 
locomotive  and  machine  shop,  viz.,  280  feet  IJ  inches  long  b* 
feet  8  inches  wide,  outside  dimensions,  and  the  details  of  const 
tion  are  the  same,  except  in  respect  to  the  roof.  It  contains  tr 
for  fourteen  cars,  and  although  the  whole  of  the  area  is  floored 
at  present,  the  foundation  walls  have  been  arranged  for  pits  at  i 
of  the  tracks,  so  that  the  building  may  be  readily  changed  into  i 
comotive  shop  whenever  an  increasing  business  demands  it,  and  & 
passenger-car  shop  be  constructed  on  another  site. 

Plate  XIV  shows  a  plan  of  the  shop.  The  roof  is  divided  into  t 

spans  by  two  rows  of  cast-iron  columns,  and  Plate  XV  gives  a  set 

through  the   building,  showing  the   construction   of  the  roof. 

principals  are  placed  16  feet  4   inches  apart,  centre   to  centre, 

the  centre  span   is  made  much  higher  than  the  side  spans,  the 

rangement  being  easily  seen  by  reference  to  the  plate.      By 

means  a  ventilator  is  formed  the  whole  length  of  the  roof,  cxcep 

the  end  panel,  the  sides  of  the  ventilator  having  glazed  sash,  hun 

swing  on  centre  and  arranged  to  open  and  shut  in  sets,  as  don* 

the  locomotive  and  machine  shop.     In   the  side  spans  the  princ 

rafter  is  10  by  10  inches  section,  and  the   tie  beam  10  by  11  ihc 

and  from  this  tie-beam  is  suspended  the  necessary  shafting  for  ) 

ning  the  machinery.     In  the  centre  span  the  principal  ^rafters  are' 

9  inches,  and  the  tie-beam  7  by  12  inches  section.  The  roof  is  bn 

longitudinally  by  trusses,  one  on  each  row  of  columns,  extending 

to  and  supporting  the  centre  span  of  roof.     The  mode  of  conneo 

the  side  spans  with  these  longitudinal   trusses   and  the  columnSi 

the  lateral  braces  in  the  centre  span,  afford  ample  stiffness  to  the  ; 

sideways.     The  purlins  are  five  by  eight  inches  section,  placed  tl 

feet  apart  and  securely  fastened  to  the  principals  at  intervals,  h 

inch  bolts.     The  pitch  of  side  roofs  is  22  degrees,  and  of  centre  i 

14  degrees  from  the  horizontal.     The  sheeting  is  the  same  as  oh 

other  roofs,  and  the  slate  is  from  the  Peach  Bottom  quarries  of  Pi 

sylTania,  size   10  by  20  inches,    laid  to  weather  8J  inches.    ^* 
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gutters,  valleys  and  eave-pipes  are  of  copper,  gauge  No.   24,   and 
arranged  in  the  same  manner  as  on  the  other  buildings. 
The  following  is  a  list  of  the  machinery  in  this  shop  : 
No.     1.     38.inch  Wheel  Mill.     Wm.  Sellers  &  Co.,  makers. 

"      2.     Small  Crane. 

**      3.     33-inch  Wheel  Mill.  ''  "  " 

**      4.     Hydraulic  Wheel  Press.     ^-  " 

5.  Nut  Cutter.     Made  at  W\  P.  Shops. 

6.  Screw  Cutter.     Bemsnt  &  Dougherty,  makers. 
**      7.         "         "  Wm.  Sellers  &  Co.,  ** 

9.     Turning  Lathe,  16  inch  swing.     A.  L.  Archambault,  maker. 

'*    10.     Screw  Cutter.     Wm.  Sellers  k  Co.,  makers. 
«(    1^1  ii         it  ii  ((  «( 

"  12.  Small  Drill  Press.     Bement  &  Dougherty,  makers. 

*'  13.  Drill  Press.     Smith  Beacock  &  Tannett,  Leeds,  England. 

"  14.  Planer.  "  ''  "  "  " 

"  15.  Drill  Press.  "  "  "  " 

"  16.  Axle  Lathe.     Bement  &  Dougherty,  makers. 

it      17  i(  (t  ii  ii 

"  18.  Grindstone. 
At  No.  19  is  a  small  office  for  the  foreman  of  the  shop,  with  a  tool 
room  adjoining.  Along  the  walls  are  arranged  work  benches  and  closets 
for  the  workmen,  in  the  same  manner  as  in  the  locomotive  and  ma- 
chine shop.  There  is  an  engine  connected  with  this  shop  for  running 
all  the  machinery  in  the  car  department,  and  the  positions  of  engine 
and  boiler  rooms  and  stack,  are  shown  in  Plate  XIV.  The  boiler  is  of 
the  ordinary  locomotive  pattern,  built  at  Altoona  shops.  The  engine 
is  a  Corliss,  40  horse  power,  cylinder  12  inches  diameter,  three  feet 
stroke.  The  band  wheel  is  12  feet  diameter  and  ordinarily  runs  at 
60  revolutions  per  minute.  The  stack  is  exactly  the  same  as  the  one 
described  previously. 

Hast  Blacksmith  Shop. — This  shop.  No.  10  of  Plate  I,  is  connected 
with  the  passenger-car  shop  as  shown  on  Plate  XIV,  and  is  intended 
for  all  blacksmith  work  required  in  the  car  department.  It  is  of  the 
same  size  as  the  west  blacksmith  shop,  previously  described,  and  built 
exactly  the  same,  there  being,  however,  34  fires  in  this  shop  and  only 
24  in  the  other.  In  addition  to  these  it  contains 
No.  1.     Tempering  Furnace. 

2.  No.  8  Dimpfel  Patent  Blower. 

3.  Trip  Hammer.  /:,t  .„* 
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No.  4.     Panelling  Machine.     Wm.  Sellers  &  Co. 
"    5.     Iron  Rack,  for  assorted  sizes. 
"    6.     Small  Cranes. 

Wood  Working  Machine  Shop, — This  is  designated  No.  12  of  Plate 
I,  and  covers  an  area  of  132  feet  9  inches  by  67  feet  5  inches,  out- 
side dimensions  of  brickwork.  It  is  a  building  of  one  story,  provided 
with  a  single  span  roof  and  ventilator,  the  construction  being  in 
every  way  similar  to  the  other  buildings.  It  has  one  track  length- 
wise through  the  building  to  facilitate  transfer  of  lumber,  and  it  con- 
tains the  following  wood-working  machinery  : 
No.     1.     Boring  Machine.     Made  at  W.  P.  Shops. 

*•      2.     Wood  Lathe.  '' 

"       3.     Gig  Saw. 

'*      4.     Moulding  Machine.     Ball  k  Willinnjs.  makers. 

5.  Wabble  Circular  Slit  Saw.     Made  at  W.  P.  Shops. 

6.  Cut-off  Saw.      Ball  &  Williams,  makers. 

7.  Circular  Slit  Saw.     Made  at  W.  P.  Shops. 

8.  Mortisino;  Machino.     Lane  &  Bodcllev,  makers. 

9.  DanieFs  Planer.     Ball  &  Williams,  makers. 

10.  Small  Rip  Saw.     Made  at  W.  P.  Shops. 

11.  Surfacing  Machine.     Gray  &  Wood's  Pat.,  Ball  &  Williams, 
makers. 

12.  Large  Rip  Saw.     Made  at  W.  P.  Shops. 

13.  Large  Cut-oflf  Circular  Saw.     Made  at  W.  P.  Shops. 
"    14.     Grindstone. 

''    15. 

''    16.     Large  Daniel's  Planer.     Ball  &  Williams,  makers. 

'*    17.     Tennon  Machine.  ''  ** 

"    18.     Gaining  Machine.     Made  at  W.  P.  Shops. 
At  No.  19  is  a  small  tool  room. 

Faint  Shop,  This  building,  No.  13  of  Plate  I,  is  132  feet  9 
inches  by  51  feet  1  inch  outside  dimensions,  and  is  built  in  two 
stories.  The  first  floor  contains  three  tracks  for  cars,  and  has  a  clear 
height  from  floor  to  ceiling  of  17  feet  5  inches.  The  second  floor, 
which  is  supported  by  two  rows  of  cast-iron  columns  in  the  first  storj, 
and  has  a  clear  height  from  floor  to  tie  beam  of  roof  of  16  feet  6 
inches,  is  used  for  an  upholstery  shop,  and  also  contains  some  ma- 
chinery for  the  manufacture  of  car  blinds,  seats,  &c.  In  details  of 
oonstruction,  this  building  is  similar  to  those  previously  described, 
and  has  a  timber-hipped  roof  covered  with  slate,  and  no  ventilator. 

(To  be  cootjDTied.) 
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TERRESTRIAL  MAGNETISM. 

Bt  RicHiiiD  Owen.  M.D.  LL.D.  ofihe  Indiuoa  State  Universil;. 

Continuing  the  iDrestigations  alluded  to  in  the  October  number  for 
1871  of  this  jourD&l,  I  have  reached  some  interesting  conclusions.  A 
portion  of  the  results  arrived  nt  will  be  given  in  this  comniuniciition, 
while  others,  requiring  Tcrificntioii,  are  reserved  for  a  fuiine  number. 

For  the  snke  of  greater  clearness,  I  will  suppose  the  operatur  facing 
the  north,  and  hnving  before  him  one  itioilerate-sizcd  cell  of  Glove's 
Battery,  the  zinc  arm  turned  t>  the  left,  th:it  is  the  west. 

Let  one  end  of  five  or  six  feet 
of  Diedium-Bized  wire  be  brought 
from  the  head  screw  of  the  pUtina, 
and  extend  from  (he  operator'^ 
right  (or  the  east),  rising  to  make 
the  top  of  a  single  circle ;  then, 
descemling  on  the  we.st  lo  risi' 
iigain  on  the  enat^  pHSS  to  llie  left 
aud  be  attached  by  that  extremity 
of  the  wire  to  the  zinc,  thus  (iliu 
needle  being  held  in  (he  baml): 

The  current  now  passes  from  the 
pladiiA,  around  the  copper  circle, 
toward  the  zinc,  and  the  effect  on  tlu'  needle  is  the  same  whether  the 
first  turn  of  the  wire  be  next  to  the  operator  or  l!ie  reverse,  repre- 
senting respectively  the  heliacal  curve  nf  the  ecliptic,  as  in  tlie  winter 
of  our  northern  hemisphere,  or  again  as  in'uur  summer. 

In  order  to  observe  the  effect  of  tlii^  current  on  the  needle,  I  have' 
foand  it  convenient  to  use  a  delicii(e  compass,  with  iignte  centre,  lifted 
from  its  case  nnd  made  to  oscillate  on  a  sening  needle  thrust  through 
a  portion  of  cork.  When  needed  for  experiments  such  as  those  here- 
after detniled,  the  magnetic  needle  and  sewing  needle  on  the  cork  ar« 
placed  in  a  shallow  paper  box  which  can  be  carried  in  the  vest  pocket. 

It  wilt  be  found  that  when  the  current  of  electricity  (whether  a 
vibratory  or  undnlatory  molecular  motion,  transmitted  in  vortical, 
heliacal  or  other  curves,  matters  not  for  the  present  object)  passes 
along  the  wire,  the  needle  ouUide  and  near  the  copper  circle  will 
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stand  in  the  natural  position  of  all  magnets  which  are  fully  suspended 
in  the  plane  of  the  magnetic  meridian,  but  inside  the  circle  the  poles 
will  be  reversed.  When  the  needle  is  above  the  wire,  on  the  experi- 
menter's right,  the  north  end  of  the  needle  will  be  deflected  west; 
when  it  is  below  the  wire  the  north  end  of  the  needle  turns  to  the  east. 
Just  the  reverse  is  the  case  when  the  needle  is  applied  above  or  below 
the  wire  on  the  left,  or  west,  or  zinc  end  of  the  same. 

All  the  above  results  accord,  I  believe,  with  the  statements  of  the 
best  writers  on  the  subject  from  the  days  of  Oersted  to  the  present 
time,  and  they  are  here  merely  reviewed  to  make  more  apparent  the 
conclusion  to  which  we  seem  forced,  namely,  that  if  currents  of  elec 
tricity,  in  or  about  the  earth's  crust,  are  the  cause  of  the  magnetic 
needle  (when  free  from  all  local  disturbance)  settling  in  the  magnetic 
meridian  with  its  north  end  nearly  to  the  north,  then  those  currents, 
if  they  encircle  the  earth  from  east  to  west,  must  be  beneath  the  mag- 
netic needle,  not  in  the  air  above  the  needle.  Consequently  the  vibra- 
tions must  be  comparatively  deep  in  the  earth's  crust,  being  greater 
in  power  as  we  go  deeper.  This  seems  to  be  the  conclusion  arrived 
at  by  Mr.  Robert  Fox,  after  experimenting  on  electrical  currents  in 
metallic  veins,  as  given  p.  98,  Part  IV,  of  Electro-Magetism,  in  the 
"Library  of  Useful  Knowledge." 

Horizontal  Induction. 

There  is^,  however,  another  mode  of  accounting  for  our  horizontal 
needles  settling  north  and  south,  even  supposing  those  currents  proved, 
and  granting  further  that  the  magnetism  exhibited  in  the  earth  may 
result  from  these  currents :  that  other  mode  is  by  induction. 

Every  iron  rail  laid  on  a  north  and  south  railroad,  so  far  as  I  have 
been  able  to  examine,  is  a  perfect  magnet,  the  end  stretching  to  the 
north  attracting  the  south 'end  of  the  needle  for  about  half  of  its  dis- 
tance; while  the  end  stretching  south  attracts  the  north  end  of  the 
magnetic  needle  for  about  the  other  half  of  the  entire  length  of  the 
rail.  If  native  lodestone  or  magnetic  iron  ore  is  rendered  so  by  the 
earth's  inductive  power,  just  as  these  rails  have  been  rendered  mag- 
netic by  induction,  then — if  the  first  artificial  magnets  were  made  to 
acquire  their  ilirective  tendency  by  drawing  first  one  pole  of  the  lode- 
stone  from  centre  to  end  of  the  steel  bar  or  needle,  afterwards  the 
other  lodestone  pole  being  rubbed  from  centre  to  the  opposite  end  (and 
successive  artificial  magnets  have  been  manufactured  from  these  first 
by  drawing  them  from  centre  to  each  end  at  a  given  angle) — we  are^ 
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perhaps,  judtified  in  saying  that  almost  all  artificial  magnets  (i)?hether 
as  mariner's  compass  or  other  magnetic  needles)  have  been  made  mag- 
netic indirectly  from  the  indactive  action  of  the  earth.  Some,  it  is 
true,  have  been  and  can  be  made  magnetic  by  hammering,  or  by 
electric  shocks,  &c.;  others,  also,  by  the  violet  rays  of  the  sun's  beam  ; 
but  that  would  liot  invalidate  the  truth,  as  above  stated,  that  almost 
all  artificial  magnets  are  made  so  by  induction,  not  that  form  which 
acts  feebly  at  a  distance,  but  rather  the  more  powerful  by  actual 
contact  of  other  magnets,  and  indirectly  of  the  earth. 

As  a  transition  from  this  mode  of  horizontal  induction  to  another 
phase,  vertical  induction,  I  may  mention  that  for  some  distance  near 
the  middle  of  each  north  and  south  rail  of  the  so-called  T  railroad 
iron,  instead  of  all  parts  of  the  T  rail,  whether  tested  by  the  needle 
above  or  below,  attracting  either  the  south  or  the  north  end  of  the 
needle,  it  will  be  found  that  the  lower  flange,  whether  tried  on  the 
east  or  west  side,  will  attract  the  south  end  of  the  needle,  while  the 
upper  flange  attracts  the  north  end  of  the  needle. 

This  brings  us  to 

Vertical  Induction, 

Or,  perhaps,  we  might  say  induction  separating  the  two  magnetisms 
in  a  plane  nearly  at  right  angles  to  the  plane  formed  by  the  supposed 
extension  of  the  upper  surface  of  a  flat  dipping  needle. 

All  iron  bodies,  whether  cast,  hammered  or  rolled,  which  have  for 
a  longer  or  shorter  period  (sometimes  a  day  or  less  suflScing)  been  fas- 
tened in  a  somewhat  vortical  position,  or  even  left  loose  habitually  in 
an  upright  position,  become  magnets,  and  most  of  them  remain  so  per- 
manently. 

It  is  usually  stated  in  works  on  this  subject  that  pokers,  shovels 
and  the  like  standing  for  a  time  in  a  vertical  position  become  mag- 
netic. If  the  poker  is  of  soft  iron,  I  find  the  magnetism  can  be 
reversed  in  a  moment  by  reversing  the  poker;  but  it  is  not  so  with 
many  articles  I  have  trietl,  even  when  made  of  sheet  iron. 

Thus,  after  testing  several  hundred  articles  of  iron,  that  had  been 
some  time  in  permanent  positions  relatively  to  the  earth,  I  found  them 
invariably  magnets,  attracting  the  south  end  of  the  needle  at  the  lower 
8ide,  and  the  north  end  of  the  needle  at  the  upper  side.  This  polarity 
was  not  reversed  when  a  sheet-iron  vessel  was  turned  bottom  up  for 
12  hours.  Thus  the  lower  part  of  a  cast-iron  or  sheet-iron  stove, 
sheet  iron  bucket,  tin  pan  (t.  e.  iron  tinned),  or  iron  fence,  also  the 
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lower  straps  bracing  the  trucks  of  a  freight  car,  or  the  lower  edges  of 
the  straps  on  the  corners  as  well  as  the  lower  parts  of  all  locks  and 
hinges  fastened  on  doors,  attract  the  south  end  of  the  needle,  while 
the  upper  parts  of  the  same,  the  upper  rail  of  the  fence  (when  con- 
nected with  the  lower  either  by  cast  or  wrought  iron),  or  the  upper 
part  of  a  bucket  or  even  of  a  shallow  saucepan,  will  attract  the  north 
end  of  the  needle. 

The  two  iron  straps  with  wliich  the  trucks  of  cars  are  braced,  are 
united  by  rivets  at  each  end,  while  above  and  below  the  axle  they  are 
more  than  a  foot  apart.  Although  the  upper  strap  along  most  of  its 
length  attracts  the  north  end  of  the  needle,  and  the  lower  strap  the 
south  end,  as  just  stated,  yet  where  they  come  together,  if  the  car  has 
been  standing  or  running  some  time  in  a  given  direction,  the  junction 
and  rivet  next  the  north  end  of  the  railroad  will  attract  the  south  end 
of  the  needle,  while  the  junction  and  rivet  pointing  to  the  south  end 
of  the  road  will  attract  the  north  end  of  the  needle. 

The  old  cast  trucks  or  car  wheels  (united  by  their  axles)  which 
have  been  for  some  time  in  one  position,  near  the  machine  shops, 
standing  on  north  or  south  rails,  are  found  also  to  exhibit  the  effects 
of  both  vertical  and  horizontal  induction,  for  every  wheel  at  its  upper 
part  of  the  rim  attracts  the  north  end  of  the  needle,  while  at  its  bot- 
tom it  attracts  the  south  end  ;  again  half  way  from  bottom  to  top 
on  the  part  of  the  rim  facing  the  north  it  attracts  the  south  end  of  the 
needle,  while  on  the  rim  facing  the  south  we  find  magnetism  attract- 
ing the  north  end  of  the  needle.  I  use  the  term  vertical  induction, 
because  it  seems  evident  that  all  bodies  occupying  a  nearly  vertical 
position  have  the  opposite  magnetism  of  that  evinced  by  our  north- 
ern hemisphere,  attracted  nearest  to  our  part  of  the  earth's  crust, 
while  the  magnetism,  similar  to  that  of  our  earth  here,  is  repelled  to 
the  upper  part  of  the  iron  article,  whatever  it  may  be  and  of  what- 
ever length.  The  division  between  the  two  magnetisms  seems  to  vary ; 
but  in  a  nearly  cubical  sheet-iron  vessel  used  for  chemical  purposes 
in  the  laboratory  of  the  Indiana  State  University,  I  marked  with 
chalk  the  turning  point  of  the  needle  on  the  four  upright  sides,  and 
connected  these  by  linesi  These  lines  were  found  to  occupy  a  plane 
nearly  at  right  angles  to  the  plane  of  the  upper  surface  of  the  dipping 
needle  at  this  place. 

Another  result,  which  might  have  been  expected  from  the  analogy 
between  the  vessels  thus  found  magnetic  and  any  artificial  magnet, 
deserves  a  brief  notice. 
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A  new  French  coflfee-pot,  capable  of  being  separated  a  little  above 
its  middle  bo  that  the  part  containing  the  strainer  becomes  a  distinct 
upper  vessel,  was  found  when  entire  to  attract  the  south  end  of  the 
needle  when  presented  near  the  bottom  of  the  vessel,  and  the  north 
end,  when  presented  anywhere  fr:m  below  the  middle  to  the  summit. 
When,  however,  the  coffee-pot  was  separated,  so  as  to  make  two  ves- 
sels, eaeh  had  its  distinctive  polarity,  jiMt  as  in  breaking  a  migiiet 
in  two  and  obtaining  two  magnets. 

It  seems  quite  possible  that  considerable  influence  may  be  pro- 
duced  in  various  ways  by  this  disturbance  of  the  magnetic  equilibri- 
om,  existing,  as  it  appeared  to  do,  in  all  the  vessels  ordinarily  used 
for  culinary  and  other  domestic  purposes  ;  but  for  the  present  it  is 
perhaps  sufficient  to  call  attention  to  this  effect  of  induction  oper- 
ating so  very  extensively,  the  verification  of  which  can  be  so  readily 
and  interestingly  accomplished  by  any  one  having  a  delicate  magnetic 
needle. 

As  a  horizontal  needle  weighted  on  its  south  end  for  the  northern 
hemisphere,  and  on  the  nortli  end  for  the  southern  hemisphere,  in  order 
to  overcome  the  dip,  will  continue  to  point  north  and  south  in  either 
nemisphere,  so  a  north  and  south  rail,  taken  up  after  lying  some  time 
on  the  earth  in  either  hemisph'^re  and  swung  freely,  would  set  itself, 
as  it  lay  in  the  ground,  north  and  south.  But  in  the  case  of  vertical 
induction,  as  the  dipping  needle  is  horizontal  near  the  equator  (say 
at  St.  Thomas'  Island,  close  to  west  coast  of  Africa)  while  at  the 
magnetic  north  pole  the  north  end  would  turn  down  and  point  to  the 
^sentre  of  the  earth,  and  at  the  magnetic  south  pole  the  dipping  needle 
would  point  with  its  south  end  to  the  centre  of  the  earth,  the  phe- 
nomena of  vertical  induction  would  seem  to  be  necessarily  reversed  in 
these  two  hemispheres,  except  near  the  equator,  where  vertical  indue 
duction  would  probably  be  lost  or  merged  in  horizontal  induction. 

It  would  be  highly  interesting  if  some  scientific  men  would  exam- 
ine, at  the  Cape  of  Good  Hope,  or  in  Australia,  or  in  South  America, 
and  give  us  the  results  of  their  examinations.  Also  if  some,  sta- 
tioned near  the  magnetic  equator,  would  apply  the  tests  above  and 
^ve  results. 

To  prevent  misapprehension,  it  may  be  proper  to  remark  that,  in 
using  the  term  magnetism  as  applied  to  the  power  communicated  to 
iron  vessels  by  the  earth*8  induction,  it  is  not  meant  to  imply  that  all 
these  vessels,  Ac,  can  be  made  to  exhibit  the  power  of  attracting  iron 
filings  (although  some  pointed  articles  do  so),  but  rather  that  they  all 
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exhibit  polarity,  whereas  iron  in  which,  from  its  constant  change  of 
position  no  such  induction  has  taken  place,  would  attract  either  end 
of  the  needle  with  equal  readiness. 

I  may  also  add  that  the  converse  of  separating  a  tinned  vessel,  as 
a  coffee-pot,  into  two  parts  and  obtaining  two  magnets,  holds  good; 
for  if  we  take  two  tin  cups  or  two  cans  of  equal  size,  and  having  each 
polarity,  and  place  one  on  the  other,  we  shall  have  the  lower  vessel 
attract  the  south  pole  of  the  needle,  the  upper  vessel  the  north  pole 
of  the  needle,  as  if  they  constituted  but  one  magnet. 

Magnetic  Springs. 

As  the  waters  (in  which  steel  instruments  or  tools,  such  as  axes^ 
&c.,  when  left  some  hours  became  magnetic)  have  latterly  been  ex- 
citing  interest  in  a  medical  point  of  view,  in  consequence  of  their 
reported  therapeutic  power  in  various  diseases,  I  concluded  to  make 
some  experiments,  endeavoring  to  ascertain  the  manner  in  which  the 
waters  become  magnetic. 

Pouring  half  a  gallon  of  rain  water  into  a  small  tub,  I  placed  two 
steel  magnets  (half-inch  bars  a  foot  long)  parallel  to  each  other  in  the 
plane  of  the  magnetic  meridian,  in  the  water  six  inches  apart  and 
having  opposite  poles  facing  each  other.  I  then  dropped  a  tenpenny 
nail  between  them  in  an  east  and  west  line,  near  the  north  side  of  the 
tub.  After  five  hours  the  tenpenny  nail,  when  taken  out,  lifted  & 
tack  of  the  size  known  as  8  oz.  tacks.  Taking  the  magnets  out,  I 
then  dropped  another  tenpenny  nail  into  the  water,  which  had  thus 
been  impregnated  with  magnetism ;  and  in  twelve  hours  found  this 
nail  would,  when  taken  out  and  dried,  lift  an  8  oz.  tack  also. 

Time  has  not  permitted,  as  yet,  any  variation  in  this  latter  experi- 
ment, but  should  the  subsequent  results  either  confirm  or  contradict 
those  obtained  above,  I  shall  communicate  them. 


MONTHLY  RAINFALL  AT  SAN  FRANCISCO. 

Bt  Flint  Earle  Chase,  Professor  of  PbysicB  in  Haverford  College. 

Mr.  Thomas  Tennent  has  published  a  chart,  compiled  from  his  owd 
observations,  of  the  monthly  amounts  of  rain  in  San  Francisco  for 
twenty-two  years,  from  July  1st,  1849,  to  July  Ist,  1871.  I  have 
grouped  the  amounts  in  seven  short  periods,  and  computed  the  nor- 
mal ordinates  (N)  for  the  several  curves,  which  are  given,  together 
with  the  observed  amounts  (R),  in  the  following  table : 


Monthly  Rainfall  at  San  FrancUco. 
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There  is  so  much  similarity  between  the  different  curves,  their  gen- 
eral character  is  so  much  like  that  of  the  Lisbon  curves,  and  they 
accord  so  nearly  with  the  annual  temperature  curve,  tliat  tiiey  may 
reasonably  be  regarded  as  typical,  and  the  daily  records  may  proba- 
bly famish  materials  for  more  minute  and  detailed  profituble  inves- 
tigation. 

Among  the  deductions  in  my  paper  oti  the  **  Tidal  rainfall  of  Phil- 
adelphia," {Proe.  Amer.  Phil.  Soc.  x.y  530),  were  the  two  following  : 

1.  "  The  tidal  rainfall,  like  the  ocean  tides,  is  affected  by  '  estab- 
lishments,* which  depend  upon  ocean  currents,  mountain  ranges,  pre- 
vailing winds  and  other  climatic  influences. 

2.  ^^  It  is  also,  like  the  ocean  tides,  more  marked  in  low,  than  in 
high  latitudes." 

These  inferences  are  strikingly  corroborated  by  the  Lisbon  records, 
and  I  look  confidently  for  equally  striking  additional  confirmation 
from  observations  on  our  Pacific  coast.  Moreover,  I  think  that  my 
previous  discussions,  combined  with  generalizations  from  the  mete- 
orological reports  of  the  Signal  Service  Bareaa,  and  with  well  known 
tidal  laws/are  sufficient  to  justify  the  following  predictions  : 
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1.  The  tidal  rainfall  will  generally  be  found  more  strongly  marked 
on  the  western  shores  of  the  several  continents,  than  in  the  same  lat* 
itudeti  on  the  eastern  shores. 

2.  When  the  rainfalls  at  any  given  station  arc  grouped  both  in 
accordance  with  the  age  of  the  moon  and  the  direction  of  the  wind 
which  brings  the  ruin,  opposition  of  winds  will  be  found  to  affect  the 
tidal  curves  similarly  to  opposition  of  direction  from  large  bodies  of 
water. 

S.  A  certain  degree  of  apparent  opposition  will  be  found  to  exist 
between  the  lunar  influence  upon  the  upper  and  lower  cloud  strata, 
dependent  upon  the  normal  difference  of  position  in  the  tidal  crests  of 
deep  and  shallow  fluid  envelopes. 

4.  The  satisfactory  determination  of  the  lunar  influence  upon  at- 
mospheric currents  is  practicable,  although  vastly  more  laborious  than 
the  determination  of  the  laws  of  tidal  rainfall.  Glftisher  has  already 
hihown  that  there  is  such  an  influence,  but  there  have  been  no  pub- 
lished discussions  of  its  amount  or  general  character. 


THE  RUMFORD  MEDALS. 

At  the  last  annu'tl  meeting  of  the  American  Academy  of  Arts  and 
Sciences,  held  in  Boston,  May  30th,  1871,  the  Rumford  premium 
was  awarded  to  Mr.  Joseph  Harrison,  Jr.,  of  Philadelphia,  **/(>r  hi$ 
method  of  constructing  steam  boilers^  by  which  great  safety  has  bctn 
secured,*'  According  to  the  directions  of  Count  Rumford  this  premi- 
um was  given  in  two  medals — one  of  gold  and  one  of  silver — together 
of  the  intrinsic  value  of  three  hundred  dollars,  and  at  the  last  monthly 
meeting  of  the  Acadexy,  a  formal  presentation  of  the  medals  was 
made. 

The  medals  presented  to  Mr.  Harrison  are  alike  except  in  the  kind 
of  metal  of  which  they  are  made.  On  the  obverse  is  a  bas^-relief 
portrait  of  the  count,  surrounded  by  his  name  and  the  dates  of  his 
birth  and  death  (1755  and  1814).  On  the  reverse  is  the  following 
inscription  : — 

"  Rumford  Medal  for  discoveries  in  Light  or  Heat  Awarded  by 
the  American  Academy  of  Arts  and  Sciences^. to  Joseph  Jffarrisony  Jr., 
for  his  method  of  constructing  steam  boiler s^  by  which  great  safety  ha» 
been  secured.     May  30,  1871." 

The  grounds  on  which  the  medal  has  been  awarded  to  Mr.  Harrison 
are  fully  set  forth  in  the  following  statement  of  the  Bamford  OMDmit* 
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tee  of  the  Aeiideiny,  which  was  adopted  at  a  fall  meeting  of  the  com- 
mittee held  December  23, 1871,  and  was  read  to  the  Academy,  Tues- 
day evening,  by  the  chairman  of  the  committee,  Professor  Josiah  P. 
Cooke,  Jr. : 

The  "Harrison  boiler '*  consists  of  a  number  of  hollow  cast-iron 
spheres,  about  eight  inches  in  external  diameter  and  one  quarter  of 
an  inch  thick.  These  spheres  are  cast  in  groups  of  two  or  four,  the 
spheres  of  each  group  being  arranged  in  straight  lines  and  connected 
with  each  other  by  curved  necks  about  three  and  one  quarter  inches  in 
diameter.  Moreover,  each  sphere  has  two  half  necks  which  make 
openings  at  right  angles  to  the  necks  previously  mentioned.  The 
open  necks  are  rabbeted  so  that  any  number  of  the  groups  of  spheres 
(anits  as  they  are  c  illed)  may  be  united  to  each  other,  and  the  sys- 
tem thus  built  up  is  held  together  by  wrought-iron  tie-bolts,  which 
pass  through  o.ich  line  of  spheres  in  the  direction  of  the  half  or  jointed 
necks,  connecting  at  each  en  1  with  caps  that  close  the  external  ori- 
fices of  the  end  spheres  on  each  line.  The  castings  are  made  with 
8ach  uniformity,  and  the  iie^ks  turned  so  as  to  fit  each  other  with 
such  accuracy,  that  when  rabbeted  ends  are  adjusted  and  drawn  to- 
gether by  the  screw  and  nut  at;  the  end  of  each  bolt,  a  perfectly  steam 
and  water-tight  joint  is  secured  without  the  intervention  of  cement  or 
packing.  A  system  of  spheres  thus  united,  six  wide  and  twelve  or 
thirteen  long,  f  )rms  what  is  called  a  section,  and  a  boiler  consists  of 
several  of  these  sections  all  discharging  steam  into  the  same  pipe. 
In  setting  the  boiler  the  sections  are  plac.ed  on  edge,  side  by  side,  so 
that  the  lines  of  bolts  make  an  angle  of  about  forty  degrees  with  the 
furnace  grate. 

The  security  of  the  "  Harrison  boiler  **  depends  upon  the  following 
features  in  its  m  )de  of  construction.  In  the  first  place  the  spherical 
form  adopted  for  the  units  of  the  boiler  greatly  economizes  the  tensile 
siren<yth  of  the  iron,  and  it  has  been  estimated  that  with  a  metal 
having  a  tensile  strength  of  three  and  one-half  tons  to  the  square  inch, 
the  bursting  strength  of  the  units  would  be  nearly  three-fourths  of  a 
ton  per  square  inch.  The  strength  of  a  boiler  consisting  of  such 
units  will  of  c  )urie  bi  no  greater  than  that  of  the  weakest  sphere  of 
the  structure ;  bit  as  all  the  sections  are  tested  at  the  manufactory 
by  hydrostatic  pressure  a-j  high  as  three  hundred  pounds  to  the  square 
injh,  a  defective  unit  is  discovered  before  the  boiler  is  delivered  to 
purchasers. 

It  u  not  maintained,  however,  that   the  units  of  the  '*  Harrison 
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boiler  "  cannot  be  burst  under  excessive  pressure,  for,  as  experience 
has  shown,  it  is  impossible  to  make  a  vessel — at  least  one  of  any 
practical  value  as  a  steam  generator — which  cannot  be  burst.  It  is 
merely  a  question  how  high  a  pressure  it. can  stand  before  yielding. 
But  the  evidence  before  the  Rum  ford  committee  has  sustained  the 
opinion  that  in  case  of  such  an  accident  to  the  ^^  Harrison  boiler  **  a 
violent,  destructive  explosion  is  almost  impossible ;  and  this  brings 
us  to  the  consideration  of  the  second  feature  on  which  the  security  of 
this  boiler  depends. 

In  an  ordinary  plate-iron  boiler  the  yielding  at  any  point  almost  in- 
evitably involves  the  rending  and  complete  destruction  of  the  whole 
structure.  A  tear  started  at  a  defective  rivet  or  on  a  line  of  corro- 
sion will  instantly  lay  open  the  whole  vessel,  when  the  expanding 
steam  scatters  the  contents  in  all  directions  and  hurls  the  fragments 
with  a  force  that  no  ordinary  construction  of  buildings  or  ships  can 
withstand.  The  recent  experiments  of  Mr.  Stevens,  of  Hoboken,  as 
described  in  a  report  to  the  Secretary  of  the  Navy  by  three  of  the 
chief  engineers  in  the  naval  service,  show  very  conclusively  that  this 
tearing  apart  of  the  boiler  plates  under  pressure  is  the  simple  cause 
of  the  destructive  explosions  of  plate-iron  boilers,  and,  to  use  the 
words  of  the  report,  "  that  in  accounting  for  either  the  fact  of  an  ex- 
plosion or  for  its  destructive  effects  there  is  no  necessity  for  hypothe- 
ses of  low  water,  enormous  pressure,  instantaneous  generation  of  im- 
mense quantities  of  steam,  superheated  steam,  the  formation  of  hypo- 
thetical gases,  the  development  of  electricity,  etc.  The  most  fright- 
ful catastrophe  can  be  produced  by  simply  gradually  accumulating 
the  pressure  of  the  saturated  steam  to  a  strain  at  which  the  strength 
of  the  boiler  yields,  nor  need  that  pressure  be  much  above  what  is  or- 
dinarily employed  with  boilers  of  this  type."  In  one  experiment  the 
boiler  exploded  with  most  destructive  violence  in  less  than  a  quarter 
of  an  hour  after  the  pressure  had  passed  the  inspector's  limit. 

Such  a  sudden  tearing  open  of  the  whole  vessel  has  never  taken 
place  and  does  not  seem  to  be  possible  with  the  "  Harrison  boiler." 
Under  an  excessive  pressure,  the  weakest  unit  in  the  system  may 
yield  and  injury  may  be  caused  by  the  sudden  discharge  of  water  or 
of  steam,  but  the  injury  to  the  boiler  must  be,  to  a  great  extent,  local, 
probably  extending  only  to  the  breaking  of  a  single  unit,  and  involv- 
ing at  the  most  a  rapid  but  still  regulated  emptying  of  its  contents. 
The  parts  being  wholly  independent,  there  is  no  tendency  in  a  rupture 
to  extend  from  one  unit  to  its  neighbors,  and,  moreover,  as  a  general 
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rule,  lon^  before  the  bursting  point  is  reached,  a  third  feature  of  th«j 
boiler  c<>ine»  into  play  which,  perluips,  more  than  either  of  the  two 
others,  protects  it  from  destructive  explosions.  The  units  of  the 
boiler  not  being  cemented  together,  the  least  yielding  of  the  bolls 
opens  every  joint  and  makes  each  of  them  a.safety  valve.  That  this 
in  the  ^normal  action  of  the  boiler  under  excessive  pressure  has 
been  abundantly  established,  not  only  by  the  experiments  made  by 
Mr.  Harrison  before  a  committee  of  the  Franklin  Institute,  but  also 
by  the  experience  of  a  member  of  our  own  committee. 

The  Rumford  committee  were  satisfied  by  the  evidence  herein 
stated  that  the  "  Harrison  boiler  '*  is  not  liable  to  those  violent  de- 
i^tructive  explosions  referred  to  above,  and  to  which  the  ordinary 
plate-iron  boilers,  however  carefully  or  strongly  made,  must  be  always 
more  or  less  exposed.  Considering  further  the  economical  advantages 
to  be  gained  from  high  pressure  steam,  and  the  paramount  importance 
of  such  security  as  Mr.  Harrison  has  attained  in  the  use  of  this  power- 
ful agent,  they  felt  themselves  justified  in  making  the  recommendation 
on  which  the  Academy  acted  in  awarding  to  him  the  Rumford  medal. 
It  must  be  noticed,  however,  that  the  award  has  been  made  for  a 
**  mode  of  constructing  steam  boilers  by  which  greater  safety  %%  se- 
curedy'*  and  that  the  safety  of  the  boiler  is  the  only  point  on  which 
the  committee  based  their  recommendation.  They  did  not  feel  them- 
selves called  upon  to  weigh  carefully  the  relative  merits  of  the  "Har- 
rison boiler  **  when  compared  in  other  respects  with  the  many  forms 
of  steam  boilers  now  in  the  market.  They  considered  that  its  already 
extended  and  rapidly  increasing  use  was  sufficient  evidence  that  the 
**  Harrison  boiler"  was  an  efficient  and  economical  steam  generator. 
More  than  this  they  did  not  require  to  be  proved ;  for  whatever 
might  be  the  defects  of  the  boiler — and  .some  doubtless  there  are — 
the  committee  considered  that  Mr.  Harrison  had  made  an  important 
advance  in  the  application  of  steam  by  demonstrating  experimentally 
the  principles  on  which  a  safe  steam  boiler  can  be  made,  and  work- 
ing them  out  to  a  practical  result.  These  principles  being  estab- 
lished, we  may  hope  that  the  alleged  defects  in  the  present  construc- 
tion may  be  hereafter  remedied. 

It  remains  only  to  be  considered  how  far  the  principles  or  features 
of  construction  to  which  we  have  referred  are  ori^rinal  with  Mr. 
Harrison.  At  least  twenty-five  years  ago  Dr.  Ernst  Alban,  a  dis- 
tinguirthed  German  engineer,  clearly  recognizing  the  impossibility  ot 
secnring  safety  in  a  steam  boiler  by  strength  of  materials  alone,  ad- 

Vot.  LXllI.— Third  8kriks.— No.  n.— March.  1872.  IS 


2l0  Chemistry^  Physics j  Technology^  etc, 

vancotl  the  iaiportant  opinion  that  the  only  sure  method  of  avoiding 
danger  is  **  go  to  construct  the  boiler  that  its  explosions  may  not  be 
dangerous/*  and  in  a  valuable  work,  originally  published  in  Germany, 
but  of  which  an  English  translation,  publiehed  in  1848,  was  alone  be- 
fore the  committee,  a  mode  of  constructing  steam  boilers  is  described, 
in  which  this  principle  is  sKilfully  applied.  Mr.  Harrison  has  adopted 
the  principle  of  Dr.  Alban,  and  in  a  pamphlet  on  the  steam  boiler 
published  in  Philadelphia  in  1867  he  prints  the  opinion  of  Dr.  Alban, 
quoted  above,  at  the  head  of  his  essay,  hut  his  method  of  embodying 
this  principle  is  as  dissimilar  as  possible.  Moreover,  he  has  carried 
out  the  principle  more  fully  than  Alban  himself.  The  German  boiler, 
like  the  American,  is  made  in  sections,  so  that  the  bursting  of  one 
would  bring  no  destructive  consequences  upon  the  general  body  of 
the  boiler ;  but  it  is  merely  a  modification  of  the  well-known  tubular 
boiler,  and  does  not  combine  the  advantages  which  Harrison  obtains 
from  the  spherical  form  of  his  units  and  the  mode  by  which  they  are 
bolted  together  without  rivets  or  cement. 

But  the  merit  of  Mr.  Harrison  and  his  claim  to  the  Rumford  medal 
consists  fully  as  much  in  the  skill  with  which  he  has  overcome  the 
difficulties  in  the  details  of  the  construction  of  his  boiler  as  in  the  in- 
genuity of  the  original  design.  The  boiler  is  not  an  ideal  conception, 
but  an  accomplished  result,  of  which  the  industry  of  the  country  is 
enjoying  the  benefit.  By  Mr.  Harrison >i  labors,  high  pressure  steam 
has  been  brought  more  under  control,  and  human  life  has  been  ren- 
dered more  secure.  The  Rumford  committee  believe  that  in  award- 
ing the  Rumford  medal  to  Mr.  Harrison,  the  Academy  are  not  only 
faithfully  carrying  out  the  expressed  wishes  of  their  benefactor,  but 
also  that  Mr.  Harrison  s  invention  is  one  which  Count  Rumford  would 
have  especially  delighted  to  honor. 

Mr.  Harrison,  in  consequence  of  illness,  not  being  able  to  be  pres- 
ent at  the  meeting,  the  medals  were  delivered,  at  his  request,  to  Mr. 
John  A.  Coleman,  who  n  a<l  to  the  Academy  the  followii  ;::  letter  of  ac- 
knowleilgment : 

To  fhe  President  avd  Mnvhfrs  of  the  American  Academy  of  Arts  affd 

Sciences : 

Mr.  President  and  Gentlemen: — In  receiving  the  Rumford  medaU 
awarded  to  me  in  so  flattering  a  manner  by  the  American  Academy 
of  Arcs  and  Sciences,  I  fear  I  cannot  express  in  suitable  terms  mj 
appreciation  of  this  most  distinguished  honor.     I  can  therefore  only 
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sar  that  I  do  esteem  this  compliment  very  highly  iiulee<l.  To  my 
mind,  there  is  nothing  within  the  limit's  of  science  at  this  present  time 
that  is  of  more  importance  than  the  '' application  of  heat*'  to  the  safe 
generation  of  steam,  and  to  have  won  a  recognized  distinction  in  such 
»  field,  and  to  have  been  deemed  worthy  of  the  reward  that  I  have  now 
received,  fully  repays  m?  for  many  years  of  anxious  and  often  dis- 
couraging effort.  In  what  I  have  done  I  claim  but  little  merit  beyond 
calling  attention  for  the  last  twelve  years  to  the  great  importance  of 
thesabject,  and  in  having  in  some  degree  demonstrated  the  faot  that  a 
8team-gcnerator  can  be  made  secure  from  destructive  explosion.  I 
think  that  this  idea  has  now  taken  such  firm  hold  upon  the  public 
mind,  both  in  this  country  and  in  Europe,  that  it  may  be  fairly  in- 
ferred that  in  the  future  the  use  of  steam  under  pressure  will  not  be 
attended  with  the  disastrous  results  that  are  recorded  in  the  past.  In 
regretting  my  inability  to  be  present  at  your  meeting  on  January  the 
iHh,  so  as  to  receive  the  medals  in  person,  I  most  sincerely  thank  you, 
Mr.  President  and  members  of  the  American  Academy  of  Arts  and 
Sciences,  for  this  very  high  mark  of  approval. 

JosKHH  Harrison,  Jr. 

Philadelphia,  January  ^)th^  1871. 

Tlie  medals  presented  to  Mr.  Harrison  are  the  sixth  award  of  the 
Kumford  premium  made  by  the  American  Academy.  The  other 
awards  have  been  made  as  follows  : 

In  1889,  to  Dr.  Robert  Hare,  of  Philadelphia,  for  his  invention  of 
the  compound  blow-pipe,  and  his  improvements  in  galvanic  apparatus. 

In  1862,  to  Mr.  John  R.  Ericsson,  of  New  York,  for  his  caloric  en- 
gine. 

In  1865,  to  Professor  Daniel  Treadwell,  of  Cambridge,  for  his  im- 
provements in  the  management  of  heat. 

In  1867,  to  Mr.  Alvan  Clark,  of  Cambridge,  for  his  improvements 
in  the  manufacture  of  refracting  telescopes,  as  exhibited  in  his  method 
of  local  correction. 

In  1870,  to  Mr.  George  H.  Corliss,  of  Providence,  for  improve- 
ments in  the  steam  engine. 

It  was  directed  by  Count  Rumford  that  the  premium  should  be 
given  *'  to  the  author  of  the  most  important  discovery  or  useful  im- 
provement, which  shall  be  mide  and  published  by  printing  or  in  any 
way  made  known  to  the  publick,  in  any  part  of  the  Continent  of 
America  or  in  any  of  the  American  Islands,  during  the  preceding  two 
years,  on  Heat  or  on   Light ;   the  preference  always  being  given  to 
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such  discoveries  as  shail,  in  the  opinion  of  the  Academy,  tend  most 
to  promote  the  good  of  mankind/*  In  Count  Rumford's  original  let- 
ter of  donation,  dated  London,  July  12th,  1796,  beside  the  above, 
several  other  directions  are  given,  with  some  of  which  the  Academy 
found  it  impracticable,  or  at  least  very  inexpedient  to  comply  liter- 
ally, and  for  this  reason  the  premium  was  not  awarded  daring  &  long 
series  of  years.  The  Academy  is  now  acting  under  a  decree  of  the 
Supreme  Judicial  Court  of  the  Commonwealth  of  Massachusetts,  es- 
pecially authorized  by  an  Act  of  the  Legislature  of  the  State,  approved 
by  the  Governor  March  16th,  1831.  This  decree  enables  them  to 
award  the  premium  at  any  annual  meeting,  and  relieves  them  from 
the  necessity  of  limiting  its  application  to  discoveries  or  improvements 
made  during  rtie  two  years  immediately  preceding  the  award.  All 
interested  in  the  subject  will  find  a  full  statement  of  the  facts  in  the 
Life  of  Count  Rumford,  bv'the  Rev.  George  E.  Ellis,  D.  D.,  of  Bos- 
ton, rec3utly  published  for  the  Academy  (in  connection  with  an  edi- 
tion of  Rumford's  complete'^vorks)  by  Claxton,  Remsen  &  HafFelfinger^ 
:ni)  and  321  Market  St.,  Philadelphia. 

A  committee,  consisting  of  seven  fellows,  called  the  Rumford  Com- 
mittee, is  annually  appointed  by  the  Academy,  and  it  is  their  duty  to 
investigate  all  claims  for  the  Rumford  premium.  The  premium  is 
awarded  only  on  the  reeo-.nuiendation  of  this  Committee,  and  at  the 
annual  raeetintj  of  tin*  Academy  held  on  the  fourth  Tuesday  in  May. 
The  Rumford  fund  would  enable  the  Academy  to  give  the  medals 
every  year,  but  the  premium  can  be  awarded  only  for  a  new  discovery 
in  light  or  heat,  or  for  a  substantial  improvement  in  the  application 
of  these  agents  to  the  arts  of  life,  whose  usefulness  has  been  tested  by 
experience. 

All  communications  on  the  subject  of  the  Rumford  premiant 
should  be  addressed  to  the  Chairman  of  the  Rumford  Committee^ 
American  Academy  of  Arts  and  Sciences,  Boston,  Mass. 


LECTURES  ON  VENTILATION. 

Dfliorrod  before  the  Franklin  Instihd^. 

Bt  L.  W.  Leeds,  Esq. 

rCoDtinucd  from  \o\  LIV,  page  120.) 

I  have  hung  on  the  sides  of  the  room — one  on  the  right  and  the 
r»ther  on  the  left — the  two  lists  of  tables  of  the  analysis  of  the  air  I 
copied  from  a  report  to  Congress  on  the  ventilation  of  the  capitoV 
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made  bj  Professor  Henry,  Thoman  U.   Walter,  and   Dr.   Wetherill. 
(The  same  tables  used  last  jear — see  page  17.) 

The  one  on  your  right  hand  shows  the  amount  of  carbonic  acid 
in  the  open  air;  and  the  one  on  the  left,  the  amount  found  in 
buildings. 

By  an  examination  of  these  you  wilt  readily  see  that  all  external 
air,  such  as  the  sheep,  iind  calves,  and  colts  have  to  breathe,  is  uni- 
formly very  pure,  while  that  in  houses,  such  as  we  and  our  children 
•haTe  to  breathe,  is  very  different. 

Yon   see,  here,  in  our  scientific  lecture-rooms,  school-houses,  bed- 
rooms, we  have  AO,  60,  and  even  72  parts  of  carbonic  acid  in  10,000. 
It   is  that  excess  of  carbonic  acid — over  5  parts  in  10,000 — that 
represents  the  foul  poisonous  condition  of  the  air  of  our  houses,  which 
is  killing  so  many  of  the  people  of  this  country. 

I  consider  the.se  tables  valuable,  because  they  are  nearly  all  the 
analyses  of  air  that  have  ever  been  made.  Comparatively  speaking, 
we  do  not  know  anything  about  that  subject  as  we  ought  to  know. 

Let  me  ask  you  if  it  is  not  parsing  strange  that  a  great  and  intel- 
ligent nation*  like  the   United   States,  should  ^o  utterly  neglect  this 
important  subject  ?     A  nation   that  can   raii>e  such  vast  armies,  and 
can  raise  millions,  hundreds  and  thousands  of  millions  of  dollars  for 
destroying, each  other  in  time  of  war,  yet  scarcely  one  dollar  for  ana- 
lyzing the  air  and  endeavoring  to  control  it  and  prevent  the  destruc- 
tion of  human  life  by  that  fearful  poison — foul  air — that  killed  more 
persons  in  the  United  States  last  year  (u  year  of  profound  peace)  than 
vrere  killed  on  the  Union  wide  by  sickness,  and  by  the  enemy,  during 
the  entire  late  war. 

If  there  is  a  case  of  poisoning  by  arsenic  or  strychnine,  the  whole 
f  ity  is  thrown  into  a  state  of  feverish  excitement,  and  if  not  suspected 
pntil.  after  the  body  is  buried,  it  is  exhumed  and  the  mo?t  skilful 
chemists  work  faithfully  over  it  to  ascertain,  if  possible,  some  trace 
of  the  poison  ;  and  yet  some  3,000  children  were  poisoned  to  death 
in  this  city  by  foul  air  last  year,  and  can  you  produce  one  solitary 
record  of  the  analysis  of  the  air  of  the  room  in  which  they  were  thus 
killed? 

Is  there  one  of  your  medical  colleges,  the  boast  and  pride  of  this 
city,  that  teaches  its  students,  by  careful  analysis  of  the  air,  readily 
to  detect  and  how  to  remedy  those  impurities  which  physicians  must 
oonstantly  meet  with  in  the  sick-room  ?  Let  us  hope  that  the  day  is 
not  far  distant  when  the  people  will  be  aroused  from  their  guilty  apa- 
thy and  indiflfer^nce  upon  this  subject. 
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Wc  now  propose  examining  the  ventilation  and  heating,  as  it  i^ 
Applied  in  vHrioun  public  and  private  buildings  with  which  700  are 
familiar. 

It  i8  not  a  pleasant  task  to  examine  and  find  fault  with  the  new 
and  splendid  buildings  that  have  just  been  completed,  at  such  great 
cost,  and  which  are  looked  upon  by  their  owners  and  moat  casual 
observers  as  models  of  beauty  and  perfection.  But,  are  not  these 
buildings  the  true  index  of  the  general  public  information  upon  these 
subjects  ?  And  is  it  not,  therefore,  best  for  all  of  us  that  we  should 
give  them  the  most  critical  examination,  and  if  they  are  merely 
showy  tombs,  as  it  were,  and  entirely  devoid  of  the  proper  supply  of 
that  life-giving  element,  pure  air,  to  acknowledge  the  truth  promptly 
and  then  set  ourselves  to  work  energetically  to  endeavor  to  learn  the* 
best  way  of  improving  these,  and  avoiding  such  mistakes  in  all  nefr- 
ones  ? 

There  in  no  building  in  rhe  world,  perhaps,  upon  which  there  m 
MUch  a  decided  diversity  of  opinion  among  scientific  men  as  to  die 
perfection  of  its  ventilation  as  there  is  respecting  the  (Japitol  nt 
Washington.  I  have  devoted  much  time  for  many  years  past  to  studj- 
ing  its  peculiarities,  and  I  think  if  the  mere  question  of  a  constant 
supply  of  air  to  the  main  rocmis  was  the  only  one,  it  can  readily  bf 
proveri  to  be  well  ventilated,  anil  yet  't  would  be  very  difliculc  to  get 
any  considerable  number  of  the  owners  who  are  obliged  to  occupy 
the  building  for  a  large  portion  of  the  year,  to  consent  to  any  such 
r^tatement. 

The  universal  dissatisfaction  i«  probably  owing  as  much  to  the 
quality  of  the  air  supplied,  and  the  manner  of  heating  it,  as  to  the 
quantity. 

I  consider  this  a  good  example  of  the  ill  effects  of  that  detestabl 
system  that  we   as  a  nation  have  fallen  into,  of  attempting  to  wan 
'«  bv  over-heating,  and   thus   ruinin;ij  all  the  air  used  f 


•• ,. 


Lecture fi  on  Ventilation.  215 

^i^lls  as  much  ai>  piMj^Hible  from  all  external  influences,  and  to  have  all 
^U.^  currents,  the  heating  and  the  lighting,  under  perfect  artificial 
^OFitrol. 

fiut  if  the  whole  nation  could   be  taught  the  valuable  lesson  of  the 

IS^v^t- at  folly  of  attempting  to  produce  artificial  light,  artificial  heat,  and 

^t'tificially  mixetl  air,  that  hhall  be  equal  to  that  which  our  Creator 

^^ss   provided  for  us,  that  knowledge  would  bo  cheaply  bought  at  the 

^reat  price  paid  for  these  buildings. 

I  tried  a  large  number  of  experiments  during  the  winter  of  '67  and 
*ti8  to  ascertain  the  direction  of  the  prevailing  currents  through  the 
Hall  of  Representatives  and  the  relative  temperatures  in  all  parts  of 
the  building.  I  was  rather  surprised  to  find  them  so  distinct  and 
well  defined,  and  also  that  thev  were  so  free  from  disturbance  bv  the 
changes  in  the  direction  and  force  of  the  external  currents. 

The  heat  all  entering  the  liall,  or  passing  under  it  on  the  west  side, 
gave  an  additional  temperature  of  4  or  5^,  which  was  sufficient  to 
cause  an  ascending  current  at  that  end,  which  produced  a  correspond- 
ing descending  current  at  the  other  end.  A  very  striking  feature  was 
the  effect  of  the  exposed  copper  roof  in  cooling  the  foul  air  and  caus- 
ing it. to  fall  back  again  on  to  the  floor  of  the  house. 

It  will  be  seen  by  reference  to  these  figures  (see  diagram)  that 
when  the  thermometer  indicated  Hl°  near  the  floor,  the  thermometer 
over  the  glass  ceiling  indicated  /)6^,  ^^\\i\e  those  around  the  sides  were 
only  40**  and  88°.  I  found  a  strong  descending  current  of  this  cooled 
foul  air  descending  on  three  sides,  sweeping  over  the  galleries,  and 
tumbling  down  on  to  the  floor. 

This  was  bad  enough  through  the  day,  when  the  air  was  only  pol- 
luted by  human  beings,  water  closets,  steam-engines,  restaurants, 
eic.  ;  but  at  night,  when  the  products  of  many  hundred  gas-lights 
were  added  to  it,  it  became  almost  insuflferable.  I  noticed  that  in 
four  minutes  after  the  gas  was  turned  on  for  lighting  in  the  loft,  we 
perceived  it  on  the  floor,  antl  in  fifteen  minutes  it  became  very 
oppressive. 

1  wish  to  call  your  attention  particularly  to  this  system  of  ventilat- 
ing directly  into  a  loft ;  I  find  it  very  often  in  churches,  and  in  many 
i»ther  buildings  where  the  openings  are  made  directly  into  this  space 
under  the  roof,  and  frequently  in  schools  a  whole  system  *vf  flues  will 
empty  into  such  a  place.  Sometimes  there  will  be  a  small  brlind  win- 
dew  in  the  gables,  and  sometimes  a  small  ventilator  on  the  roof,  but 
not  connected  with  the  ventilating  flues. 

Xbis  in  all  wrong — a  very  deceptive,  pernicious  system.     If  there 
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m  any  circulation,  there  is  almost  sure  to  be  a  descending  current  uf 
cold  foul  air  whf-re  jou  do  not  want  it,  or  very  commonly  there  will 
be  but  little  or  no  current  at  all — and  such  ventilators  will  be  mere 
tleceptions,  much  like  that  handsome  frescoed  ventilator  on  the  solid 
wall  of  the  Washington  church. 

Much  care  should  be  taken  to  prevent  the  escaping  foul  air  from 
being 'cooled  down  below  the  temperature  of  the  room  so  as  to  C9a^e 
it  to  return  ;  the  exit  pipes  should  be  continued  of  one  uniform  8ite 
until  the  foul  air  is  delivered  entirely  out  of  the  building. 

To  return  to  the  House  of  Representatives  : — Now,  when  you  add 
to  this  revolving  and  continued  resoiling  treatment  of  the  air  after  it 
gets  into  the  hall,  the  source  from  whence  it  comes,  1  think  we  have   ^ 
excu?e  enough  for  the  complaints  of  these  country  members  who  have  -^ 
been  accustomed  to  tolerably  pure  air. 

Some  of  the  members,  who  have  been  lawyers,  and  therefore  oblig< 
to  spend  much  of  their  time  in   our  court-roooM  and  city  oflSces^  au< 
newspaper  editors,  seem  to  be  very  much  at  home  in  such  an  atmos — 
phere — they  may  enjoy  it. 

The  fresh  !  air  is  taken  in   through  the  basement  into  the  cellar,. 
and  there  forced  up  by  fans  through  an  immense  stack  of  dirty,  rust^ 
iron  pipes,  coated  by  many  years*  accumulation  of  rust,  particles  of 
decaying  animal  and  vegetable  matter,  roasted  up  afresh  every  day  ; 
from  thence  it  is  driven  through  a  labyrinth  of  uncleaned    horizontal 
air  ducts,  filled  with  the  moulding  and  decaying  dirt  that  has  collected 
for  yeari^,  and  finally  driven   through  the  uncleaned  spittoons  (origi- 
nally intended  for  registers)  arranged  all  over  the  floor  of  the  bouse, 
issuing  into  the  room    at  a  temperature  of  from   100^  to  120^ — » 
warm,  debilitating,  filthy,  disgusting  mass  tor  the  members  to  breathe. 

And  yet  some  of  the  committees,  in  making  very  elaborate  examin- 
ations and  reports  to  Congress,  fail  to  discover  any  very  excessive 
amount  of  carbonic  acid,  and  by  counting  the  number^ of  revolutions 
of  the  great  fan,  and  calculating  how  much  fresh  !  air  ought  to  be 
thrown  in  at  each  turn  thereof,  suppose  there  must  necessarily  be  an 
abundance  of  air,  such  as  it  is,  sent  into  the  building  somewhere; 
consequently  they  declare  it  to  bo  the  best  ventilated  building  in  the 
world. 

But  these  reports  have  not  generally  given  very  accurate  infonna* 
tion  a^  to  the  effect  upon  the  members  of  breathing  air  nearly  the 
temperature  of  the  body  while  being  surrounded  by  cohl  walls  and  a 
cold  roof,  nor  how  much  of  the  cooked  grease  from  the  engine,  or  the 
amella  from  the  water  closets,  or  gas  from  the  illnminatiDg  loft,  etc., 
M  mixed  up  with  the  air. 

(To  b«  con\\n\\^A.^ 
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ITEMS  AND  NOVELTIES. 
The  Upright  Drilling  Machine  we  illustrate,  is  from  the  In- 

dastrial  Works  of  Wm.  B.  Bement  &  Sons,  Philadelphia,  and  posses- 
ses a  number  of  features  worthy  of  notice.  The  following  description 
will  present  the  chief  points  of  interest  : 

The  machine  is  driven  by  cone  with  four  changes  for  a  three  inch 

belt  communicating  with  spindle  by  bevel  gears.     When  increased 

power  is  desired,  back  gears  are  used,  which  are  thrown  into  gear  by 

an  eccentric  stud  and  also  by  a  clutch  pin,  the  head  of  which  is  visible 

at  back  end  of  outer  cone  bearing.     The  spindle  is  balanced,  and  is 

so  arranged  that  it  can  be  drawn  through  the  whole  distance  of  its 

traverse  by  one  movement  of  a  hand  lever  attached  to  balance  lever 

stud.     This  is  very  convenient,  as  it  facilitates  the  withdrawing  of  the 

drill  and  the  clearing  out  of  chips  from  a  deep  hole,  and  is  also  useful 

in  starting  a  hole,  as  the  hand  lever  is  used  altogether  until  the  drill 

j8  ascertained  to  be  cutting  centrally.     The  machine  has  a  self-feed, 

with  three  changes,  also  hand-feed.     The  self-feed  is   disconnected 

from  the  hand-feed  by  means  of  a  clutch  pin  at  the  lower  end  of  worm 

rod  (under  the  hand  wheel  and  not  shown).    When  it  is  desired  to  use 

the  hand  lever  for  quick  movement  of  spindle,  the  worm  is  disengaged 
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from  the  worm  wheel  by  meaas  of  an  upright  rod  with  eccentric  pin 
at  upper  end. 

The  table  swings  on 
its  centre  and  around 
the  column,  by  which 
means  a  piece  can  be 
drilled  on  any  part  of 
its  surface  without  re- 
setting. In  the  lower 
part  of  the  bracket 
f  holding  the  table,  ia  a 
pin,  which  by  being 
pushed  into  the  heavy 
brass  nut  which  sup- 
ports the  bracket,  holds 
the  table  in  a  central 
position,  and  thus  af- 
fords a  bearing  for  a 
boring  bar.  The  base 
plate  can  also  be  used 
for  drilling  or  boring 
by  swinging  the  table 
out  of  the  way.  The 
table  is  mised  or  low- 
ered by  screw  and  pin- 
ions inside  the  column.  The  drill  ia  held  in  the  spindle  by  friction, 
and  is  prevented  from  turning  by  a  slot  made  to  receive  the  upper 
end  of  shank. 

The  firm  build  four  sizes  of  those  machines,  having  the  following 
capacities,  viz :  Distance  from  edge  of  column  to  centre  of  drill,  16 
inches,  20  inches,  25  inches,  and  30  inches. 

A  Magnetic  Lock. — A  lock  of  this  description  has  been  adopted, 
we  are  informed,  in  some  of  the  English  collieries,  with  a  view  to  pre- 
vent miners  and  others  employed  in  the  collieries  from  opening  their 
lamps  with  forged  keys  and  other  implements. 

The  lamps  are  self-locking,  and  cannot  be  opened  save  by  aid  of  a 
powerful  miignet,  in  the  possession  of  the  lamp-keeper.  The  ioveD- 
tion  is  said  to  be  applicable  to  any  form  of  lamp,  and  to  cost  aboat  > 
shilling.     Any  devicu  by  which  the  miner's  lamp  could  be  closed  en- 
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tirely,  except  to  some  authorized  person,  would  be  a  source  of  great 
safety. 

A  Navigable  Balloon. — To  M.  Dupuj  de  Lome  belongs  the 
merit  of  having  demonstrated  by  actual  experiment  the  possibility  of 
controlling  (though  but  to  a  limited  extent)  the  speed  and  direction 
of  an  air-ship. 

The  experiment  was  conducted  with  a  balloon  of  peculiar  con- 
struction (a  large  one  with  a  small  one  inside  to  insure  stability  of 
form  to  the  first),  of  an  elongated  shape,  to  offer  least  resistance  to 
its  motion. 

The  motive  power,  by  which  the  question  of  increasing  the  speed 
of  the  vessel  above  that  of  the  stratum  of  air  in  which  it  floated  was 
successfully  determined,  consisted  of  a  screw,  operated  by  four  men  ; 
"while  the  directional  impulse  was  given  by  a  rudder  formed  of  a  tri- 
angular sail  placed  beneath  the  balloon.  The  height  of  this  sail  is 
16  ft.  4  in.  and  its  surface  161  sq.  ft.  Its  position  is  controlled  by 
two  ropes,  extending  forward  to  the  ^eat  of  the  steerer. 

The  following  comments,  from  Mr.  John  Wise,  the  librarian  of  the 
Institute,  and  perhaps  the  most  experienced  and  accomplished  of 
living  aeronauts,  may  prove  of  interest  in  this  connection : 

*'Dr.  Solomon  Andrews,  of  Perth  Amboy,  built  an  air-ship,  which 
80  far  as  the  device  to  secure  the  stability  of  the  float  was  concerned, 
was  identical  with  that  of  De  Lome's,  about  T5  years  ago,  but  his  mo- 
tive power  was  intended  to  have  been  derived  from  gravitation.  He 
had  a  rigid  rim  around  the  outer  edge  of  the  float,  and  the  car  with  its 
weight  was  fixed  to  the  balloon  in  such  a  manner  that,  by  placing  the 
weight  at  one  end  of  it,  it  would  be  borne  by  the  rigid  rim,  but  when 
placed  at  the  opposite  end  the  weight  would  be  borne  by  the  elastic 
float,  compressing  the  gas  therein  and  causing  the  balloon  to  gravitate. 
By  this  alternation  of  compression  and  dilatation  he  would  acquire  mo- 
mentum, and  thus  move  forward  in  zigzag  undulations,  in  the  same 
way  as  the  thistle-bird  flies. 

''But  Andrews,  like  Dupuy  de  Lome,  discovered  by  experience  that 
when  his  vessel  was  afloat  the  wind  would  carry  it  along  upon  its  cur- 
rent with  very  little  deviation  form  its  own  course.  If  De  Lome 
progressed  6  miles  per  hour  faster  than  the  breeze  in  which  he  floated, 
and  was  able  to  deviate  12  deg.  to  the  right  or  left  of  his  current  line, 
he  may  flatter  himself  that  he  has  taken  all  out  of  the  navigable 
balloon  that  there  is  in  it,  as  a  machine  dependent  upon  rudder  and 
propeller.     We  may  safely  say  this  much  for  his  air-ship,  that  it  is 
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the  best  contrived  piece  of  iicrial  machinery  of  the  balloon  kind,  fixed 
with  priipclliii^  appuratus,  tlmt  has  thus  far  been  devised. 

"  We  daiii),  however,  much  more  for  the  balloon  than  all  that  haa 
been  done  hv  attempting  lo  u^e  it  aB  a  stenm-Bhip  is  used,  i.  e.,  nith 
wheels  and  rudder.  As  u  drlftinj^  niaciiine.  with  compenBating  appli- 
ances to  ri'j^ulate  lis  altitude  withnut  the  lot-s  of  gas  or  ballast,  we 
can  use  it  to  sail  to  iiny  part  of  the  world.  The  balance-rope,  aa  sug- 
gested by  B;ildwin  and  first  u*ed  by  Greene,  is  all  the  machinery 
necessary  lo  enable  us  to  go  whither  we  desire.  The  trade  winds  give 
us  the  line  of  direction,  and  by  a  little  barometrical  experience  we 
may  soon  learn  to  track  the  highways  of  the  atmosphere,  in  order  to 
travel  to  our  poinis  of  destination  with  as  much  accuracy  as  does  the 
mariner. 

"Prae:ii-u!  at^wmauts  h.ive  long  ago  learned  that  the  balloon  innst 
find  its  use  in  another  direction  than  that  of  imitating  the  water  craft." 

The  Gardner  Fire-Extin^uiBher. — The  machine  of  which  an 
exterior  and  ■sectional  view  are  appended,  is  identical  in  principle  of 
operation  to  the  numerous  extinguishers  already  known  to  the  readers 
of  the  Journal,  but  differs  in  si'veml  details  of  construction  involving 
the  questions  of  convenience  and  efficiency. 

The  main  feature  of  the 
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apparatus,  whieh  was  de- 
scribed at  a  recent  meeting 
of  the  Institute,  resides  in 
the  fact  that  the  acid  and 
carbonate  are  kept  in  sep- 
arate chambers,  and  that 
the  gna  is  generated  in  a 
third  chamber,  from  which 
it  is  delivered. 

By  keeping  the  ingredi- 
ents in  separate  reservoirs 
until  it  is  desired  to  utilize 
them,  it  is  claimed,  and  we 
believe  justly,  that  there 
will  be  less  liability  of  an 
accident  occurring  to  ren- 
der the  charge  worthless; 
while  bj  generating  the 
gas  in  a  special  ohamber, 
the  stream  is  retained  nn- 
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der  perfect  control,  and  can  be  checked  when  one-fourth,  one-half,  or 
any  portion  of  the  charge  is  expended,  the  remainder  serving  for  a 
future  occasion.  This  is,  without  doubt,  a  valuable  feature,  in  point 
of  cleanIine8s,''economy,  and  wear  upon  the  apparatus. 

Fig.  1  gives  an  exterior  view 
of  the  apparatus  in  position  for 
use.  In  fig.  2  the  interior  ar- 
rangement is  visible.  A  and 
B  are  respectively  the  chambers  r\ 
for  storing  acid  and  carbonate.  tT]  / 
These  chambers  connect  with  --^ 
%  horizontal  reservoir,  C,  the 
passages  thereto  being  control- 
led by  turning  either  of  the 
handles,  D  or  E.  F  is  the 
delivery  pipe  for  the  gas,  while 
<j  is  a  branching  pipe,  open 
above  and  below,  by  which  the 
pressure  in  the  gas  chamber 
is  transmitted  to  the  liquids  in 
A  and  B,  and  their  equable 
flow  into  G  is  assured.  The 
charge  of  acid  and  carbonate 
is  made  in  their  equivalent 
proportions,  so  that  when  con- 
sumed neither  shall  be  in  excess. 

The  reservoirs  are  built  of  lead-lined  copper,  and  the  cocks  are 
made  of  lead-bronze,  to  resist  chemical  action.  When  not  in  use, 
the  apparatus  is,  as  shown  in  fig.  2,  set  away  bottom  uppermost,  by 
which  the  liquids  are  kept  from  contact  with  the  cocks  and  mechani- 
cal arrangements. 

The  apparatus  seems  to  ua  to  be  well  worthy  of  commendation, 
inasmuch  as  it  combines  all  the  good  qualities  of  other  machines  with 
the  special  advantages  of  greater  convenience  of  form,  security  of 
the  cocks  from  the  action  of  the  materials  employed,  and  of  the  per- 
fect control  of  the  stream  of  gag. 

While  believing  that  some  misapprehension  exists  as  to  the  true 
cause  of  the  efficiency  of  this  and  similar  gas-generating  machines 
(a  question  which  is  now  being  tested  by  the  Institute  Committee  on 
Science  and  the  Arts),  we  can  endorse  this  form,  as  the  most  practi- 
cal of  any  yet  made  public. 
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Carriage  Cutting-off  and  Squaring  Machine.— The  accom- 
panying figure  ir^liowB  a  perspective  elevation  of  a  machine  of  thie 
kind,  bnilt  for  the  New  Haven  and  NorUmmpton  Railway  Company 
by  Richards,  London  &  Kelley,  of  this  city.  The  arrangement  is 
novel  ill  severiil  respects,  Tlie  carriage,  which  is  fed  by  hand,  is 
carried  on  rollers,  a  plan  that  hiis  often  been  attempted  without  buc- 
sesB  from  tliy  difficulty  of  keeeping  it  "isquarc,"  the  V  track  being 
the  only  thing  that  would  aecoinpliiih  the  purpose. 


In  this  niuchine,  however,  this  objf  ct  is  secured  by  means  of  a  ahaft, 
seen  under  the  carriage,  on  each  end  of  which  there  is  a  pinion  gear—  — 
ing  into  the  rack,  seen  on  the  end  rails  of  the  carriage.  These  pinioni^^s 
being  connected  positively  by  means  of  the  shaft,  of  coarse  produce^^ 
a  coincident  movement  of  each  end  of  the  carriage  witbont  offerinji^sa 
the  least  resistance. 

This  device  was  employed  some  years  since  for  a  similar  purpose  in  -* 
the  Reading  Railroad  Company's  works,  at  Reading,  Pa.,  and  is  on^^ 
of  those  simple  and  at  the  same  time  important  things  the  impor  ~'~^ 
tance  of  which  bears  an  inverse  ratio  to  its  ingenuity,  and  involve  tfa^ 
true  principle  of  improvement  in  machines. 

The  cross  rails  on  the  carriage  slide  to  any  point  on  the  cylindrica^^^ 
rails,  and  have  spring  stops  or  gauges  lo  regulate  lengths.     The  loi^^a- 
gitndinal  rails  are  of  wrought  iron  tubing,  for  lightness.    All  part*  c^^  ' 
the  framing  are  made  with  corner  section,  including  the  Heavy  sol^ 
plate.     We  regret  that  the  engraving  is  not  in  true  elevation,  hot  its^ 
detail  is  of  such  a  character,  and  the  parts  fall  so  near  in  one  hori- 
zontal plane,  that  the  perspective  view  conveys  a  more  complete  id«s, 
if  not  BO  correct  a  one,  as  a  true  drawing.    The  scale  approximatea  \" 
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The  Soiopticon. — This  instrument,  which  is  a.  very  efficient  form 
of  magic-Ian terD,  using  a  lamp  in  place  of  the  lime  light,  has  had  a 
previous  notice  in  thJE  Journal,  but  has  since  received  a  number  of 
minor  improvements,  which  render  it  extremely  convenient  for  use  in 
schools  or  elsewhere  where  the  oxy-calcium  light  is  not  to  be  obtained. 
Its  effects  are  very  satisfactory. 

The  illustration  gives  a  view  of  the  essential  portions  of  the  appa- 
ratus in  section,  abed  are  the  lenses  of  objective,  pff  those  of 
condenser ;  o  o'  is  the  stage  for  holding  pictures ;  «,  lamp  cup ;  w^w, 
buttons  for  regulating  lamp ;  C  I,  ventilator  and  ^chimney;  and  H, 
reflector. 
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The  necessity  of  having  some  form  of  the  Ittntern,  for  object  illus- 
tration, which  should  furnish  a  good  illumination  without  the  several 
inconveniences  attendant  upon  the  oxy-hydrogen  light,  is  severely  felt 
in  many  localities  remote  from  cities,  and  even  in  these  when  the 
means  or  skill  to  operate  the  latter  is  wanting  or  troublesome  to 
obtain.  For  such  cases  Mr.  Marcy's  compact  and  portable  apparatas 
affords  an  admirable  substitute,  which  ne  huve  no  hesitntton  in  recom- 
mending for  simplicity,  convenience  and  performance.  Fig.  2  shows 
the  stand  and  position  of  lanterns  when  used  for  dissolving  Tiewg. 
When  taken   down   the  legs  swing  togetJier  on  their  hinges,  and  the 


instruments  occupy  tbc  spaces  E  F,  the  ltd,  C,  serving  as  a  shelf  for 
the  alidea. 

For  those  who  have  not  observed  our  former  notice,  it  may  be  said 
that  the  lamp,  which  is  the  distinguishing  feature  of  the  lantern,  is 
supplied  with  petroleum  oil,  affording,  by  a  simple  arrangement,  a 
long  double  flame,  which  is  concentrated  and  drawn  to  a  point  by  the 
form  of  chitniiey.  The  light  is  about  two  inches  in  depth  in  the  ordi- 
nary  form  of  apparatu!>,  and  is  uf  extreme  whiteness. 

As  the  most  satisfactory  and  convenient  substitute  for  the  oxy-hy< 
drogen  lantern  which  has  yet  been  devised,  the  Sciopticon  deserves  to 
be  known  far  and  wide. 

New  Smelting  Works  at  Pittabu^,— A  furnace  has  been 
erected  at  Fittsburg  for  the  smelting  of  silver  ores  of  our  Western 
States  and  Territories.  It  is  greatly  to  be  desired  that  this  enter- 
prise may  prove  successful  enough  to  warrant  the  growth  of  worlcs 
in  our  midst  extensive  enough  to  do  all  the  work  vhich  now  is  done  in 
Swansea,  Wales. 

The  favorable  situation  of  that  city,  from  its  direct  railroad  con- 
nections with  the  West,  and  the  immediate  vicinity  of  cheap  fael  of 
excellent  quality,  point  to  it  as  the  proper  position  for  the  inaogan^ 
tion  of  this  enterprise. 
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ImprOTement  of  the  Ohio  Biver. — Those  interested  in  this 
important  measure  and  the  engineers  having  it  in  charge,  at  &  recent 
convention  held  in  Cincinnati,  after  a  discussion  of  the  various  plans 
of  river  improvement,  have  made  a  report,  in  which  it  is  claimed  that 
any  system  which  would  secure  a  channel  depth  of  six  feet  throughout 
the  year,  would  ho  enhance  the  value  of  property,  increase  population, 
maltiply  cities  along  its  shores,  and  so  chenpen  the  primnry  coraforta 
of  life  that  the  question  of  coat  should  be  a  secondary  considerntion. 
As  to  the  best  method,  they  say  that  Congress  should  authorize  sn 
elaborate  examination  by  competent  engineers  of  the  whole  subject  of 
river  improvement  in  this  country,  testing  the  comparative  merits  of 
different  systems.  In  relation  to  the  work  thus  far  finished.  Col.  W. 
E.  Morrell,  the  engineer  in  charge,  announced  that  much  of  it  was  ex- 
perimental, and  has  done  as  much  harm  as  good.  The  opinion  was 
likewise  expressed  that  little  was  to  be  profited  by  the  experience  de- 
rived from  similar  works  in  European  countries,  since  the  streams 
which  have  there  been  improved  are  small  in  size  compared  with  the 
Ohio. 

Hew  Form  of  Stereoptlcon. — The  accompanying   engraving 


represents  a  form  of  lantern  designed  and  manufactured  by  the  firm 
«f  W  M  McAllister  of  this  city,  and  which  possesses,  for  certain 
purposes,  a  number  of  conveniences  In  the  arrangement  of  lanterns 
«ae  above  the  other  for  dtssolving  views  much  lees  space  is  occupied. 
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and  the  management  of  the  lights  rendered  less  troublesome  than 
where  the  two  are  arranged  side  by  side,  as  in  the  ordinary  pl>i>, 
since  here  both  may  be  observed  at  once.  The  proper  angleing  of 
the  lenses  is  accomplished  by  attaching  both  condensers  with  objective 
stands  to  the  box  in  such  a  manner  as  to  admit  of  motion  in  a  vertical 
direction.  The  rods  projecting  through  the  front  of  box,  connect  with 
a  pawl  and  rachet  movement,  by  which  the  limes  are  turned  at  the  in- 
sertion of  each  picture,  thus  dispensing  with  the  cnmbersome  clock- 
work generally  relied  upon  to  do  this  work.  The  heating  of  the  in- 
terior of  box  is  avoided  by  the  interposition  of  an  air-space  beneath 
the  horizontal  partition,  the  chimney  being  at  the  side.  The  appa- 
ratus is  very  complete,  and  being  compact  in  form,  is  well  adapted 
for  school  or  exhibition  purposes. 

Wakefield  Earth  Cloaet. — The  accompanying  cuts  represent 
horizontal  and  vertical  sections  of  this  contrivance.  It  is  unnecessary 
for  us  to  enter  into  the  diBCUssion  of  the  merits  of  the  earth  closet 
system,  or  to  present  its  great  advantages,  sanitarily,  economically 
and  aesthetically,  for  these  matters  have  been  decided  long  ago  by  the 
strongest  endorsements  of  the  chemist  and  physician. 

The  following  notice  is  a  simple  description  of  the  construction  of 
the  machine.  Figures  2  and  3  are  respectively  horizontal  and  vertical 
sections. 


ItemB  and  Noveltiea. 


227 


A.  shows  a  reservoir  for  the  reception  of  the  earth  (charcoal  or  other 

lorbent.)    At  the  bottom  of  this  chamber  is  placed  a  metallic  slide, 

and  when  the  commode  is  not  in  use  this^ slide  is  drawn  forward, 
seen  in  Fig.  3,  and  forms  a  bottom  to  the  chamber,  A,  fitting  close 

its  edges.     The  front  portion  of  this  slide,  as  shown  at  G,  consists 

shallow  chambers,  D,  which  are  recessed,  and  are  closed  by  means 

the  pivoted  slats  as  shown  at  E.     In  Fig.  3  these  slats  are  shown 
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being  dropped  down,  which  position  they  assume  by  their  gravity 
being  drawn  forward  a  sufficient  distance. 

tVhen  the  lid,  F,  is  raised,  a  rod,  6,  actuates  the  lever,  H,  which  is 
oted  at  I,  near  the  upper  portion  of  the  chamber,  A,  and  engaging 
!  pin,  J,  which  projects  from  the  metallic  slide,  £,  compels  a  back- 
rd  motion  of  B,  and  brings  the  recessed  chambers,  D,  under  the 
.mber.  A,  when  they  are  filled  with  earth.  The  slide,  N,  serves 
close  the  slat  underneath  it  in  the  chamber  A,  in  which  the  pin, 
operates,  and  so  prevents  the  escape  of  disagreeable  odors, 
rth  is  retained  in  the  chambers,  D,  by  the  closing  of  the  slats,  E, 
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which  are  raised  by  becoming  engaged  with  the  steps,  K,  as  the  seat, 
F,  is  raised. 

In  closing  the  lid,  a  reverse  of  the  movement  described  takes  place. 
By  the  forward  action  of  the  rods,  G  and  H,  and  the  stud,  J,  the 
plate,  B,  is  thrown  forward,  the  slats,  E,  become  disengaged  from  the 
steps,  C,  drop  down,  and  the  contents  of  the  shallow  recesses  or 
chambers,  D,  are  discharged  into  the  bucket,  L,  covering  its  contents 
completely  and  with  certainty.  To  prevent  the  rise  of  dust  or  offen- 
sive odor  from  L,  there  is  a  slide  made  to  entirely  close  the  opening 
in  the  seat. 

The  following  are  the  dimensions  of  the  Wakefield  Commodes :  3 
feet  high  to  top  of  reservoir,  2  feet  7  inches  from  front  to  rear  on  the 
floor  ;  2  feet  extreme  width. 

The  apparatus  is  of  convenient  form,  a  view  of  which  we  will  pre- 
sent in  a  future  number,  and  may  be  inspected  at  the  agency  of  the 
Earth  Closet  Company,  105  S.  4th  St.,  Philada. 

Removing  Phosphorus  from  Iron  Ores.— Mr.  Julius  Jacobi, 

Director  of  the  smelting  works  at  Kladno,  Bohemia,"^  has  invented  a 
process  of  effecting  the  removal  (and  subsequent  utilization)  of  the 
troublesome  phosphorus  compounds  from  iron  ores ;  its  efficiency  in 
practice  remains  still  to  be  tested.  The  process  consists  in  changing  the 
insoluble  basic  phosphates,  as  they  exist  in  the  ores,  into  soluble  acid 
phosphates,  and  the  subsequent  removal  of  the  latter  by  leaching. 

The  ores  to  be  operated  on  are  placed  in  an  appropriate  vessel, 
after  being  reduced  to  convenient  lumps  of  moderate  size,  and  a 
stream  of  water  charged  with  sulphurous  acid  is  allowed  to  run  upon 
them,  or  a  stream  of  the  gaseous  acid  is  forced  through  the  mass,  and 
cold  water  is  at  the  same  time  turned  upon  it.  After  the  greater 
part  of  the  phosphates  have  passed  into  the  solution,  the  liquid  is 
drawn  off,  and  fresh  water  is  passed  through  the  mass  to  wash  it 
thoroughly — this  operation  being  continued  as  long  as  phosphoric  acid 
can  be  detected  in  the  wash  water.  If  much  phosphorus  exists  in 
the  ores,  the  operation  with  sulphurous  acid  must  be  repeated,  until 
a  sufficient  degree  of  purity  is  reached. 

The  liquid  containing  the  acid  phosphates  is  heated  to  drive  off 
the  sulphurous  acid,  and  the  phosphates  are  again  separated,  par- 
tially by  concentration,  or  by  precipitation  with  lime.  This  being  a 
valuable  fertilizer,  is  relied  upon  to  cover  a  large  portion  of  the  ex- 
pense of  the  operation. 

*  Bai.  Ind.  a  Qewerbe  Blatt. 
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Sensitive  Flames.  By  Isaac  Norbis,  M.D. — The  arrange- 
ment of  Barry  for  rendering  a  flame  sensitive  is  well  known,  and 
offers  the  great  advantage  of  using  the  gas  at  the  ordinary  pressure, 
so  that  the  experiment  is  arranged  in  a  moment.  The  size  of  the 
pin-hole  aperture  determines  the  height  of  the  flame  burned  above 
the  wire  gauze.  I  have  found  after  many  experiments  that  it  is  ren- 
dered much  more  sensitive  by  using  a  chimney, — an  ordinary  glass 
one,  such  as  employed  with  the  argand  burner,  answering  perfectly 
GUid  rendering  the  flame  at  the  same  time  much  more  steady.  It  may 
rest  on  the  gauze,  which  must  be  placed  at  the  proper  height  above 
the  burner.  The  gas  should  be  burned  on  until  it  begins  to  flare, 
and  then  lowered  a  little  until  it  becomes  steady.  The  nearer  it  is 
to  this  point  the  more  delicate  the  result.  Tyndall's  caution  with 
regard  to  obstructions  from  stop  cocks,  etc.,  is  also  very  important. 
Wishing  to  measure  the  height  I  attached  a  small  scale  to  the  chim- 
ney, and  found,  as  recorded,  that  the  flame  is  much  more  sensitive  to 
some  sounds  than  others.  Any  sound  in  which  the  letter  s  enters 
seems  to  affect  it  particularly.  Attaching  a  telescope  to  the  apparatus, 
something  like  the  arrangement  in  a  cathetometer,  I  found  that  even 
when  the  flame  appears  to  the  eye  perfectly  steady,  it  was  continually 
varying  in  height — sounds  that  were  quite  inaudible  to  any  one  near 
it,  evidently  producing  a  marked  result. 

A  tall  flame,  six  or  eight  inches  in  height,  is  not  as  sensitive  as  one 
of  only  two  or  three  inches,  and  placing  the  gas  in  a  bag  at  the  same 
pressure  as  it  issues  from  the  pipe  did  not  alter  the  result.  The 
whole  subject  is  a  very  curious  one,  and  I  am  inclined  to  think  this 
flame  is  the  most  delicate  yet  produced,  despite  the  accounts  of  the 
wonderful  steatite  burner  of  which  Tyndall  speaks.  An  illustrated 
description  of  Barry's  sensitive  flame  appears  in  this  Journal  for 
January,  and  it  is  to  be  hoped  the  present  little  article  may  lead  to 
other  experiments  in  the  same  direction. 

A  New  Hygrometer. — Mr.  W.  G.  Whitehouse  has  communi- 
cated to  the  Royal  Society  a  description  of  an  instrument  of  this  kind, 
of  which  the  following  is  a  short  account : 

It  consists  essentially  of  three  thermometers  of  similar  construc- 
tion and  used  as  a  wet  bulb,  a  dry  bulb  and  an  acid  bulb  respectively, 
placed  conveniently  side  by  side  on  a  frame,  and  read  together  for 
comparison. 

The  acid  bulb  is  arranged  so  that  a  regulated  supply  of  strong  sul- 
pharic  acid,  free  from  lead  and  of  uniform  density,  shall  flow  upon 
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the  bulb  (say  about  one  drop  per  minute).  This  is  accomplished  by 
using  a  capillary  siphon  tube,  properly  adjusted  for  the  delivery  of 
the  needful  supply. 

The  action  of  the  acid  is  to  condense  upon  the  bulb  the  moisture  of 
the  air,  and  to  set  free  a  certain  amount  of  heat,  dependent  upon  the 
quantity  of  moisture  in  the  atmosphere,  upon  it,  causing  an  elevation 
of  the  temperature.  This  elevation  in  temperature  is  strictly  a  mea- 
sure of  the  amount  of  moisture  in  the  air  absorbed  by  the  acid  film 
spread  upon  the  surface  of  bulb.  The  supply  of  concentrated  acid 
is  constant,  as  the  hydratcd  acid  passes  off. 

This  form  of  instrument  is  identical  in  principle  with  the  wet  and 
dry  bulb,  the  measurement  being  in  either  case  a  thermometrical  one ; 
but  in  the  ordinary  instrument  the  zero  of  the  scale  is  reached  in  an 
atmosphere  saturated  with  moisture,  and  its  action  depends  upon  the 
heat  rendered  latent  by  the  evaporation  from  its  surface ;  while  the 
acid  bulb  thermometer  is  at  its  zero  in  a  perfectly  dry  atmosphere, 
and  depends  for  its  action  upon  the  amount  of  sensible  heat  evolved 
by  condensation  of  water  vapor  on  its  surface  and  the  heat  generated 
by  its  combination  with  the  acid.  The  instrument  is  pronounced  to 
be  of  extreme  delicacy. 

Carburetted  Air  in  Iron  Manufacture. — It  is  stated  that  in 

certain  smelting  establishments  in  Europe,  the  experiment  is  being 
tried,  and  with  success,  of  using  air  carburetted  by  passing  over  pe- 
troleum in  the  reduction  of  iron  from  its  ores. 

Measurement  of  Stellar  Motion  by  the  Spectroscope.— A 

very  beautiful  acoustic  illustration  of  the  method  of  determining 
stellar  motions  by  the  spectroscope  was  lately  given  by  Prof.  A.  M. 
Mayer,  in  a  lecture  at  the  Sheffield  Scientific  School,  which  in  its 
extreme  simplicity  is  worthy  of  admiration. 

The  lecturer  explained  the  effect  of  lengthening  or  shortening  a 
wave,  stating  that  in  the  case  of  a  sound-wave  (all  of  them  moving  at 
the  same  velocity),  if  the  length  be  diminished,  more  vibrations  enter 
the  ear  in  a  given  time,  and  the  pitch  is  raised ;  the  reverse  takes 
place  on  increasing  the  length.  The  lecturer  then  dwelt  upon  the 
analogy  between  the  sound  waves  and  those  of  light.  Hence,  when- 
ever one  of  the  colored  waves  composing  white  light  is  lengthened,  its 
color  is  modified  in  the  direction  of  the  red  end  of  the  spectrum,  and 
vice  versa.  The  motions  of  a  star  when  at  right  angles  to  the  view  is 
susceptible  of  telescopic  measurement,  but,  the  lecturer  continued. 
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the  motion  of  a  star  when  in  the  direction  of  the  line  of  sight  can 
only  be  measured  on  the  principle  above  named,  the  standard  being 
the  displacement  from  their  normal  position  of  certain  lines  in  its 
spectrum.  This  principle  the  lecturer  proceeded  to  illustrate  by 
means  of  sound  waves.  With  the  lantern  the  image  of  a  tuning  fork 
beating  256  times  a  second — and  giving  a  certain  note — was  thrown 
on  the  screen.  By  the  side  of  one  of  the  prongs,  and  just  touching 
it,  was  a  carefully  rounded  and  varnished  cork  ball,  suspended  by  a 
filament  of  silk.  On  sounding  a  second  fork  placed  on  its  case  and 
tuned  in  accurate  unison  with  the  first  (by  an  ingenious  method  devised 
by  Prof.  Mayer)  anywhere  in  the  room,  even  30  feet  distant,  the  first 
was  thrown  into  vibration  and  the  image  of  the  cork  ball  was  projected 
a  foot  or  two  away  from  the  prong.  AVhen,  however,  the  second  fork 
wafl  sounded,  and  the  lecturer  walked  rapidly — at  a  rate  of  8  feet  a 
second — towards  or  from  the  first,  touching  the  case  only  when  in 
motion,  no  motion  of  the  cork  was  observed,  the  wave  being  in  this 
way  shortened  or  lengthened  by  an  amount  suflScient  to  throw  it  out 
of  unison  with  the  lantern  fork.  Again,  a  third  fork,  vibrating  254 
times  a  second,  produced  no  effect  on  the  ball ;  but  when  sounded  and 
placed  on  its  case  as  this  was  swung  rapidly  toward  the  first  fork,  the 
wave  length  was  thereby  so  shortened  as  to  bring  it  into  unison  with 
this,  and  the  ball  promptly  responded.  A  fourth  fork,  vibrating  258 
times,  showed  the  same  phenomenon  when  placed  on  its  case,  as  this 
swung  away  from  the  first  fork,  the  wave  thus  being  shortened  into 
unison.     The  demonstration  was  most  complete  and  satisfactory. 

Wew  Method  of  Obtaining  Potassium.*— Prof.  A.  E.  Dal- 

bear  describes  a  process  for  obtaining  the  metals  potassium  and  sodi- 
um, which  may  prove,  if  properly  tested,  of  commercial  value.  The 
sulphide  of  potassium  was  formed  by  treating  dissolved  sticks  of  caus- 
tic potash  with  sulphuretted  hydrogen,  and  subsequently  evaporating 
until  the  mass  was  solid  on  cooling.  This  mass  was  then  mixed  with 
somewhat  more  than  its  bulk  of  iron  filings  and  subjected  to  distilla- 
tion, the  product  being  led  into  petroleum.  The  products  used  in 
the  operation  are  cheap,  and  the  process  seems  to  be  a  very  sensible 
one,  and  worthy  of  trial  on  the  commercial  scale. 

Permanency  of  Photographic  Silver-prints.— Our  photo- 
graphic contemporaries  contain  a  communication  upon  this  subject 
from  Mr.  Carey  Lea,  in  which  the  author  declares,  that  of  a  number 

*  Amer.  Cbemist  ii.  297. 
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of  photographic  prints,  toned  by  various  processes,  all  of  them,  after 
being  kept  for  seven  years,  proved  to  be  permanent.  The  opinion 
is  ventured  that  when  silver  prints  turn  yellow,  the  fault  is  to  be 
ascribed  to  careless  treatment,  either  in  the  introduction  of  too  many 
pictures  in  small  quantity  of  the  fixing  bath,  or  in  imperfect  washing;, 
in  either  case  the  fault  of  the  operator. 

Products  of  the  Explosion  of  Nitro- Glycerin. — M.  L. 

L'llotc  announces  to  the  French  Academy  the  following  method  of 
determining  the  character  and  relative  proportions  of  the  products 
formed  in  the  explosion  of  nitro-glycerin. 

The  author  substituted  for  the  blow  of  the  hammer,  the  blow  pro- 
duced by  the  explosion  of  a  mixture  of  hydrogen  and  oxygen.  A 
eudiometer  tube  of  thick  glass  was  supplied  with  a  measured  quantity 
of  the  explosive  mixture  (H  and  0),  and  a  weighed  quantity  of  the 
nitro-glycerin  was  inserted.  The  method  adopted  was  to  insert  the 
material  by  a  capillary  tube  into  a  very  small  bulb  of  thin  glass,  and  to- 
bring  this,  after  careful  weighing,  up  into  the  eudiometer.  The  pas- 
sage of  the  spark  and  the  shock  of  the  combustion  of  the  mixed  gases,, 
caused  the  explosion  of  the  nitro-glycerin,  and  the  breaking  of  the 
thin  glass  bulb.  The  products  of  the  explosion  collected  in  the  tube 
could  then  be  treated  as  in  an  ordinary  gas  analysis.  By  this  method 
one  gramme  of  nitro-glycerin  was  found  to  produce :  284  c.  centm.  of 
gas.  Analysis  by  absorption  showed  this  to  consist,  in  100  parts,  of 
Carbonic  acid,  ....         45*72  vols. 

Nitric  Oxide, 2036     " 

Nitrogen, 33-92     " 

100.00. 

An  Acoustic  Experiment. — Let  a  wide  glass  tube,  open  at 
both  ends,  be  taken,  and  in  this  a  piece  of  fine  wire  gauze  be  pashed 
up  some  little  distance.  If  the  gauze  is  now  heated  to  redness  over 
an  ordinary  Bunsen  burner,  and  then  removed,  it  will  shortly  emit  a 
shrill  note,  lasting  from  5 — 10  seconds.  The  experiment  we  believe 
will  be  new  to  most  of  our  readers,  and  has  the  merit  of  always  going 
off.     The  author  has  not  been  named  to  us. 
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THE  LOCOMOTIVE  ENGINE,  AND  PHILADELPHIA'S  SHARE  IN  ITS 

EARLY  IMPROVEMENTS. 

Bt  JosBPri  Harrison,  Jr.,  M.  E. 

(ContiDued  from  page  174.) 

Philadelphia  mechanics,  following  the  lead  of  their  predecessors  in 
the  same  field,  entered  with  zeal  into  the  Baltimore  contest.  An  engine 
was  built  by  a  Mr.  Childs,  who  had  invented  a  rotary  engine  which 
in  a  small  model  promised  good  results,  and  an  engine  of  about  fifty 
horse-power  on  this  rotary  plan  was  built  and  sent  to  Baltimore  for 
trial.  A  record  of  its  performance  cannot  now  be  easily  reached,  but 
it  is  known  that  it  was  never  heard  of  as  a  practically  useful  engine 
after  this  time. 

The  second  locomotive  built  in  Philadelphia,  to  compete  at  Balti- 
more, was  designed  by  Mr.  Stacey  Costell,  a  man  of  great  originality 
as  a  mechanic,  and  the  inventor  of  a  novelty  in  the  shape  of  a  vibrat- 
ing cylinder  steam  engine,  that  had  some  reputation  in  its  day,  and  has 
come  down  to  our  time  in  the  little  engine  now  sold  in  the  toy  shops 
for  a  dollar.  The  Costell  locomotive  had  four  connected  driving 
wheels,  of  about  thirty-six  inches  in  diameter,  with  two  six-inch  cylin- 
ders of  twelve-inch  stroke.  The  cylinders  were  attached  to  right- 
angled  cranks  on  the  ends  of  a  counter  shaft,  from  which  shaft  spur 
gearing  connected  with  one  of  the  axles.  The  boiler  was  of  the  Corn- 
ish type,  with  fire  inside  of  an  internal  straight  flue*  Behind  the 
bridge  wall  of  this  boiler,  and  inside  the  flue,  water  tubes,  were  placed 
at  intervals,  crossing  each  other  after  the  manner  of  the  English 
Galloway  boiler  of  the  present  day.  The  peculiar  arrangement  of  this 
engine  made  it  possible  to  use  a  very  simple  and  efficient  mode  of 
reversement  by  the  use  of  a  disc  between  the  steam  pipe  and  the 
cylinders,  arranged  with  certain  openings,  which  changed  the  direc- 
tion of  the  steam  and  exhaust  by  the  movement  of  this  disc  against 
a  face  on  the  steam  pipe  near  the  cylinder,  something  after  the  man- 
ner of  a  two-way  cock.  It  is  not  known  whether  this  locomotive  of 
Costell  went  to  Baltimore  or  not.  It  is  known,  however,  to  have  been 
tried  on  the  Columbia  road  in  1843  or  1844,  but  its  success  was  not 
very  striking,  and  it  was  subsequently  broken  up.  The  boiler  of  the 
Vol.  LXUL— Third  Siriis— No.  4.—  \pril,  18T2.  17 
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Costell  locomotive-  had  very  good  steam-making  qualities.    It  was  used 
for  a  long  time  as  a  stationary  engine  boiler. 

The  third  engine  begun  in  Philadelphia  for  the  Baltimore  trial  was 
after  a  design  of  Mr.  Thos.  Holloway,  an  engineer  of  some  reputation 
forty  years  ago  as  a  builder  of  river  steamboat  engines.  This  engine 
was  put  in  hand,  but  never  was  completed. 

Something  was  gained  even  by  the  failures  that  are  here  related, 
and  these  early  self-reliant  efforts  show  with  what  tenacity  Philadel- 
phia engineers  clung  to  their  early  idea  of  building  an  original  loco- 
motive, and  it  will  be  seen  hereafter  that  a  type  of  locomotive  essen- 
tially American  was  ultimately  the  result. 

Whilst  these  movements  towards  the  improvement  of  the  locomotive 
were  going  on  amongst  us,  the  desire  to  have  the  railroad  in  every  sec- 
tion of  the  country  became  more  and  more  fully  confirmed.  The  railway 
from  New-castle  to  Frenchtown,  sixteen  miles  in  length,  was  finished  in 
the  winter  of  1881  and  1832,  and  two  locomotives,  built  by  Robert 
Stephenson  at  Newcastle-upon-Tyne,  were  imported  to  be  run  upon 
this  line,  which  made  then  an  important  link  in  the  chain  of  passen- 
ger travel  between  New  York  and  Washington.  In  this  case,  as  in 
several  others  in  the  early  history  of  the  railroad  in  the  United  States, 
this  new  element  came  in  as  an  adjunct  mainly  of  the  river  steam- 
boats, and  was  considered  most  useful  in  superseding  the  old  stage 
coach  in  connecting  river  to  river,  and  bay  to  bay. 

That  the  railway  would  supersede  the  steamboat  for  passenger 
travel,  and  the  canal  for  heavy  transport,  was  not  dreamed  of  in  the 
early  day  of  the  new  power. 

When  the  English  locomotives  were  landed  at  New-castle,  Dela- 
ware, it  became  necessary  to  select  a  skilled  mechanic  to  put  them 
together  as  speedily  as  possible.  Through  the  agency  of  Mr.  Wm. 
D.  Lewis,  a  most  active  Director  of  the  Newcastle  and  Frenchtown 
Railroad  Company,  this  task  was  assigned  to  Matthias  W.  Baldwin. 
These  engines  were  of  the  most  improved  English  type,  and  greatly 
superior  to  any  that  had  then  been  made  in  this  country.  In 
putting  these  engines  together  Mr.  Baldwin  had  all  the  advantage 
of  handling  their  parts  and  studying  their  proportions,  and  in 
making  drawings  therefrom.  This  proved  of  great  service  to  him 
when  he  received  an  order,  in  the  Spring  of  1832,  to  build  a 
locomotive  for  the  Philadelphia,  Germantown  and  Norristown  Rail- 
road. This  engine,  called,  when  finished,  the  "Ironsides,"  was 
placed  upon  the  above  road  in  November,  1832,  and  proved  a  de- 
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cided  success.  Mr.  Franklin  Peale,  in  an  obituary  notice  of  M. 
W.  Baldwin,  writes,  "that  the  experiments  made  with  the  'Iron- 
sides' were  eminently  successful,  realizing  the  sensation  of  a  flight 
through  the  air  of  fifty  or  sixty  miles  an  hour/'  The  *' Ironsides,*' 
in  its  general  arrangement,  was  a  pretty  close  copy  of  the  English 
engines^  on  the  New-castle  and  Frenchtown  Railroad,  but  with 
changes  that  were  real  improvements.  The  reversing  gear  was  a 
novelty  in  the  locomotive,  although  the  same  mode  had  been  long  used 
for  steam  ferry  boats  on  the  Delaware.  This  arrangement  consisted  of 
a  single  excentric  with  a  double  latch  excentric  rod,  gearing  alter- 
nately on  pins  on  the  upper  and  lower  ends  of  the  arms  of  a  rock 
shaft.  This  mode  of  reversing  was  used  in  the  Baldwin  locomotives 
for  many  years  after  the  **  Ironsides  "  was  built.  It  is  creditable  to 
Mr.  Baldwin  as  an  engineer  that  the  **  Ironsides"  was  the  first  and 
last  of  his  imitations  of  the  English  locomotives.  lie,  following  the 
bent  of  all  the  Philadelphia  engineers  and  mechanics  that  had  entered 
the  field,  aimed  too,  at  making  an  American  locomotive. 

Following  the  success  of  this  first  locomotive,  other  orders  soon 
flowed  in  upon  Mr.  B.ildwin,  and  on  these  later  engines  many  valuable 
improvements  were  introduced,  of  which  mention  will  be  made  here- 
after. Col.  Steplien  II.  Long,  nothing  daunted  or  discouraged  by  the 
unsuccessful  results  of  his  first  engine  in  1S31,  renewed  his  efforts,  and 
under  the  firm  of  Long  and  Norris,  the  successors  of  the  American 
Steam  Carriage  Company,  commenced  building  a  locomotive  in  1832, 
subsequently  called  the  **  Black  Hawk."  This  engine,  when  finished, 
was  run  for  some  time  on  the  Philadelphia  and  Germantown  Raih'oad, 
and  did  good  service  in  the  summer  of  1833,  in  com[)etition  with 
Baldwin's  *' Ironsides."  The  *' Black  Hawk"  burnt  anihracite  coal 
with  some  success,  using  the  natural  draft  only,  which  was  increased 
by  the  use  of  a  very  high  chimney,  arranged  to  lower  from  an  altitude 
of  at  least  twenty  feet  from  the  rails,  to  a  height  wliich  enabled  it  to 
go  under  the  bridges  crossing  the  railroa^l.  In  all  of  Col.  Long's  ex- 
periments he  seems  to  have  discarded  the  steam  jet,  or  exli;nist,  for 
exciting  the  fire.  The  '*  Black  Ilawk"  had  several  striking  peculiari- 
ties beside  the  one  just  mentioned.  The  boiler  wa«  unlike  any  that 
had  pre('e<led  it,  in  having  the  fire-box  arranged  without  a  roof,  being 
merely  fouued  of  water  sides,  and  in  being  made  in  a  detached  piece 
from  the  waist  or  cylindrical  part.  The  cylinder  portioti  of  the 
boiler  was  made  up  of  two  distinct  cylinders,  about  twenty  inches  in 
diameter,  ami  these   lying  close  together,  were   bolted  to  the  rear 
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waterside  and  thus  covered  the  open  top,  and  their  lower  half-diameters 
thereby  became  the  roof  of  the  fire-box.  A  notch  was  cut  half  way 
through  these  two  cylinders  on  their  lower  half  diameters  about  midway 
of  the  length  of  the  fire-box,  directly  over  the  fire,  and  from  these 
notches  flues  of  about  two  inches  diameter  passed  through  the  water 
space  of  each  cylinder  portion  of  the  boiler  to  the  smoke-box.  These 
flues  were  seven  or  eight  feet  in  length.  Besides  passing  through  the 
flues,  the  fire  passed  also  under  the  lower  halves  of  the  cylinder  por- 
tions of  the  boiler,  a  double  sheet  iron  casing  filled  between  with  clay, 
forming  the  luwer  portion  of  the  flue  and  connecting  it  with  the 
&aioke-box. 

The   "  Black   Hawk  '*  rested  on  four  wheels,  the  driving  wheels 
about  four  and  a  half  feet  diameter,  being  in  front  of  the  fire-box.     The 
guide  wheels  were  about  three  feet  diameter.  Inside  cylinders  were  used, 
and  these  required  a  double  crank  axle,  and  the  latter,  forged  solid, 
could  not  easily  be  had.     Col.  Long  overcame  this  difficulty  by  mak- 
ing his  driving  axle  in  three  pieces,  with  two  bearings  on  each,  and  with 
separate  cranks  keyed  on  to  the  ends  of  each  portion  of  the  axle,  with 
shackle  or  crank  pins  arranged  after  the  manner  of  the  modern  side- 
wheel  steamer  shafts.     Flanged  tires  of  wrought  iron  could  not  then 
be  had  easily,  and  this  was  overcome  in  the  "  Black  Hawk,"  by  mak- 
ing the  tread  for  the  wheels  of  two  narrow  bands,  shrunk  side  by 
side  on  the  wooden  rim,  with  a  fiat  ring,  forming  the  flange,  bolted  on 
the  side  of  the  wheel.     Springs  were  only  admissable  over  the  front 
axle,  and  to  save  shocks  in  the  rear,  the  after  or  fire-box  portion  of 
the  boiler  was  suspended   upon  springs.      The  Camb  cUt-oflf,  then 
much  in  vogue  on  tiie  engines  of  the  Mississippi  steamers,  was  used 
in  the  *' Black  Hawk."     With  some  slight  alterations  this  locomotiye 
was  sent  to  a  road  in  New  England  in  1834.     Other  locomotives, 
mainly  after  the  design  of  the  "Black  Hawk,"  were  built  by  Long  k 
Norris,  and  by  William  Norris  &  Co.,  in  1834,  but   they  were  not 
greatly  successful.     With  the  firm   of  William  Norris  &  Co.  Col.  Long 
retired  from  the  manufacture  of  locomotives  in  Philadelphia,  and  his 
name  was  not  thereafter  heard  of  in  connection  with  its  improvement. 
On  the  retirement  of  Col.  Long,  William  Norris,  a  gentleman  then 
with  no  acknowledged  pretensions  as  a  mechanic  or  engineer,  brought 
other  skill  to  his  assistance,  and  after  several  not  very  successful  ef- 
forts with  engines  of  a  design  more  like  those  that  had  succeeded  of 
other  makers,  brought  out  an  engine,  in  1836,  called  the  ^*  George 
Washington,"  the  success  of  which  laid  the  foundation  of  the  large 
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basiness  done  for  thirty  years  thereafter  at  Bushhill,  Philadelphia, 
by  William  Norris,  and  subsequently  by  his  brother  Richard  Norris. 
The  "  George  Washington"  was  a  six-wheel  engine  with  outside  cylin- 
ders, having  one  pair  of  driving  wheels,  4  feet  in  diameter,  forward  of 
the  fire-box,  with  vibrating  truck,  for  turning  curves,  in  front.  This 
engine  weighed  somewhat  over  fourteen  thousand  pounds,  and  a  large 
proportion  of  the  whole  weight  rested  on  the  single  pair  of  driving 
wheels.  This  locomotive,  when  put  upon  the  Columbia  road  (now 
Pennsylvania  Central),  did,  apparently,  the  impossible  feat  of  running 
up  the  old  inclined  plane  at  Peter's  Ishmd,  2,800  feet  long,  with  a  rise 
of  one  foot  in  fourteen,  drawintj  a  load  of  more  than  nineteen  thousand 
pounds  above  the  weight  of  the  engine,  and  this,  too.  at  a  speed  of  fif- 
teen miles  per  hour.  This  was  no  doubt  impossible.  If  the  simple  ele- 
ments of  the  calculation  are  only  considered.  But  there  was  a  point 
in  this  experiment,  well  known  to  experts  at  the  time,  which  did  make 
it  possible,  even  by  c«alculation  ;  and  this  point  consisted  in  the  amount 
of  extra  weight  that  was  thrown  upon  the  drivers  by  the  action  of  the 
draft  link  connecting  the  tender  with  the  engine, — the  result  being 
that  about  all  the  weight  of  the  locomotive  rested  upon  the  drivers, 
less  the  weight  of  the  truck  frame  and  wheels  in  front.  This  most 
extraordinary  feat,  a  writer  on  the  subject  says,  '*  took  the  engineer- 
ing world  by  storm,  and  was  hardly  credited."  The  "  George  Wash- 
ington, an  outcrop  of  the  earlier  efforts  of  Col.  Long,  was  unquestion- 
ably a  good  and  well  made  engine,  and  greatly  superior  to  any  that 
had  preceded  it  from  the  Norris  Works.  The  fame  this  engine  earned 
led  to  large  orders  in  the  United  States,  and  several  locomotives  of 
like  character  were  ordered  for  England  and  for  Germany. 

Improvements  were  made  from  time  to  time  in  the  Norris  locomo- 
tives— the  establishment  fairly  holding  its  own  with  its  rivals  until  the 
Norris  Works  ceased  to  exist  aboutl8()6  or  '67.  Mr.  William  Norris, 
the  founder  of  the  works  at  Philadelphia,  at  one  time  commenced  the 
bnilding  of  locomotives  at  Vienna,  Austria,  but  with  no  very  great 
success;  and  after  his  return  cease*!  his  connection  with  the  Norris 
Works.  At  the  epoch  from  1833  to  1836,  the  Norris  and  Baldwin 
engines  had  each  their  advantages  and  defects. 

'*  The  Norris  engine,  as  it  was  at  the  commencement  of  1837,  may 
be  described  as  follows :  The  boiler  was  of  the  dome  pattern,  known 
in  England  as  Bury's,  and  used  by  that  maker  in  1830  ;  the  fram- 
ing was  of  wrought  iron,  the  first  made  entirely  of  this  material  in  this 
country ;    the  cylinders  were  placed  outside   of,  and  were  fastened 
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to  the  8inoke-l)Ox  as  well  as  to  the  frame.  The  engine  was  supported 
on  one  pair  of  driving  wheels,  placed  forward  of  the  fire-box,  and 
on  a  swivelling  four-wheeled  truck  placed  under  the  smoke-box.  The 
centre  of  the  truck  being  so  much  in  advance  of  the  point  of  bear- 
ing of  the  leading  wheels  in  the  English  engines  of  that  day,  there 
was  considerably  greater  weight  placed  upon  the  driving  wheels  in 
proportion  to  the  whole  weight,  while  it  was  not  unusual  to  adjust 
the  draw  bar  so  as  to  thr.»w  a  portion  of  the  weight  of  the  tender  upon 
the  hinder  end  of  the  engine  when  drawing  its  load.  This  engine  used 
four  excentrics  with  latches.  Hand  levers  were  used  for  putting  the 
valve  rods  into  gear  when  standing.  The  valve  motion  was  efficient, 
as  the  performances  of  these  engines  fully  attested." 

The  ''  Baldwin  "  engine  of  the  same  period  had  a  similar  boiler, 
and  somewhat  similar  position  of,  an<l  fastening  of  the  cylinders.  The 
driving  wheels  were  placed  behind  the  fire-box,  the  usual  truck  being 
placed  under  the  smoke-box.  These  engines  ran  steadily,  owing  to 
their  extended  wheel  base,  although  they  did  not  have  the  weight  on 
the  drivers,  and  the  consequent  adhesive  power  of  the  Norris  engine. 
The  framing  was  of  wood  covered  with  iron  plates,  and  was  placed 
outside  the  wheels.  The  driving  wheels  had  two  outside  bearings. 
The  cylinders,  although  outside  of  the  smoke-box,  were  placed  so  as 
to  give  a  connection  to  the  crank,  inside  of  the  driving  wheels.  The 
crank  was  formed  in  the  driving  axle,  but  instead  of  being  made  as  a 
complete  double  or  full  crank,  the  neck,  to  which  the  connecting  rod 
was  attached,  was  extended  through  and  fjistened  into  a  hole  in  the 
driving  wheel,  the  distance  from  the  centre  being  equal  to  the  throw  of 
the  crank.  A  simple  straight  pin  fitted  to  the  centre  of  the  wheel,  and 
extending  outwards,  formed  an  outside  bearing  for  the  axles.  This 
device  of  Mr.  Baldwin's  was  most  ingenious  and  efficient.  It  sim- 
plified by  more  than  one-half  the  making  of  the  crank  shaft,  and  in- 
creased its  strength,  and  at  the  ^ame  time  caused  the  thrust  of  the 
cylinder  to  act  close  to  the  driving  wheel  inside,  in  the  same  manner 
as  the  outside  crank  pin.  With  the  introduction  of  the  outside  cylin- 
der, this  mode  of  making  a  crank  axle  has  gone  into  disuse.  The  guide 
bar  for  the  cross- head,  which  had  a  double  Y  top  and  bottom,  was 
clasped  by  the  cross-head,  and  being  hollow  and  with  valve-chamber 
attached,  was  made  to  serve  the  purpose  of  a  force  pump.  The  valve- 
gear,  already  de8cribed,[was  placed  under  the  foot-board,  and  although 
efficient,  was  cramped  for  room,  the  excentric  rods  consequently 
being  rather  too  short. 
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In  workmanship  and  proportion  of  parts  the  Baldwin  engine  was 
the  superior  of  the  two  class  of  locomotives  that  had  then  become,  in 
their  manufacture,  an  important  feature  in  the  trade  of  Philadelphia. 

M.  W.  Baldwin  in  1834  and  1836  had  much  the  advantage  of  the 
Norris  establishment,  as  he  had  had  from  the  first,  in  being  a  good 
practical  machinist  himself,  and  in  having  had  some  experience  in 
steam  engine  building  previous  to  the  making  of  the  "  Ironsides,'*  in 
1832 ;  whereas  William  Norris,  after  Col.  Long  retired,  in  1833-34, 
having  then  no  engineering  or  practical  knowledge  of  engine  build- 
ing, was  left  dependent  entirely  upon  hired  skill,  which  at  that  time, 
in  the  construction  of  the  locomotive,  was  most  difficult  if  not  almost 
impossible  to  find.  Mr.  Baldwin  had  also  the  great  advantage  of  better 
workshops  and  better  tools  at  the  commencement  of  this  new  business 
than  his  early  competitor;  hence  his  success  was  at  once  more  de- 
cided, and  the  improvements  in  his  locomotives,  both  in  design  and 
in  workmanship,  much  more  important  from  the  beginning.  It  is  need- 
less to  speak  to  this  audience  of  the  ''  Baldwin  Locomotive  Works"  of 
to-day.  With  a  record  of  forty  years,  during  the  early  years  of  which 
it  passed  successfully  through  many  vicissitudes,  it  maintains  its  well- 
earned  character  of  the  first  locomotive  manufactory,  both  in  quan- 
tity and  quality,  in  this  country  ;  and  it  is  doubtful  whether  it  is  not 
now  the  equal  to,  if  not  the  superior,  in  these  particulars,  of  any 
establishment  doing  similar  work  in  the  world. 

The  Baldwin  engine  of  1836,  with  its  driving  axle  behind  the  fire-box, 
was  steady  at  high  speeds,  but  with  insufficient  adhesion  to  the  rails. 

The  Norris  engine,  of  the  same  date,  having  a  great  proportion  of  the 
weight  overhanging  the  driving  axle,  although  having  adhesion  equal 
to  its  cylinder  power,  was  unsteady  on  the  rails.  Improvement  rested 
between  the  two  systems  of  Baldwin  ahd  of  Norris. 

In  the  spring  of  1835  the  firm  of  Garrett  and  Eastwick,  then 
making  steam  engines  and  light  machinery  in  Philadelphia,  com- 
menced the  building  of  a  locomotive  engine  for  the  Beaver  Meadow 
Railroad.  This  firm,  having  no  practical  knowledge  of  this  new  ma- 
chine, called  to  their  assistance,  as  foreman,  Mr.  Joseph  Harrison,  Jr., 
a  young  man  of  twenty-five,  and  a  good  practical  workman,  who  had 
been  employed  for  nearly  two  years  as  a  journeyman  in  the  Norris 
works,  and  had  been  schooled,  during  that  time,  amidst  the  indifferent 
saccesses  or  real  failures  of  Long  and  Norris,  and  Wm.  Norris  &  Go. 
The  first  locomotive  designed  under  the  above  auspices  was  called, 
when  finished,  the  Samuel  D.  Ingham,  after  the  President  of  the  road. 
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It  had  outside  cylinder  connections,  then  not  much  in  vogue, — run- 
ning gear  after  the  Baldwin  type,  with  one  pair  of  driving  wheels  be- 
hind the  fire  box,  and  with  four  wheel  truck  in  front.  It  had  the  dome 
or  *'  Bury  '*  boiler.  This  engine  had  some  points  about  it  which  dif- 
fered from  any  locomotive  that  had  preceded  it.  Its  most  distinguish- 
ing feature  was  an  ingenious  and  entirely  original  mode  of  reversement, 
invented  and  patented  by  Mr.  Andrew  M.  Eastwick,  the  junior  mem- 
ber of  the  firm.  It  is  scarcely  possible  to  give  a  correct  idea  of  this 
device  without  a  model  or  drawings,  but  its  principle  consisted  in  tho 
introduction  of  a  movable  block  or  slide,  called  a  reversing  vaWe, 
between  the  usual  slide  valve  and  the  opening  through  the  cylinder 
face.  This  reversing  valve  had  an  opening  through  it  vertically  for 
the  exhaust,  and  two  seta  of  steam  openings,  corresponding,  when 
placed  opposite  thereto,  to  the  openings  on  the  cylinder  face.  One 
set,  called  direct  openings,  passed  directly  through  the  valve,  and  when 
set  for  going  forward,  made  the  usual  channels  to  the  cylinder.  The 
second  set  of  openings  through  the  reversing  valve,  called  indirect 
openings,  and  coming  into  play  when  the  engine  moved  backwards, 
passed  from  the  upper  surface  of  the  valve  but  half  way  through  it, 
and  thence  were  diverted  laterally  to  the  side  of  the  valve,  and  thence 
along  the  side  and  again  laterally,  came  out  of  the  under  side  where 
the  reversing  valve  rested  against  the  valve  face  of  the  cylinder,  directly 
opposite  a  second  indirect  opening  on  the  upper  surface  of  this  valve. 
When  the  reversing  valves  were  set  for  going  forward,  the  direct 
openings  were  placed  exactly  over  the  steam  openings  on  the  cylinder, 
whilst  the  indirect  openings  came  over  the  solid  surface  of  the  cylin- 
der face,  and  Avere  then  entirely  out  of  use.  The  exhaust  opening 
through  the  reversing  valve  in  this  case,  came  directly  opposite  the 
exhaust  opening  on  the  cylinder.  The  slide  valve,  never  detached 
from  the  excentric,  moved  over  the  direct  openings  in  the  usual  way. 
Moving  the  reversing  valve  to  the  opposite  end  of  the  steam  chest 
from  where  it  had  been  placed  in  going  forward,  and  the  case  was  dif- 
ferent. Then,  steam  entering  the  reversing  valve  at  the  upper  side, 
instead  of  going  directly  into  the  cylinder  as  before,  was  diverted  in 
the  manner  just  described,  and  came  out  at  the  cylinder  face  at  the 
opposite  end  from  whence  it  had  entered  on  the  slide  valve  face,  on 
the  upper  side  of  the  reversing  valve,  and  thus  the  direction  of  the 
engine  was  changed  from  forwards  to  backwards,  or  vice  versa,  with- 
out detaching  or  re-attaching  any  of  the  moving  ports  of  the  valve 
gear.     The  principle  and  action  of  Mr.  Eastwick's  invention  may  be 
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guessed  at  from  what  has  been  described,  although  its  detail  may  not 
be  so  easily  made  out.  This  new  arrangement,  neat  and  efficient  as 
it  was,  had  its  defects,  which  no  doubt  interfered  with  its  general 
use.  It  increased  by  the  thickness  of  the  reversing  block,  the  length 
of  the  steam  openings,  in  going  forward,  and  further  increased  their 
length  in  going  backwards.  It  also  prevented  the  use  of  a  long  lap 
on  the  slide  valve,  for,  any  lead  of  the  excentric  in  going  forward, 
causing  a  corresponding  delay  in  receiving  steam  in  moving  back- 
ward. In  reviewing  these  defects,  the  beauty  and  originality  of  Mr. 
Eastwicks'  device  must  not  be  overlooked.  Nothing  for  the  same 
purpose,  so  novel  in  its  mode  of  action  had  preceded,  or  has  succeeded 
this  invention  of  a  Philadelphia  mechanic,  and  it  is  doubtful  whether 
any  locomotive  has  since  been  made  with  so  few  moving  parts  as 
this  first  engine  of  Garrett  &  Eastwick.  This  engine  had  for  the  first 
time,  the  rear  platform  covered  with  a  roof  to  protect  the  engineraan 
and  fireman  from  the  weather. 

The  success  of  the  *'  Samuel  D.  Ingham'*  was  quite  equal  to  any 
locomotive  of  its  class  that  had  been  built  up  to  that  period  in  Phila- 
delphia, and  orders  came  to  the  makers  from  several  sources  for  others 
of  the  same  kind. 

In  1836,  Henry  R.  Campbell,  of  Philadelphia,  *'  in  order  to  distri- 
bute the  weight  of  the  engine  upon  the  rails  more  completely,  pat- 
ented the  duplication  of  the  driving  wheels,  placing  one  pair  behind 
and  one  pair  in  front  of  the  fire-box,  using  the  swivelling  truck  in 
front,  of  Baldwin's  and  others.  Mr.  Campbell  subsequently  made  an 
engine  after  his  patent,  which  was  tried  on  the  Philadelphia  and 
Germantown  Railroad^  and  although  not  a  decided  success,  it  was  a 
great  step  in  the  direction  in  which  improvement  was  most  needed. 
Its  principal  defect  consisted  in  its  having  no  good  means  of  equal- 
ising the  weight  on  the  driving  wheels  so  as  to  meet  the  undulations 
in  the  track.  To  remedy  the  defects  in  the  Baldwin,  Campbell  and 
Norris  engines,  Garrett  &  Eastwick  (soon  thereafter  changing  their 
firm  to  Garrett,  Eastwick  &  Co.,  Joseph  Harrison,  Jr.,  becoming  the 
junior  partner)  commenced  in  the  winter  of  1836-7  a  new  style  of 
locomotive,  for  the  Beaver  Meadow  Railroad  Company.  Adopting 
the  Campbell  plan  of  running  geer,  they  aimed  towards  making  a 
much  heavier  engine  for  freight  purposes  than  had  yet  been  used. 
This  could  be  only  rendered  possible  on  the  slight  roads  of  the 
coxxniTjy  at  that  time,  by  a  better  distribution  of  the  weight  upon 
the  rails.     In  the  first  of  the  improved  engines  made  by  Garrett 
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k  Eastwick  for  the  Beaver  Meadow  Railroad,  Mr.  Andrew  M. 
Eastwick  introduced  an  important  improvement  .in  the  Campbell 
eight  wheel  engine,  for  which  he  obtained  a  patent  in  1836.  This 
improvement  consisted  in  the  introduction  under  the  rear  end  of  the 
main  frame  of  a  separate  frame,  in  which  the  two  axles  were  placed, 
one  pair  before  and  one  pair  behind  the  fire  box.  This  separate 
frame  was  made  rigid  in  the  *'  Hercules,**  the  first  engine  in  which 
it  was  used,  and  vibrated  upon  its  centre  vertically,  and  being  held 
together  firmly  at  the  ends,  both  sides  at  all  times  moved  in  the 
same  plane,  thus  only  accommodating  the  undulations  in  the  track 
in  a  perfect  manner  when  the  irregularities  were  on  both  rails  alike. 
The  weight  of  the  engine  rested  upon  the  centre  of  the  sides  of  this 
separate  frame  through  the  intervention  of  a  strong  spring  above 
the  main  frame,  the  separate  frame  being  held  in  place  by  a  centre 
pedestal  bolted  to  the  main  frame,  the  centres  of  the  frame  vibrating 
upon  a  journal  sliding  vertically  in  this  centre  pedestal.  Mr.  East- 
wick's  design  was,  however,  somewhat  imperfect,  in  not  accommodating 
the  weight  of  the  four  driving-wheels  to  the  irregular  undulations  no 
both  tracks.  There  were  other  minor  improvements  in  the  "  Her- 
cules/' one  of  which  was  the  introduction  for  the  first  time  into  steam 
machinery  of  the  bolted  stub-end  instead  of  the  old-fashioned  and 
unsafe  mode  of  gib  and  key  for  holding  on  the  strap.  This  device^ 
an  idea  of  Mr.  Harrison's,  is  now  universally  used  in  the  connecting 
rods  of  the  locomotive  engine.  The  **  Hercules,"  when  put  at  work 
on  the  Beaver  Meadow  Railroad,  proved  a  great  success,  and  led  to 
other  orders  for  the  same  class  of  engine.  This  division  of  the  weight 
on  more  points  of  the  road,  and  its  more  perfect  equalization  thereon^ 
seemed  at  the  time,  as  it  has  proved  since,  to  have  been  the  com- 
mencement of  a  new  era  in  the  history  of  the  locomotive.  To  remedy 
the  defect,  as  before  mentioned,  in  these  first  eight- wheel  engines 
incident  to  Mr.  Eastwick 's  plan,  an  improvement  was  patented,  in 
1838,  by  the  junior  partner  of  the  firm  of  Eastwick  &  Harrison. 
Mr.  Harrison's  patent  showed  many  ways  of  carrying  out  the  prin- 
ciple of  his  improvement,  but  the  one  preferred  consisted  in  placing 
the  two  driving  axle  bearings  in  pedestals  bolted  to  the  main  frame 
in  the  usual  manner,  and  by  the  use  of  a  compensating  lever  above 
the  main  frame,  vibrating  on  its  centre,  at  the  point  of  attachment 
to  the  main  frame,  the  ends  of  the  lever  resting  on  the  axle-boxea 
by  means  of  pins  passing  through  the  frame.  These  levers  vibrated 
on  each  side  of  the  engine  separately,  and  thus  met  all  the  uneven- 
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ness  in  both  rails  within  a  certain  prescribed  limit,  which  was  gov- 
erned by  the  play  of  the  axle-boxes  in  the  pedestals.  This  arrange- 
ment of  Mr.  Harrison  was  simpler,  lighter  and  cheaper  than  the  one 
that  had  preceded  it,  and  was  used  in  all  the  eight-wheel  engines  built 
by  Eastwick  &  Harrison  after  the  second  c»ne.  In  all  engines  now 
built  in  this  country  or  in  Europe  with  more  than  six  wheels  this  de- 
vice of  Mr.  Harrison  is  used  in  one  or.  other  of  the  different  ways 
indicated  in  his  patent. 

In  the  summer  of  1839,  Eastwick  &  Harrison  received  an  order 
from  the  Philadelphia  and  Reading  Railroad  Co.,  through  the  Chief 
Engineer,  Mr.  Moncure  Robinson,  for  a  freight  engine  that  had  pecu- 
liar points.  This  engine  was  designed  generally  upon  the  *'  Hercules*' 
plan,  but  it  was  stipulated  in  the  contract  that  the  whole  weight  should 
be  eleven  tons  gross,  with  nine  tons  on  the  four  driving-wheels.  It 
was  also  stipulated  that  it  should  burn  anthracite  coal  in  a  horizontal 
tubular  boiler.  To  distribute  the  nine  tons  on  the  driving-wheels, 
the  rear  axle  was  placed  under  the  fire-box,  and  somewhat  in  advance 
of  its  central  line,  instead  of  being  behind  the  fire-box,  as  in  the 
*'  Hercules."  This  arrangement  of  the  rear  axle  permitted  nine  ton* 
of  the  whole  weight  of  the  engine  to  rest  on  the  four  driving-wheels. 
The  boiler  was  of  the  Bury  type,  and  the  fire-box  had  the  then  un- 
precedented length,  outside,  of  five  feet.  The  tubes,  two  inches  in 
diameter,  and  only  five  f.et  long,  were  more  numerous  than  usual, 
and  filled  almost  to  the  top,  the  cylinder  part  of  the  boiler.  Cylinders 
12J  inches  in  diameter,  18-inch  stroke,  using  no  cut-off;  driving-wheels 
42  inches.  The  Gurney  draft-box  was  used  with  many  small  exhaust- 
jets,  instead  of  one  or  two  large  ones.  It  is  believed  that  this  engine 
used  for  the  first  time  the  steam  jet  for  exciting  the  fire  when  standing. 
The  engine  here  described,  called,  when  finished,  the  Gowan  and  Marx, 
after  a  London  banking  firm,  excited  much  attention  in  the  railroad 
world  by  its  great  tractive  power,  compared  with  its  whole  weight.  On 
one  of  its  trips  (February  20th,  1840)  it  drew  a  train  of  one  hundred 
undone  four-wheel  loaded  cars  from  Reading  to  Philadelphia,  at  an  ave- 
rage speed  of  9*82-)-  miles  per  hour,  nine  miles  of  the  road  being  a 
continuous  level.  The  gross  load  on  this  occasion  was  423  tons,  not 
including  the  engine  and  tender,  which,  if  the  weight  of  the  tender 
is  counted,  equalled  forty  times  the  weight  of  the  engine.  See 
'*  Journal  of  the  Franklin  Institute,"  1840,  vol.  25,  page  99,  Report 
of  G.  N.  Nicols,  Supt.  Philadelphia  and  Reading  Railroad,  which 
closes  as  follows :  *^  The   above  performance  of  an  eleven- ton  engine 
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is  believed  to  excel  any  on  record  in  this  or  any  other  country."  It 
may  be  doubted  whether  it  has  ever  been  excelled  since.  How 
strangely  this  feat  of  the  Gowan  and  Marx  compares  with  the  trials 
on  the  Liverpool  and  Manchester  Railroad  in  October,  1829,  when 
all  that  was  required  of  the  competing  locomotives  was,  that  they 
should  draw  about  three  times  their  own  weight,  tender  included,  on 
a  level  track,  five  miles  long,  specially  prepared  for  the  trial. 

In  1840  the  Gowan  and  Marx  attracted  the  particular  attention  of 
the  Russian  engineers,  Colonels  Melnikoff  and  Krafft,  who  had  been 
commissioned  by  the  Emperor  Nicholas  to  examine  into  and  report 
upon  the  various  systems  of  railroads  and  railroad  machinery,  then  in 
operation  in  this  country  and  in  Europe.  The  result  of  their  exam- 
ination was  favorable  to  the  American  system,  and  when  the  engineers 
above  named,  made  their  report  on  the  construction  of  a  railroad 
from  St.  Petersburg  to  Moscow,  an  engine 'upon  the  plan  of  the 
Gowan  and  Marx  was  recommended  as  best  adapted  to  the  purposes 
of  this  first  great  line  of  railroad  in  the  Empire  of  Russia,  and  Eastwick 
and  Harrison  were  requested  to  visit  St.  Petersburg  with  the  view 
of  making  a  contract  for  building  the  locomotives  and  other  machinery 
for  the  road.  Mr.  Harrison  went  to  St.  Petersburg  in  the  spring  of 
1843,  and  in  connection  with  Mr.  Thomas  Winans,  of  Baltimore,  a 
contract  was  concluded  with  the  government  of  Russia,  at  the  close  oi 
the  same  year,  for  building  162  locomotives,  and  iron  trucks  for  2,500 
freight  cars.  Eastwick  and  Harrison  closed  their  establishment  in 
Philadelphia  in  1844,  removing  a  portion  of  their  tools  and  instru- 
ments to  St.  Petersburg,  and  there,  under  the  firm  of  Harrison, 
Winans  and  Eastwick,  completed,  at  the  AlexandrolFsky  Head  Mechan- 
ical Works,  the  work  for  which  they  had  contracted,  much  additional 
work  during  the  progress  of  the  contract,  being  added  thereto.  The 
first  contract  was  closed  in  1851,  at  which  time  a  second  contract,  by 
two  members  of  the  firm,  for  the  repairs  to  the  rolling  stock  of  the  St. 
Petersburg  and  Moscow  Railroad,  was  entered  into,  which  continued 
until  1862. 

The  eight  wheel  locomotive  of  Eastwick  and  Harrison,  made  its 
first  reputation  as  a  freight  engine  only.  In  1842,  two  of  these  en- 
gines were  built  by  E.  and  H.  for  the  Baltimore  and  Ohio  Railroad, 
which  vrere  specially  designed  for  running  passenger,  trains  at  extra 
fast  speed.  One  of  these  engines,  during  the  year  1844,  ran  the 
large  aggregate  of  87,000  miles,  which,  by  the  annual  report  of  the 
Baltimore  and  Ohio  road  for  that  year,  is  assumed  to  be  the  largest 
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result  on  record  up  to  that  time.  The  locomotive  of  the  Hercules 
tjpe,  and  those  that  immediately  followed  it  from  the  same  makers, 
is  now  the  standard  engine  for  passenger  trains  in  this  country,  and 
is  being  introduced  in  Europe  for  the  same  purpose,  but  it  is  not  now 
used  generally  as  a  freight  engine. 

In  the  years  following  the  early  efforts  of  Baldwin,  Norrih,  Gamp- 
bell  and  Eastwick  and  Harrison,  other  Philadelphia  engineers  and  ma- 
chinists entered  the  field  in  the  manufacture  and  improvement  of  the 
locomotive.  Mr.  Henry  R.  Campbell  built  several  very  creditable  six- 
wheel  engines.  James  Brooks  &  Co.,  aided  by  Mr.  Samuel  Wright,  a 
young  man  of  good  practical  skill,  constructed  a  locomotive  which  had 
several  new  points  worthy  of  notice.  Its  running  gear  was  after  the 
type  of  the  six-wheel  engine  of  Baldwin,  with  one  pair  of  driving  wheels 
behind  the  fire-box,  and  with  outside  cylinder  connections.  The  cross- 
head  slides  were  made  in  the  form  of  a  cylinder,  bored  out  and  ar- 
ranged to  serve  the  purpose  of  feed-pumps,  the  cross-head  forming 
the  piston  of  the  pump.  The  connecting  rod  entered  the  lower  or 
open  end  of  the  slide,  which  was  large  enough  to  allow  clearance  at 
the  angles  of  the  rod.  The  usual  valve  chamber  was  placed  at  the 
upper  end  of  the  slide  and  thence  a  pipe  led  to  the  boiler.  This  mode 
of  arranging  a  feed  pump  was  more  ingenious  in  design  than  useful 
in  practice,  and  was  not  repeated  in  a  second  engine  built  by  the  same 
makers.  A  second  point  in  the  Wright  engine  was  the  mode  of  re- 
versement,  which  was  the  same  in  principle  as  the  Costell  plan.  The 
slide  valve  was  open  through  the  top,  from  the  exhaust  cavity  under- 
neath, and  terminated  in  a  cylindric  form  in  which  was  fitted  a  me- 
tallic spring-piston  closing  up  the  opening  through  the  valve.  When 
the  engine  was  going  forward,  steam  from  the  boiler  entered  the  steam 
chest,  and  the  slide  valve  acted  in  the  usual  manner.  When  going 
backward,  by  the  peculiar  arrangement  of  a  slide  valve  which  acted 
also  as  a  steam  or  throttle  valve,  the  steam  from  the  boiler,  by  a  pro- 
cess similar  to  a  two-way  cock,  was  turned  under  the  cylinder  slide 
valve  and  into  the  cavity  of  the  exhaust,  forcing  the  piston  in  the  top 
of  the  valve,  upward  and  against  the  evenly  planed  under  surface  of 
the  steam  chest  lid,  the  exhaust  pipe  becoming  the  steam  chest,  and 
the  steam  chest  the  exhaust  pipe,  and  vice  versa  when  the  movement 
of  the  engine  had  to  be  changed. 

This  mode  of  throttle  valve  and  reversement  valve  in  one,  combined 
with  the  piston  slide  valve,  was  a  most  simple  and  certain  arrange- 
ment.  It  had,  with  Costell's,  the  same  defect  in  the  matter  of  the  lead 
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of  the  slide  valve  as  the  Eastwick  mode  of  reversement.  Eastwick  and 
Harrison  made  two  h)comotived  in  1838,  with  vibrating  valves  moving 
on  faces  on  the  side  of  fixed  cylinders,  reversing  Costcll's  plan.  In 
these  two  engines  the  throttle  valve  and  reverse  were  combined  in 
the  .>anie  manner  as  in  the  Wright  and  in  the  Costell  engine,  hv 
the  movement  of  a  slide  valve  moving  over  three  openings. 

With  the  second  engine  of  James  Brooks  &  Co.,  also  designed  by 
Samuel  Wright,  an  attempt  was  made  to  secure  the  adhesion  of  the  for- 
ward s^^ivolling  truck  wheels  in  combination  with  one  pair  of  driving 
wheels  behind  the  fire-box,  which  worked  with  fair  practical  suc- 
cess. This  same  idea  was  carried  out  by  Mr.  Baldwin  at,  or  near  this 
period.  James  Brooks  &  Co.  did  not  continue  the  building  of  locomo- 
tives after  this  second  trial.  About  this  time,  Messrs  Charles  &  EscoH 
Sellers,  of  the  firm  of  Coleman  Sellers  &  Sons,  of  Philadelphia,  built  a 
locomotive  somewhat  after  the  plan  of  the  Baldwin  engine.  It  is  not 
remembered  that  this  engine  had  any  specially  original  points  except 
in  the  arrangement  of  the  draw-link  between  the  engine  and  tender, 
whereby  the  point  of  attachment  to  the  engine  could  be  raised  or  low- 
ered, so  as  to  bring  more  or  less  of  the  weight  of  the  tender  for 
increasing  the  adhesion  of  the  driving  wheels.  Mr.  Escoll  Sellers, 
some  years  later  than  this,  invented  and  patented  the  plan  of  central 
rail,  with  vertical  friction  rollers,  the  same  as  has  been  used  up  to  a 
recent  period  on  the  '*  Fell  *'  railroad  crossing  Mont  Cenis,  before  the 
completion  of  the  tunnel.  Edward  Young,  at  Newcastle,  Delaware, 
and  Leonard  Phleger,  Philadelpbians,  also  made  improvements  in  the 
locomotive. 

In  184t)  Septimus  Norris,  a  brother  of  Wm.  Norris,  patented  a  ten 
wheel  locomotive  with  six  driving  wheels,  combined  with  swivelling 
truck  forward.  Several  of  these  engines  were  built  for  the  Philadel- 
phia and  Reading  Railroad.  It  is  true  that  from  amongst  all  these 
pioneers  in  the  manufacture  and  improvement  of  the  loconiotive 
engine,  the  Baldwin  Locomotive  Works  only  remains  in  Philadelphia 
at  this  time.  But  the  fact  that  the  smaller  establishments  exist  no 
longer,  should  not  cause  the  workers  in  the  early  day  to  be  forgotten. 
They  helped  to  attract  the  attention  of  the  railway  world  towards 
Philadelphia  as  the  great  source  of  supply  for  railroad  machinery,  and 
in  this  they  helped  also  to  make  it  possible  for  us  to  have  to  day,  ihe 
great  locomotive  establishment,  which  is  now  the  pride  and  boast  of 
Philadelphia. 

The  story  has  now  been  told  of  what  Philadelphia  engineers  and 
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mechanics  have  done  at  home,  in  the  early  and  later  day,  in  the  de- 
Telopment  and  improvement  of  the  locomotive  engine.  This  record 
would  not  be  complete  without  some  reference  is  made  to  that  which 
they  have  done  outside  of  Philadelphia.  These  workers  can  be  found 
everywhere,  and  for  nonrly  forty  years  Philadelphia  skill  has  been 
sought  for  to  fill  responsible  places  in  all  parts  of  the  United  States, 
in  the  West  Indies,  in  South  America  and  in  Europe,  nnd  even  in 
British  India. 

In  tracing  this  history  from  the  date  of  Colonel  Long*s  first  effort 
to  the  period  at  which  the  locomotive  has  reached  its  present  per- 
fection, it  cannot  but  be  noted  how  persistently  and  tennciously 
Philadelphia  mechanics  and  engineers  clung  to  the  early  idea  of 
making  an  engine  that  should  have  important  original  traits,  and  it 
i.s  further  remarkable  that  in  no  single  instance  has  there  been  even 
a  desire  to  merely  repeat  what  had  been  done  elsewhere.  The  eight- 
wheel  engine  of  Campbell, — first  conceived  by  him  in  1836,  and 
with  the  added  improvements  of  Eastwick  and  Harrison  in  1836 
and  1837,  subsequently  copied  by  Baldwin,  Norris  and  all  other 
makers,  is  to-day,  after  more  than  thirty  years  of  trial,  with  but 
little  change  except  in  its  greatly  increased  weight, — the  passenger 
locomotive  of  this  country.  Baldwin,  Norris  and  others  did  much 
toward  the  improvement  of  the  freight  engine,  and  have  earned  a 
well-merited  reputation  in  its  construction,  which  the  present  pro- 
prietors of  the  Baldwin  Locomotive  Works  most  manfully  maintain. 
Take  the  best  locomotives  now  made  in  the  United  States,  Jind  it 
will  be  difficult  to  find  one  that  has  not  upon  it  some  distinct  impress 
of  a  Philadelphia  mechanic,  and  it  may  be  fairly  claimed  that  they 
have  made  a  mark  upon  this  most  important  and  useful  machine  that 
is  eminently  Philadelphian. 

In  the  long  future,  when  ^he  story  of  the  locomotive  is  inquired 
into  and  rehearsed  by  the  curious,  as  it  will  be,  Philadelphia's  honors 
fairly  earned,  will  not  be  overlooked,  nor  should  the  names  of  those 
who  have  aided  in  earning  this  honor  be  forgotten. 

It  is  not  only  in  the  improvement  of  the  locomotive  that  Philadel- 
phia engineers  and  mechanics  excel,  but  they  are  widely  known  and 
appreciated  as  the  designers  and  manufacturers  of  all  other  kinds  of 
railroad  machinery.  They  are  particularly  noted  for  perfection  in 
machines  and  instruments  used  in  building  the  locomotive  engine. 

The  ordinary  observer,  in  looking  at  the  perfect  locomotive  of  the 
present  day,  and  the  perfect  means  in  material  and  in  instruments, 
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which  render  it  now  so  easy  to  make  it  what  it  is,  bestows  little  thought 
upon  the  amount  of  labor,  both  of  brain  and  body,  that  has  been  ex- 
pended in  bringing  it  to  this  perfection.  It  is  plain  from  the  record* 
that  there  was  no  Royal  road  to  the  end  attained. 

The  story  of  the  railroad  has  been  in  part  told  in  this  history,  and 
it  is  shown  in  how  little  estimation  it  was  held  up  to  near  the  close 
of  the  decade  ending  with  1830.  Its  present  value  is  patent  to  every 
one,  and  it  looms  up  as  something  so  vast  as  almost  to  disarm  discus- 
sion. But  this  value  remained  almost  entirely  latent  from  the  time 
the  first  iron  rail  was  laid  down  until  the  improvements  in  the  loco- 
motive in  1829.  From  that  time  the  railroad  took  the  place  it  fills 
to-day,  a  result  only  made  possible  by  the  little  machine  that  we  now 
see  glinting  in  the  sunlight  as  it  crosses  field  and  meadow  with  its 
lengthened  train, — that  we  hear  in  the  d.irkness  of  midnight,  and  that 
even  now  is  threading  its  way  in  Cimmerian  gloom  through  the  Alpine 
tunnel,  with  a  mile  of  rock  above  its  head,  making  it  possible  to  change 
the  dreary  cold  of  winter  to  the  summer  glow  of  an  Italian  sky  in  less 
than  one  short  hour.  It  was  this  little  machine  which  never  tires  in 
its  work,  and  which  we  never  tire  in  the  looking  at ;  that  evoked  the 
latent  spark,  toAvard  which  the  student  turns  from  his  books,  the 
ploughman  stays  his  team,  and  the  mechanic,  the  mother  and  the 
playful  child,  stop  in  their  pursuits,  to  gaze  and  wonder  as  it  passes 
by, — not  once  nor  twice,  but  ever,  as  it  speeds  along,  they  stop  and 
wonder  as  at  something  new  and  never  seen  before. 

It  is  this  wondrous  steed, 

**  With  iron  nerves,  and  longs  of  fire." 
that  has  made  the  railroad  what  it  is,  that  has  won  this  triamph  over 
Time  and  Space. 

Philadelphia,  December,  1871. 


An  Experimental  Gas  Works.— The  German  Society  of  Gas 

and  Water  Experts  have  under  consideration  a  plan  for  establishing 
an  experimental  gas  works,  for  the  purpose  of  deciding  various  ques- 
tions which  may  arise  in  the  details  of  their  profession,  by  actual  ex- 
periment. The  proposed  plan,  if  adopted,  will  be  upon  a  large  scale^ 
so  as  to  reproduce,  as  far  as  possible,  all  the  conditions  met  with  in 
practice; 
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KEOKUK   AND  HAMILTON   BRIDGE. 

By  Joseph  S.  Smith,  ResideDt  Engineer. 
(Continaed  from  page  195.) 

ConBtruction  of  the  Work^  Delays^  <fc. — A  change  in  the  first  ar« 
rangement  of  the  spiins  having  been  decided  on,  in  order  to  leave  a 
clear  water-way  of  160  feet  on  the  square  for  the  draw  span  channels, 
final  plans  were  prepared  early  in  June,  1869.  In  order  not  to  be 
delayed  for  stone  during  the  extreme  low  water  season,  when  naviga- 
tion  on  the  rapids  becomes  very  uncertain  on  account  of  the  many 
shoals,  large  quantities  of  the  stone  were  brought  down  and  piled  on 
the  levee  for  use  in  the  construction  of  the  levee  abutments  and  walls 
of  the  approach.  In  fact  everything  promised  busy  times  for  all 
connected  with  the  work,  but  the  unusually  high  water  season  ex- 
tending over  the  months  of  April,  May  and  July,  part  of  August,  all 
of  September  and  October,  and  a  part  of  November,*  seriously  re- 
tarded operations,  so  that  work  in  the  river  had  to  be  postponed  to 
the  following  season.  In  the  meanwhile  the  available  time  was  turned 
to  account ;  grading  was  commenced  on  the  eastern  approach  in  March, 
but  the  spring  lise  early  in  April  flooding  the  borrowing  pits,  com- 
pelled the  contractors  to  suspend  operations ;  and  it  was  not  till  late 
in  November  that  any  amount  of  work  was  done  on  it,  although  twice 
attempted,  once  in  June  and  again  iir  August,  during  low  stages  of 
water.  Grading  on  the  western  approach  was  begun  during  May, 
but  only  completed  during  October,  operations  being  suspended  dur- 
ing June,  August  and  September.  The  western  levee  abutment,  with 
its  foundation  carried  down  17  feet  to  the  rock,  through  the  old 
debrU  of  sticks  of  oak,  rip-rap,  scrapings  of  steamboat  furnaces  and 
other  material  deposited  during  the  early  days  of  Keokuk,  was  com- 
pleted early  in  June  during  a  low  stage  of  water,  and  on  the  15th 
the  contractor  commenced  placing  the  coffer-dam  for  the  eastern  abut- 
ment of  the  main  bridge.  Although  pumping  out  was  commenced 
early  in  July,  it  was  the  6th  of  August  before  the  excavation  for  the 
foundations  could  be  got  at.  The  first  stone  was  laid  August  12th. 
On  the  19tli  the  high  water  flooded  everything;  the  dam  having  been 
raised  above  the  flood,  work  was  resumed  on  the  21st,  and  two  courses 
laid  ou  the  south  wing  by  the  23d,  when  operations  were  again  sus- 
pended by  the  ''  Father  of  Waters,"  who  seemed  deteimined  during 
the  entire  time  of  construction  to  prevent  it  in  one  way  or  another. 

Nothing  was  done  en  this  dam  until  the  6th  of  November,  from  which 
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time  until  the  9th  of  December  the  masonry  was  pashed  ahead,  bat 
not  finally  completed  antil  March  of  the  following  season.  The  coffer- 
dam necessary  for  the  western  approach  masonry  and  western  rest 
pier  was  begun  in  December,  1869 ;  it  was  260  feet  long,  by  an  average 
width  of  105  feet.  It  was  pumped  out  23d  of  January,  1870.  Masonry 
commenced  on  8th  of  February.  Being  favored  with  a  splendid 
building  season  during  the  usually  rigorous  months  of  February  and 
March,  the  masonry  was  raised  above  the  water  level  of  the  river  on 
the  8th  of  March,  and  the  dam  allowed  to  fill  to  save  labor  in  hoist- 
ing material.  We  were  not  yet  out  of  the  reach  of  the  water,  for 
the  spring  flood,  beginning  on  the  19th  of  March,  after  a  lively  race 
between  the  masons  and  the  rising  water,  flooded  the  greater  portion 
of  the  work  by  the  30th  of  March.  Being  well  advanced  by  the  mid- 
dle of  May,  and  the  river  once  more  aj;  a  favorable  stage,  it  was  de- 
termined to  push  the  construction  of  the  piers.  Acc6rdingly,  the 
coffer-dam  for  the  first  pier  from  the  eastern  shore  was  placed  in 
12J  feet  of  water  on  the  20th  of  May — a  few  days  over  eleven 
months  since  the  adjoining  abutment  had  been  commenced. 

The  system  devised  for  securing  an  anchorage  on  a  rock  bottom  with 
but  few  fissures,  and  no  certainty  of  holding  an  anchor  long  enough 
to  build  cribs  in  place  as  a  protection  against  rafts,  and  obtain  slack 
water  for  the  construction  of  the  dams,  although  not  original,  may 
not  be  uninteresting,  and  wa&  as  follows  :  A  small  scow  or  lighter 
was  first  anchored  at  the  pier  site,  its  position  being  determined  by 
triangulation ;  the  diver's  scow,  with  pumping  apparatus,  &c.,  was  se- 
curely anchored  (often  with  a  great  deal  of  labor  and  loss  of  time 
from  dragging  of  anchors)  about  60  feet  above  the  first  lighter  aud  in 
the  line  of  the  pier  axis ;  a  hole  was  then  jumped  into  the  bed  rock  of 
the  river  from  this  scow,  with  a  long  drill  passing  through  a  large* 
sized  gas  pipe,  the  diver  directing  operations  at  the  bed  of  the  river^ 
and  preventing  the  hole  filling  with  the  shifting  sands.  Into  thia 
hole  was  then  securely  fastened  a  bolt  with  a  clevis  and  chain  at- 
tached, and  the  placed  marked  with  a  buoy.  Having  now  something 
to  fasten  to,  it  was  an  easy  matter  to  construct  cribs  and  fill  them 
with  stone,  and  in  the  slack  water  below  to  put  together  coffer-dam 
frames.  Five  of  these  anchor  bolts  were  required,  on  an  average,  to 
each  pier.  When  the  frame  of  the  dam  was  all  ready  it  was  set  in 
placQ  by  triangulation,  with  one  instrument  on  the  bridge  line,  then 
sunk  to  place,  sheeted,  and  filled  above  the  water  level.  When 
pumped  out  aud  ready  for  the  masonry,  the  distance  was  accuratelj 
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measured  with  a  steel  wire  under  strain,  measured  on  a  spring  bal- 
ance sufficient  to  swing  it  clear  of  the  river,  the  span  length  being 
tested  from  previous  established  distances,  and  the  pier  axis  turned 
off  with  an  instrument,  thus  insuring  the  parallelism  of  the  piers  at 
the  required  distances. 

The  protecting  cribs  were  built  in  two  parallel  courses,  10  feet 
apart  between  out  and  inside  timbers,  of  12  x  12  pine  timber,  half 
notched  into  each  other  at  the  up-stream  point  and  shoulders,  with 
CI  OSS  ties  also  notched  into  the  side  timbers,' leaving  spaces  between 
of  six  inches,  and  the  whole  well  bolted  together  with  long  bolts  reach- 
through  all  the  timbers.  The  form  of  the  up-stream  end  was  a  right 
angle ;  the  sides  below  the  shoulders  were  not  parallel  with  the  axis 
of  the  pier,  but  were  somewhat  flared  to  receive  and  protect  the  coffer- 
dam and  afford  protection  to  barges  or  floating  derricks  during  the 
construction  of  a  pier.  When  sufficient  timbers  were  placed  to  reach 
the  bed  of  the  river,  a  course  of  heavy  plank  was,  laid  at  the  water 
level,  and  the  whole  crib  well  weighted  down  with  stone.  So  soon  as 
the  masonry  was  well  above  water  these  cribs  were  easily  removed  to 
another  pier  site. 

The  form  of  the  coffer-dams  corresponded  to  that  of  the  piers,  ex- 
cept that  the  down-stream  end  was  straight.  The  clear  space  across 
the  dam  between  side  timbers  was  20  feet,  leaving  5  feet  in  the  clear 
of  the  masonry  at  foundation  courses.  The  outside  and  inside  timbers 
of  the  sides  were  of  12  x  12  pine,  in  three  courses,  vertically  three 
feet  apart,  securely  bolted  to  vertical  posts  placed  8  feet  apart  on  the 
outside  of  the  side  timbers,  and  resting  on  the  bed  rock  when  the 
frame  was  loaded  down  in  correct  position.  The  sheet  piling  was  of 
2"  pine  plank,  spiked  on  to  the  horizontal  timbers  after  being  driven 
well  down  on  to  the  rock  to  broom  up  the  ends.  A  clear  space  of 
seven  feet  was  thus  left,  which  was  well  puddled.  Long  bolts,  1^  in. 
diam.,  with  nut  and  washer  on  each  end,  reaching  through  the  side  and 
vertical  timbers,  tied  the  frame  well  together.  This  form  of  dam 
answered  very  well  in  from  8  to  16  feet  of  water. 

The  first  stone  was  laid  in  the  first  pier  from  the  eastern  shore 
June  15th,  and  the  last  in  the  coping  of  rest  pier  was  laid  Dec.  3d, 
1870.  During  these  five  and  a  half  months  eleven  piers  were  built, 
containing  4282  cubic  yards  of  masonry,  or  one  every  two  weeks — a 
daily  average  of  30  cubic  yards,  including  time  occupied  in  preparing 
dams,  cribs,  &c.,  for  foundations.  The  summer  season  was  an  unusu- 
ally hot  one,  the  thermometer  for  forty  dnys  averaging  100^  in  the 
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shade  at  mid-day,  and  was  very  trying  on  all.  Although  the  work 
was  done  during  the  favorable  building  periods  of  two  seasons,  yet 
with  an  ordinary  season  it  could  have  been  completed  in  the  required 
time. 

Spans, — The  general  arrangement  of  the  spans  is  as  follows  :  Com- 
mencing from  the  Iowa  shore,  where  .the  main  channel  of  the  river  is, 
the  dimensions  of  that  part  of  the  bridge  are  fixed  by  the  Act  of  Con- 
gress, and  call  for  two  fixed  spans  of  250  feet  for  the  passage  of  rafts, 
and  of  a  pivot  draw  having  two  openings  of  160  feet  in  the  clear. 
The  remainder  of  the  bridge  was  divided  into  eight  fixed  spans,  that 
being  the  most  economical  arrangement  determined  by  the  ratio  of 
cost  between  span  and  pier.  The  final  arrangement  of  the  spans  was 
as  follows  :  The  draw  span  is,  from  centre  to  centre  of  rest  piers,  378' 
94",  leaving  a  clear  water-way  on  both  sides  of  the  pivot  pier  of  160 
feet,  measured  on  the  square  with  the  pivot  pier  protections,  and  is 
the  longest  draw-span  yet  erected  on  the  Mississippi  River.  The  ad- 
joining fixed  spans  are  one  of  257'  1  J",  one  of  25G'  H",  leaving  a  clear 
water-way  of  250  feet  for  the  passage  of  rafts ;  then  follow  three 
spans  of  162'  If"  each,  one  of,  151'  4",  then  three  of  164'  7"  each, 
and  one  to  the  centre  of  east  abutment,  of  163'  7'' — all  measured 
from  centre  to  centre  of  piers,  making  the  total  length  of  superstruc- 
ture 2188'  9^",  and  from  back  wall  of  western  rest  pier  to  back  wall 
of  east  abutment  2192  feet. 

Superstritcture, — The  superstructure  was  contracted  for  by  the 
Keystone  Bridge  Company,  of  Pittsburg,  Pa.,  and  is  the  well-known 
Linville  &  Piper  wrought  iron  bridge,  a  quadrangular  girder  with 
double  intersections.  The  designs  for  the  superstructure  were  fur- 
nished by  J.  H.  Linville,  C.  E.,  the  drawings  being  carefully  worked 
up  under  the  direction  of  Mr.  M.  Benner,  at  Pittsburg.  It  is  a  through 
bridge,  on  a  skew  of  17J^,  with  a  distance  of  21'  6"  from  centre  to 
centre  of  trusses,  having  a  single  line  of  railway  track  and  two  tram- 
ways for  local  traffic,  the  track  being  placed  in  the  centre  between 
the  tramways.  On  each  side  of  the  bridge,  outside  of  the  trusses,  are 
footwalks,  5  feet  wide,  protected  by  light  and  substantial  iron  lattice 
railings,  and  are  supported  by  the  floor  beams,  which  are  extended 
beyond  the  trusses  for  this  purpose.  The  floor  is  planked  throughout 
with  oak.  The  depth  of  truss  for  the  short  spans  is  21  feet  from  the 
centre  of  the  lower  chord  to  the  top  of  the  upper  one,  and  for  the 
longer  spans  is  twenty- seven  feet.  The  under  side  of  the  chord  is 
placed  10  feet  above  the  level  of  high-water  mark  of  1851,  the  high* 
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e»t  water  known  at  this  point.  The  lower  chord  of  the  fixed  spans 
is  formed  of  wrought  iron  bars,  with  pin  connections.  The  bars  are 
made  by  upsetting  the  ends  of  flat  bars  of  rolled  iron  till  an  increase 
of  section  is  obtained,  then  the  hole  for  the  pin  is  drilled,  thus  avoid- 
ing the  possibility  of  defective  welds.  The  upper  chord  is  foruied  of 
two  channel  beams  outside,  with  two  I  beams  between  them,  9  inches 
deep,  placed  side  by  side  and  united  by  a  plate  rivetted  to  their  upper 
flanges.  The  width  of  chord  is  22  inches  for  the  short  spans,  and 
two  feet  for  the  long  ones.  The  posts  are  of  wrought  iron,  of  the 
Linville  pattern ;  the  sections  are  rivetted  close  together,  at  top  and 
bottom,  but  separated  at  the  centre,  with  ferrules  on  the  rivets,  thus 
offering  facility  for  painting  both  out  and  inside.  The  intermediate 
posts  rest  on  cast  iron  pedestals,  with  a  gib  block  between  the  pedes- 
tal and  floor  beams ;  the  end  posts  rest  on  cast  iron  pedestals,  and 
these  on  cast  iron  wall  plates,  extending  across  the  pier;  at  one  end 
of  each  span  a  set  of  rollers  is  placed  between  the  pedestal  and  wall 
plates,  to  provide  for  the  expansion  of  the  material.  The  ties  are  of 
square  iron,  with  a  welded  loop  at  the  lower  end,  passing  around  the 
pin.  The  upper  end  is  provided  with  a  nut,  resting  on  cast  iron  an- 
gle blocks.  The  ties  have  also  upset  ends,  and  the  section  is  not  re- 
duced by  having  the  thread  cut  on  it.  The  floor  beams  are  suspended 
with  four  rods  of  four  square  inches  area  each,  two  under  each  post, 
passing  through  a  heavy  cast  iron  washer,  and  secured  with  nuts. 
The  floor  beams  are  formed  of  two  10-inch  channel  beams,  well  trussed 
with  two  rolled  plates  of  iron,  4J''  x  Ig''  each,  and  are  35''5"  long. 
The  draw  span  is  similar  to  those  erected  by  this  Company  at  Du- 
buque and  Kansas  City,  having  an  arched  upper  chord.  Its  length 
over  all  is  378''3",  its  extreme  length  over  both  long  sides  is  384''11". 
The  difference  in  skew  for  this  span  as  well  as  for  the  fixed  spans  is 
6''6j".  The  depth  of  truss  at  end  posts  is  twenty-seven  feet,  cor- 
responding with  the  fixed  spans,  and  at  the  centre  is  thirty-five  feet, 
giving  a  versed  sine  of  8  feet.  The  posts  are  of  the  same  pattern  as 
on  fixed  spans.  The  top  and  bottom  chords  are  made  of  channel  and 
I  beams,  9"  deep,  with  a  top  plate  rivetted  to  their  upper  flanges  and 
cross  bracing  pieces  on  the  under  side  of  chord ;  the  chords  are  made 
continuous,  being  securely  rivetted  together  with  side  plates.  The 
ties  are  round  in  section,  with  both  ends  upset  for  screws.  The  four 
centre  angle  blocks  are  forged,  the  remainder  are  of  cast  iron.  The 
turn-table  has  an  external  drum,  30  feet  in  diameter,  made  of  wrought 
iron  rolled  plates,  well  rivetted  together.     Under  the  drum  are  the 
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poney  wheels,  resting  on  cast  iron  track  segments,  and  serving  to 
keep  the  truss  steady  when  opening.  There  are  two  levers  for  turn- 
ing the  draw  by  hand,  but,  for  greater  ease  in  turning  so  large  a  mass 
and  having  more  perfect  control  of  it,  a  steam  engine  is  provided, 
placed  under  the  roadway  and  attached  to  the  drum.  The  centre 
part  around  the  cone  weighs  nine  tons  and  is  of  cast  iron  ;  it  is  sus- 
pended on  one  of  Sellers  &  Co.'s,  Philadelphia,  patent  pivots  by  12 
three-inch  adjusting  screws.  A  latch,  secured  to  the  end  floor  beams 
of  the  truss,  holds  the  draw  in  place  ;  these  latches,  together  with  the 
wedges  under  end  posts,  are  worked  from  the  centre  with  levers. 
Eight  hydraulic  rams,  each  4  inches  in  diameter,  placed  within  the 
end  floor  beams,  an  1  having  pipes  connecting  them  with  the  engine 
at  the  turn-table,  and  driven  by  steam,  are  used  to  raise  the  trusses 
when  swung  into  position  well  above  ihe  wall  plates  on  the  rest  piers, 
and  to  enable  the  wedges  to  be  thrust  well  under  the  end  posts,  so  as 
to  prevent  any  distortion  of  the  truss  when  one  arm  only  is  loaded, 
and  to  relieve  all  strain  at  centre  on  upper  chord.  They  raise  end  of 
draw  about  ^  of  an  inch,  and  have  given  very  satisfactory  results, 
working  steadily  and  surely.  The  spring  of  the  safety  valve  is  rated 
to  lift  at  2500  lbs.  pressure  per  square  inch. 

Erection  of  Superstructure, — The  first  pier  having  been  completed 
on  the  5th  of  July,  1870,  the  falseworks  for  this  span  were  put  in 
during  the  month,  and  it  was  swung  ofl*  its  bearings  on  the  6th  of 
August.  Although  the  four  adjoining  piers  were  raised  well  in  ad- 
vance of  the  superstructure,  yet  it  was  not  allowed  to  be  raised  until 
a  temporary  trestle  approach  had  been  built  for  the  Ferry  Company, 
so  that  they  could  land  their  boats  below  the  bridge.  This  caused  a 
delay  of  about  two  weeks  of  very  valuable  time,  during  a  low  stage  of 
water.  Matters  having  been  thus  satisfactorily  arranged,  the  super- 
structure was  proceeded  with,  and  the  remaining  seven  short  spans 
were  raised  before  the  ice  formed.  As  the  work  had  now  reached 
that  portion  of  the  river  where  falseworks  would  be  exposed  to  dan- 
ger from  passing  rafts  and  steamboats,  it  was  decided  to  put  in  cribs 
filled  with  stone  and  place  a  strong  boom  above,  but  resting  against 
them,  to  fend  ofl"  the  rafts,  and  during  the  running  ice  to  protect 
the  falseworks  in  a  measure  from  its  shock.  Whilst  raising  the  long 
span,  in  the  middle  of  December,  the  weather  became  intensely  cold, 
the  thermometer  remaining  at  or  near  zero  for  several  days,  and  the 
heavily  running  ice  threatened  to  carry  everything  before  it ;  bat  the 
pmtient  endurance  of  the  cold  and  wind  by  the  men  overcame  all  ob* 
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stflicles,  and  the  span  was  got  out  of  danger  in  good  time.  The  river 
gorged  on  Christmas  Day,  and  as  soon  ns  the  ice  became  safe  the 
removal  of  this  falsework  to  the  remaining  long  span  was  commenced. 
This  was  a  very  tedious  operation,  as  they  had  to  be  taken  apart  and 
the  legs  cut  loose  from  the  ice,  and  when  put  together  again  fresh 
holes  had  to  be  cut  through  the  ice  to  get  them  into  place.  Seven  of 
these  bents  had  been  raised  in  the  last  span  when  the  January  thaw 
rendered  the  ice  very  unsafe  for  crossing  heavily  loaded  teams.  The 
ferry-boat  forced  a  channel,  below  the  bridge,  to  the  Illinois  landing, 
on  the  10th  of  January.  The  heavy  pressure  of  the  gorges  that  had 
recently  formed  on  the  rapids  closed  this  channel  the  same  evening, 
taking  out  all  the  bents,  booms  and  cribs;  the  following  afternoon  the 
pressure  became  so  great  that  a  channel  was  forced  through  along  the 
west  shore,  and  all  the  ice  From  above  moved  out,  at  the  same  time 
throwing  down  seven  bents  of  the  lower  falsework  raised  f «  r  the  draw 
span.  Although  the  damage  was  great,  and  lumber  of  proper  lengths 
not  to  be  procured  nearer  than  Chicago,  yet,  having  an  open  river,  it 
was  determined  to  push  the  work  ;  but,  inside  of  24  hours,  on  the 
12th  of  January,  the  thermometer  fell  64°,  and  on  the  14th  and  15th, 
after  a  very  severe  storm  of  hail,  sleet  and  snow,  the  river  gorged 
again,  and  crossing  on  foot  was  resumed  by  the  19th.  The  uncertain 
state  of  the  weather  during  the  remainder  of  January  and  February 
rendered  the  ice  very  uncertain  for  raising  the  falseworks  for  the  last 
span;  but,  as  the  draw  span  was  protected  with  an  ice-breaker  pier 
rest,  the  work  was  resumed  with  an  increased  force  and  pushed  vigor- 
ously, although  under  serious  disadvantages.  After  a  warm  period, 
the  ice  finally  took  its  departure  in  a  very  quiet  manner  early  on  the 
25th  of  February,  having  been  closed  nearly  two  months.  This 
break  up  was  general  all  the  way  up  the  river,  and  was  followed  by  a 
high  stage  of  water,  together  with  a  large  amount  of  heavily  running 
ice,  lasting  to  the  2d  of  March.  The  falseworks  for  the  last  span 
were  commenced,  in  25  feet  of  water,  on  the  6th  of  March.  As  the 
greater  length  of  the  trestles  was  under  water,  and  the  velocity  of 
the  current  equal  to  about  six  miles  per  hour,  it  became  a  difficult 
matter  to  place  these  trestles  and  to  hold  them  in  place.  By  loading 
the  bottom  of  the  trestle  legs  with  railroad  iron  the  difficulty  was 
finally  overcome.  The  iron  work  was  commenced  at  noon  of  the  20th 
and  the  span  swung  off"  its  bearings  at  noon  of  the  24th,  just  five  hours 
before  the  whole  of  this  falsework  was  carried  away  by  a  raft  that  was 
totally  wrecked  by  striking  on  one  of  the  piers  in  such  a  manner  as  to 
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be  throwii  against  the  falsework.  Although  the  shock  to  the  span 
was  very  great,  yet  no  damage  to  the  iron  work  could  be  perceived, 
but  it  afforded  one  more  convincing  proof  of  ti.e  advantage  of  a 
wrought  iron  upper  chord  over  a  cast  iron  one,  for  the  latter  would 
have  most  certainly  failed  under  the  great  cross  strain  that  was 
brought  upon  it  by  the  forcing  out  of  the  falsework. 

The  draw  span  was  swung  for  the  first  time  during  the  afternoon 
of  the  29th  of  March,  and  everything  found  to  come  together  in  the 
most  satisfactory  manner. 

The  first  locomotive  crossed  the  bridge  from  the  west  side  on  the 
11th  of  April,  although  one  had  been  out  from  the  eastern  end  on 
the  1st  of  April  as  far  as  the  first  long  span,  and  the  bridge  was  ready 
for  railway  traffic  on  the  loth  of  April. 

A  formal  test  of  the  bridge  was  made  on  the  18th  of  May,  by  Mr. 
Henry  Petit.  C.  E.,  acting  as  Inspecting  Engineer  for  Mr.  J.  Edgar 
Thompson,  President  of  the  Pennsylvania  Railroad  Company.  For 
the  results  of  these  tests  the  reader  is  referred  to  this  Journal,  Vol. 
LXIl,  page  47,  (July,  1871,)  where  they  are  given  in  detail. 

Quantities  Contained  in  the  Substructure. 

47,000  cubic  yards  of  embankment  in  approaches. 
4,500  **  dry  slope  wall 

4,700  scjuare  yards  of  McAdamizing 
9,096  cubic  yards  of  masonry  in  piers,  abutments,  and  viaduct  ap- 
])roach. 
CO  tons  of  iron  in  piers,  pier  rests  and  protection  to  pivot  pier. 
700  M  ft.  oak  and  pine  lumber  in  permanent  works. 
800  M  ft.  pine  lumber  in  temporary  works. 
2,900  cubic  yards  of  crib-filling. 

Quantities  Contained  in  the  Superstructure, 

1174  tons  wrought  iron  in  fixed  spans. 
348     "     cast  '' 

410     '*     in  draw  span.  , 


fc( 


k  • 


1982  tons. 

lumber  in  flooring,  j 
158,250  ft.  pine  *'  in  stringers,  J 
126,000  ft.    '*        "     in  falseworks  in  erection  of  spans. 


290,000  ft.  oak  lumber  in  flooring,  . 

Permanent  works. 


Total  time  in  laying  masonry,  350  days. 
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Total  time  of  constructing  masonry,  18  months. 
Average  cost  of  masonry,  per  cabic  yard,  was  (16. 

ten  pierp,  complete,  was  J8,400. 
time  of  constructing  a  pier  was  16  days. 
Total  contract  price,  ?800,000. 


ON  THE  FLOW  OF  WATER  IN  RIVERS  AND  CANALS. 

By  J.  Farrand  Hrnrt,  Ph.  B. 
(CoDtioaed  froiD  page  113.) 

Such  being  the  state  of  the  science,  it  is  not  strange  that  the  new 
theories  of  the  flow  of  water  in  rivers,  and  the  new  formulre  deduced 
by  Humphreys  and  Abbot  were  at  once  accepted  by  the  scientific 
world.  Dr.  Ilagen,  of  Berlin,  the  oldest  and  ablest  of  German 
liydrauliciens,  after  speaking  of  the  many  commendatory  notices  of 
the  Report  on  the  Mississippi,  says  :*  "  Thus  the  new  formulae  were 
80  praised,  that  the  former  unshaken  belief  in  Eytelwin's  formula 
suddenly  vanished,  and  those  of  Humphreys  and  Abbot  seemed  about 
to  take  its  place.  I  was  therefore  even  then  induced  to  warn  my  co- 
workers against  such  an  unconditional  acceptation  of  them,  by  show- 
ing their  very  weak  foundation.*'  Again,  after  describing  his  own 
very  simple  formula,  given  above  (which  he  compared  with  the  Missis- 
sippi observations  and  found  the  error  only  one-half  as  great  as  with 
their  own  very  complicated  one),  he  says  (page  20) :  "  If  they  only 
wished  to  obtain  an  analytical  formula  ^hich  would  best  agree  with 
their  observations,  there  was  no  need  of  taking  into  account  the 
assumed  resistance  of  the  air,  nor  the  other  members  which  they  have 
introduced.'*  Humphreys  and  Abbot  give  a  table  of  their  own,  and 
other  obsetvations  computed  by  the  different  formulae. 

The  difference  between  the  observed  and  the  computed  velocity  is 
in  some  cases  as  much  as  three  feet  per  second. 

On  the  other  hand,  these  very  formulae,  when  used  for  the  calcula- 
tion of  the  discharge  of  water  through  pipes,  give  results  which  agree 
very  well  with  the  observations. 

Dr.  Brewster,  in  his  Encyclopedia,  gives  an  example  of  a  pipe,  4 
inches  in  diameter  and  about  three  miles  long,  with  a  fall  of  51  feet, 
of  which  the  average  discharge  for  five  years  had  been  obtained.  He 
computed  the  discharge  by  several  formulae,  and  gives  the  results  as 
follows : 

*  BewegQDg  des  Wassere  in  Stromea.  von  G.  Hagen.     Berlia.  1865.     Page  5. 
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Measared  discharge,  5  years'  average. 
Calculated  bj  Eyielwin's  formula, 

Giraid's 

Dubuat*8 

Prony*s 

Young's 


(( 


K 


It 


(( 


ii 


44 


(4 


C.F. 
11-333  per  m 
11355      " 
11-265      ** 
11-257 
11-502 
11.455      •* 


t« 


f  c 


The  agreement  between  the  observed  and  calcalated  discharge  18 
very  close,  and  the  simpler  formulae  are  rather  better  than  the  more 
complicated.  The  hydraulic  mean  depth  of  a  river  can  be  measured 
with  nearly  as  great  accuracy  as  the  diameter  of  a  pipe,  and  there- 
fore the  error  which  is  found  when  we  attempt  to  apply  these  formula 
to  rivers  must  arise  from  inaccuracy  in  the  measurement  of  the  incli- 
nation. In  a  pipe,  the  fall  can  be  obtained  with  great  accuracy,  and 
probably  in  a  canal,  where  the  cross  section  is  uniform,  the  measured 
would  not  differ  much  from  the  true  slope ;  but  in  a  river,  where  the 
depth  and  width  are  constantly  varying,  and  the  fastest  current  is 
changing  from  side  to  side,  the  water  cannot  be  a  plane  or  a  simple 
curved  surface,  but  must  form  a  warped  surface,  inclining  towards  one 
side  or  the  other ;  for  the  fall,  measured  on  opposite  sides  of  a  given 
reach  of  river,  is  rarely  the  same.  Generally  in  swift  rivers  there  is 
a  back  flow  near  the  banks.  Mr.  Ellet  states,  in  regard  to  the  slope 
of  the  Mississippi,  that  '*  *it  not  unfrequently  happens  that  while  the 
mass  of  the  water  which  its  channel  bears  is  sweeping  to  the  sotUh  at 
at  a  speed  of  four  or  five  miles  an  hour,  the  water  next  the  shore  is 
running  to  the  no7'th  at  a  speed  of  one  or  two  miles  an  hour.  It  is 
no  unusual  thing  to  find  a  swift  current  and  a  corresponding  fall  on 
one  shore,  towards  the  south,  and  on  the  opposite  shore  a  visible  cur- 
rent and  an  appreciable  slope  towards  the  north." 

The  surface  level  is  also  constantly  changing,  often  sufficient  to  en- 
tirely mask  the  fall  in  a  short  distance. 

In  a  length  of  a  thousand  feet,  near  the  mouth  of  the  Niagara  River, 
where  the  current  and  inclination  were  ordinarily  down  stream,  this 
change  in  the  water  level  did  not  take  place  simultaneously  at  the 
ends  of  the  selected  line,  and  thus  made  the  apparent  inclination  as 
often  up  stream  as  down. 

The  fall,  therefore,  must  be  measured  for  long  distances  not  less 
than  one  or  two  miles,  and  great  care  must  also  be  taken  to  have  the 
water-level  stations  so  situated  that  the  velocity  of  the  current  near 
them  is  the  same,  for  the  water  rises  with  an  increase  of  velocity.    M. 

*  Report,  page  27. 
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Banmgarten  found  that  in  the  swiftest  current  in  the  Garonne  the 
water  was  over  0*4  foot  higher  than  near  the  banks. 

But  in  this  long  distance  there  may  be  bends,  whicjji  by  increasing 
the  friction  will  decrease  the  velocity,  and  there  will  certainly  be 
<;hange8  in  the  cross  section  and  distance  of  the  maximum  velocity 
from  the  banks.  These  and  other  causes  render  the  accurate  deter- 
mination of  the  inclination  a  very  delicate  matter,  and  in  some  cases 
an  impossibility. 

Dr.  Hagen,  in  speaking  of  the  observations  of  Brunnings,  upon 
which  Eytelwin  based  his  formula,  says  :*  "These  observations  are 
divided*into  certain  groups,  and  a  single  inclination  given  for  each 
group. 

"It  is  noticeable  that  this  agrees  for  one,  and  generally  the  first 
observation  in  each  group,  with  that  computed  by  Eytelwin 's  formula. 
This  coincidence  is  so  striking  that  we  can  hardly  consider  it  acciden- 
tal. *  *  *  In  fact,  the  falls  were  not  measured,  but  computed  by 
Dubuat*s  formula,  and  then  compared  with  the  velocity  observations. 
Naturally,  they  should  agree;  indeed,  they  only  disagreed  because 
Funk  computed  the  inclinations  for  each  group,  and  not  for  each  ob- 
servation. That  Eytelwin  did  not  refer  directly  to  Wiebeking's  notes, 
but  used  Funk's  computations,  is  proved  by  the  fact  that  he  copied  a 
typographical  error  in  Funk's  work.'*  And,  after  collating  all  the 
kcown  observations  when  the  velocity  and  slope  were  both  obtained, 
be  says  of  the  few  observations  selected  by  Humphreys  and  Abbot, 
for  comparison  with  their  formula  rf  "  Of  these  observations  of  Du- 
buat  they  only  used  two  which  best  agree  with  their  theory.  These 
are  the  last-mentioned,  and  of  one  of  these  Dubuat  says  that,  on  ac- 
'<;ount  of  the  opening  of  the  sluice,  the  velocity  was  too  great.  The 
other  eight  observations,  which  would  certainly  give  a  very  different 
result,  they  rejected  altogether.  Besides  these,  nine  other  observa- 
tions are  noted  in  the  American  work,  made  in  the  Netherlands,  Italy 
and  Russia,  of  which  detailed  notes  are  missing." 

In  a  supplement  to  the  Mississippi  Report,  written  by  Gen.  Abbot 
for  the  *'Es8ayons  Club"  of  Engineer  Oflficers,  the  observations  of 
MM.  Darcy  and  Bazin  are  examined,  the  new  formula  applied  to 
them,  and  the  Mississippi  observations  computed  by  their  formula. 
The  arithmetical  sum  of  the  differences  between  the  observed  veloci- 
ties and  those  computed  by  both  formuloe  are  as  follows : 

*  KeweguDg  des  Wassers,  page  4. 
t  Bewegang  dcs  Wassers,  page  24. 
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Table  XIV. 


SCMS  OP  DiFFKRKHCBS. 


Obsbrvatioxs. 


H.  and  A.  I  D.  and  B. 
Formula.  !  Formola. 


.Darcj  and  Bazin  canals 14  085 

Bayous  and  selected  European  observations..        3*792 
Mississippi  River 2*584 


7*158 

8-653 

13-284 


Thus  the  error  of  the  new  formula  applied  to  Darcy  and  Bazin^s 
observations  is  double  that  of  their  own  formula,  while  in  the  Missis- 
sippi the  sum  of  the  differences  of  the  observed  and  computed  veloci- 
ties  is  nearly  six  times  as  much  by  the  latter  as  by  the  former. 

In  Table  XV  the  observed  and  computed  velocities  of  the  Missis- 
sippi  are  given,  that  we  may  examine  them  in  detail. 

Table  XV. 


• 

Cross  Section. 

1 

Mean  Veloci 

ty. 

Discrepancy. 

Area  in         S 

Inclinatiou 

1 

,D. and  B. 

H.aud A. 

D. and  B. 

H.andA. 

a!  rs 

Observed 

OS    3 

sq.  feet.  ^  {§ 

Formula. 
4047 

Formula. 
5891 

Formula 

Formula. 

1 

193-9G8 

Ft. 
72*0 

0-0000205 

5*929 

+  1*882 

+0038 

2 

195  349    72*4 

0*0000171 

5-887 

3*710 

5*644 

+2-177 

+0*243 

3 

180*968'  73  6 

0*0000034 

4  031 

1-671 

3*775 

+2-363 

+0  259 

4 

183  663;  74*4    00000038, 

3*977 

1*781 

3911 

:  +2-196 

+006a 

5 

148042    65  9 

0*0000680 

6-957 

7044 

7-766 

—0087 

--0-809 

6 

178*137 '641 

00000638 

6-949 

6-710 

7*409 

+0*239 

—0-460 

179*502 

64*5 

0*0000436 

6  825 

5*570 

6-754 

+  1*255 

+0-071 

8 

78-828 

31-2    0*0000223 

3-523 

2*681 

3920 

+0*842 

—0-397 

9 

134*942 

52*  r  0*0000303 

3-558 

4*140 

6-515 

+  1-418 

+0043 

10 

150-35^,57  4 

0*0000481 

6-319 

5*495 

1     6*517 

1 
1 

+0*824 

—01 98 

Noticing,  first,  the  relation  of  the  inclination  to  the  velocity  in  Nos. 
1  and  2,  the  slope  is  205  and  171 — omitting  the  cyphers, — with  a 
velocity  of  nearly  six  feet  per  second ;  while  in  3  and  4  it  is  only  34 
and  38,  or  one-fifth  or  sixth  of  the  former,  the  velocity  being  about 
four  feet  per  second,  or  two-thirds  of  the  former,  with  nearly  the  same 
cross  section.  Again,  in  No.  6  the  inclination  is  638,  with  a  velocity 
of  about  seven  feet  per  second ;  while  in  7  the  velocity  is  nearly  the 
same,  but  the  inclination  is  only  about  two-thirds  that  of  No.  6,  the 
cross  sections  being  nearly  equal. 

We  also  see  that  the  D.  and  B.  formula  gives  the  velootty  of  that 
great  river  correctly  when  it  is  7  feet  per  second,  while  at  from  4  to  6 
feet  per  second  it  gives  less  than  half  the  observed  velocity.    There 
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must  be  some  error  in  these  measurements,  or  the  velocity  of  the 
water  in  the  Mississippi  is  dependent  upon  something  besides  the 
fall. 

The  H.  and  A.  formula  agrees,  of  course,  with  these  observations, 
as  it  was  based  on  them.  These  inclinations  were  measured  by  the 
civil  assistants,  one  of  them  being  re-run  five  times,  and  their  disagree- 
ment is  another  proof  of  the  small  dependence  we  can  place  upon  the 
measurement  of  the  fall  of  a  liver. 

In  fact,  with  the  exception  of  the  experimental  canals  and  small 
streams,  there  seem  to  be  few  if  any  inclinations  recorded  which  are 
really  trustworthy. 

The  fall  of  nine  miles  of  the  St.  Clair  River  was  very  carefully 
measured,  two  lines  of  levels  being  run  on  each  side  of  the  river,  and 
the  surface  level  obtained  at  five  places  on  each  side.  These  points 
were  chosen  where  the  velocity  was  nearly  the  same,  and  stakes  were 
simultaneously  driven  to  the  water  surface,  and  afterwards  connected 
with  the  marks  on  the  level  lines.  There  was  but  little  difference 
between  the  two  determinations,  and  thp  mean  inclinations  are  given 
in  Table  XVI. 

Table  XVI. 


Stations. 


lA  to  B... 

JB  to  C... 

C  to  D... 

jD  to  E... 


American  Side.  Canadlnu  Side. 


Distance.    Fall.    InclinationjDistance.j  Fall.  ;Inclination 


Ft.      ■     Ft.  Ft.      :     Ft. 

9r493r»    0-7  410  0  00007414,  10226-5    0-7253!  0-00007092: 

12511-7  ,0-;>805  0-00007S39!  11867-2    0  6725i  00O0056G7! 

9695-5    0-8715  <iOOO08990j  11534  0    0  8402!  0  0000728:: 

17530-7    0-8805' 0-O00O5023.  14072  0    0-1775!  O-tK)O0H369 


The  stations  are  lettered  the  same  on  both  sides  of  the  river,  A 
being  below  the  city  of  St.  Clair,  and  E  near  MarysviJle,  and  were 
as  nearly  opposite  each  other  as  suitable  places  for  them  could  be 
found. 

Between  the  extreme  stations  the  river  runs  almost  in  a  straight 
line,  and  there  are  no  obstructions  except  an  island  between  D  and  E 
and  a  shoal  opposite  St.  Clair.  Yet  the  table  shows  great  differences 
in  the  slopes,  not  only  between  the  stations,  but  also  between  the  op- 
posite sides  of  tlie  river.  For  about  a  mile  above  the  station  A,  the 
river  remains  at  nearly  the  same  width  and  depth ;  then  it  widens 
until  it  is  nearly  twice  as  broad,  near  the  town  of  St.  Clair.  There- 
fore it  would  seem  as  if  the  slope  for  this  whole  distance  ought  to  be 


262 


Civil  and  Mechanical  Engineering. 


rather  less  than  that  near  station  A,  where  carrent  measurements  were 
made. 

But  the  measured  inclination  introduced  into  the  mean  velocity  for- 
mulae gives  much  too  large  a  result,  as  will  be  seen  in  Table  XVII^ 
where  the  mean  velocity  is  calculated  by  the  diiTerent  formulae  hereto* 
fore  given,  the  smallest  inclination,  or  that  on  the  Canadian  side^ 

being  used. 

Table  XVII. 


Mean  Velocity  of  the  St.  Clair  River,  feet  per  second. 
A  =  66147  ft.  R  -=:  3806  ft.  I  —  000007092. 


Observed. 


3-272 


Calculated  by  Formulae. 


Cheiy 
Co-eff.    80. 


i  Dnbuat. 


4156 


4*272 


Young. 


4490 


Bytelwin 


4-723 


Darcy  {  I  Humphrey 

and    ,Hageu!        and 
Bazin.  Abbot. 


5-359     5-510 


5*858 


Although  there  is  considerable  difference  in  the  velocities  as  com- 
puted by  the  several  formulae,  the  least  value  is  nearly  a  foot  in  a  sec- 
ond greater  than  the  observed  velocity ;  therefore  the  measured  incli- 
nation must  be  much  larger  than  its  true  value  at  station  A,  instead 
of  being  smaller,  as  the  increase  in  the  cross  section  near  station  B 
ought  to  make  it. 

The  slope  for  the  whole  distance  is  just  about  the  same  as  that  be- 
tween stations  A  and  B,  except  that  the  larger  inclination  is  on  the 
Canadian  side,  being  0*000071  there  and  0-000070  on  the  American. 
As  there  is  scarcely  any  change  in  direction  in  the  river,  the  correc- 
tion for  bends  must  be  very  small ;  and  the  only  apparent  cause  for 
a  decrease  in  the  velocity  below  that  due  to  the  slope,  is  the  diversioD 
of  the  carrent  by  the  island  between  D  and  E  and  the  shoal  opposite 
the  town  of  St.  Clair. 

If  the  true  fall  in  such  a  reach  of  river  cannot  be  measured,  every 
possible  care  being  taken  to  prevent  error,  it  must  certainly  be  impos- 
sible to  obtain  the  inclination  of  ordinary  rivers  whose  cross  section 
and  direction  is  constantly  changing.  Therefore,  until  some  better 
method  for  the  dermination  of  the  fall  is  discovered,  we  shall  appa- 
rently have  to  be  content  with  the  measured  velocity,  and  not  attempt 
to  calculate  it  from  the  inclination.  Surely  the  velocity  determined 
from  a  few  surface  floats  coold  not  possibly  differ  so  inach  from  the 


On  the  Flow  of  Water  in  Itivera  and  Canals. 


268 


b  = 


true  mean  velocity  as  that  computed  by  the  best  of  the  preceding  for- 
mulse.  But,  as  ^rill  hereafter  be  shown,  by  means  of  the  telegraphic 
meter,  a  very  near  approximation  to  the  mean  velocity  can  be  readily 
obtained  by  a  few  observations. 

Among  the  formulae  given  by  Humphreys  and  Abbot  is  what  they 
call  the  *^  mid-depth  formula,"  which,  if  correct,  would  be  very  useful. 
It  is  as  follows :  v^  =  Vj  —  jj  (b  v),*  in  which 

V|  =  the  mean  velocity  in  any  division, 

Vj  =  the  mid-depth  velocity, 

V  =  the  mean  velocity  of  the  whole  river, 
1-69 
(D  +  1-5),* 

D  =  the  depth  of  the  river  in  each  division, 

a  =  the  area  of  each  division. 

The  mid-depth  velocities  were  chosen  because  the  ratio  of  the  velo- 
city at  that  depth  to  the  mean  velocity  ^'  is  independent  of  the  width 
and  depth  of  the  stream — except  for  their  almost  inappreciable  effect 
upon  i| — absolutely  independent  of  the  depth  of  the  axis,  and  from 
the  small  numerical  value  of  tV  b^  nearly  independent  of  the  mean 
velocity.'' 

In  order  to  test  this  formula,  the  mid-depth  velocity  in  each  division 
of  the  several  rivers  where  not  directly  observed  was  taken  from  ver- 
tical velocity  curves,  and  the  mean  depth  of  each  division  from  the 
cross  section  pr(»files.     These  quantities  for  the  St.  Clair  River  are 

given  in 

Table  XVIIL 
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The  value  of  6  was  found  to  be  01856  for  the  Mississippi,  and  it 
was  considered  that  this  value  would  generally  be  applicable  to  all 
streams  over  twelve  feet  in  depth ;  but  this  table  shows  its  value  cal- 
culated by  the  formula  is  always  greater. 

In  fact,  in  one  of  the  divisions  in  another  river  it  was  over  0*7. 
Multiplying  the  sum  of  the  partial  areas  by  «',  we  have  661470  + 
2856-12  V^  =  223081-7 ;  therefore  v  =~-  3-294. 

In  «11  the  observations  on-  these  rivers  the  mean  velocity  was  found 
at  about  six-tenths  the  depth,  a  fact  which  has  been  noticed  by  many 
engineers,  and  Dupuit  theoretically  placed  it  at  0-58  depth. 

The  velocity  at  six-tenths  the  depth  and  the  partial  areas  for  the 
St.  Clair  are  given  in 

Table  XIX. 
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I'll 

Dividing  the  sum  of  the  last  column  by  that  of  the  last  but  one, 
we  have  v  =  3-247. 

The  mean  observed  velocity  was  3-272 ;  obtained  by  the  mid-depth 
formula  3-294. 

Thus  the  velocity  at  six- tenths  the  depth  is  a  little  nearer  the  ob- 
served velocity  than  that  calculated  by  the  mid-depth  formula. 

Probably  had  the  velocities  been  taken  at  0*58  of  the  depth  it 
would  have  been  still  nearer.  This,  of  course,  greatly  simplifies  the 
calculation,  the  correction  ^'^  (b  v)^  only  serving  to  reduce  the  mid- 
depth  velocities  to  about  six-tenths  the  depth. 

Therefore  this  is  a  still  easier  method  for  measuring  the  discharge 
of  a  stream,  as  it  is  only  necessary  to  obtain  the  velocities  at  several 
points  at  six-tenths  the  depth,  and  multiply  the  mean  by  the  area  of 
cross  section. 
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We  have  seen,  by  Table  XII,  that  the  two  straight  lines  intersect- 
ing at  six-tenths  the  depth  approximate  closely  to  the  observed  velo- 
cities; if,  then,  the  velocities  are  measured  at  three  points  on  the 
swiftest  vertical,  namely,  at  the  maximum,  at  six-tenths  the  depth, 
and  as  near  as  possible  to  the  bottom,  and  plotted  on  a  large  scale, 
joining  these  points  by  straight  lines,  we  can  find  the  velocity  at  any 
desired  position  on  this  vertical — very  nearly. 

MM.  Darcy  and  Bazin  and  Capt.  Boiloau  have  shown  that  linos 
drawn  through  equal  velocities  assume  very  nearly  the  form  of  tlio 
beds,  and  this  was  also  found  to  be  the  case  in  the  observations  on  ihe 
rivers  connecting  the  Great  Lakes  ;  therefore,  it'  we  draw  lines  parallel 
to  the  bottom  and  sides  through  any  chosen  velocities  on  the  measured 
vertical,  their  intersections  with  any  other  assumed  verticals  will  give 
the  velocities  at  the  points  of  crossing,  and  thuS  a  close  approximation 
to  the  true  velocity  of  the  river  can  be  obtained  by  only  three  meas- 
urements. 

Of  course  such  observations  require  some  such  apparatus  as  the 
telegrsphic  meter,  for  by  this  the  mean  velocity  for  at  least  half  an 
hour  could  be  obtained  at  each  of  the  required  points. 


WOOD-WORKING  MACHINERY. 

A  treatise  on  its  coDstruction  and  application,  with  a  history  of  its  origin 

and  progress.     By  J.  Richards,  M.  £. 

(Contiaaed  from  Vol.  LXIII.  page  24). 

As  the  ruling  form  in  metal  work  is  cylindrical,  so  we  find  it  in 
wood  work  to  be  rectangular. 

In  metal  work,  at  least,  so  far  as  machine  construction  goes,  the 
cylindrical  form  is  a  sequence  of  motion,  which,  being  as  a  rule^ 
rotary,  leads  to  cylindrical  sections. 

In  modern  practice  the  use  of  wood  is  confined  to  what  we  will 
term  stationary  construction.  We  sometimes  see  an  old-time  wooden 
shaft,  or  train  of  wooden  gearing  in  grinding  mills  ;  but  its  time,  as 
a  material  for  the  moving  parts  of  machinery,  has  passed  away. 

The  main  reason,  however,  for  -what  we  have  termed  the  ruling 
form  of  section,  is  more  due  to  the  nature  of  the  material  than  to  the 
special  uses  to  which  it  is  applied. 

Iron  is  nearly  homogeneous  and  can  be  disposed  in  varied  formSy 
retaining  its  strength   independent  of  lamination  or  fibre ;  while  on 
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the  contrary,  wood  has  but  little  cohesive  strength  except  parallel  t 
its  fibre,  and  we  find  it  in  nearly  all  cases  formed  in  right  lines  wit 
uniform  section,  which  is,  as  a  rule,  rectangular. 

There  is  perhaps  no  exception  to  this  rule,  unless  in  cases  of  ami 
mentation. 

Rectangular  sections  are  surrounded  by  planes,  consequently  plai 
ing  is  the  leading  operation  in  wood  conversion,  as  turning  is  i 
metal  finishing. 

A  turning  lathe  performs  nearly  all  the  functions  of  machine  8 
ting,  or  is  at  least  capable  of  it,  for  the  reason  that  most  of  ti 
operations  arc  cylindrical ;  so  the  planing  machine  in  wood  work  pe 
forms  most  of  the  operations  in  wood  work,  because  the  sections  fti 
rectangular,  and  the  surfaces  planes.  This  logical  method  of  accoan 
ing  for  what  we  find  already  developed  in  mechanics  leads  to  impor 
ant  improvements,  and  should  indeed  qualify  every  experinient  \ 
change  that  is  made  or  suggested ;  for  their  are  certain  recognisf 
principles  of  movement,  laws  of  proportion  and  conditions  of  oper 
tion  in  machines,  which  must  never  be  neglected  nor  lost  sight  OJ 
their  application  in  special  cases  is  reached  by  a  train  of  reasonir 
which  we  can  safely  term  logical,  and  if  this  logic  of  mechanics  w^ 
more  considered,  progress  would  be  more  rapid,  or  at  least  more  sa 
from  error. 

The  planing  machine  has  been  noted  as  the  leading  one  in  woe 
conversion. 

Planing  in  wood  cutting  is  divided  into  three  classes ;  in  othi 
words,  the  nature  of  the  operation  can  be  so  divided : 

Carriage  planing — in  which  the  timber  is  made  straight,  as  well  t 
parallel ;  parallel  planing — by  which  the  lumber  is  made  parallel  b 
not  straight,  and  surface  planing — by  which  there  is  a  constant  amov 
cut  away  from  one  or  more  sides,  gauged  from  the  surface  of  d 
wood.  A  proper  classification  of  planing  machines  would  ther 
fore  be,  carriage,  parallel,  and  surfacing  planers,  distinctions  ai 
names  which  we  trust  will  be  adopted  to  distinguish  them,  for  tl 
operation  of  planing  wood  is,  in  a  popular  way,  too  often  regarded  : 
the  same  thing  in  all  cases,  and  it  is  frequently  difficult  to  explain 
purchasers  of  machines  this  difference  of  functions  and  differen 
of  capacity. 

The  machine  illustrated  in  Plate  XI  is  a  carriage  planing  maehii 
with  traversing  cutter,  the  plane  of  rotation  being  parallel  to  the  fa 
of  the  lumber. 
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The  machine  is  wholly  of  metal  and  self  contained,  has  the  varia- 
ble degrees  of  feed  motion,  controlled  by  the  hand  levers  seen  in 
front.  The  carriage  is  of  wrought-iron  with  a  thin  facing  of  wood  on 
top.  The  cutter  bar  is  of  wrought-iron,  spindle  and  shafts  of  steel. 
The  cutter  head  and  spindle  arc  supported  on  a  bearing  that  approxi- 
mates the  "  Schiele  '*  curve.  The  machine  was  arranged  for  the  XJ.  S. 
Navy  Department,  and  is  now  being  built  by  Richards,  London  & 
Kelly,  of  this  city.     The  weight  is  five  tons. 

The  amount  of  cutting  edge  that  can  be  brought  to  act  in  a  given 
time  is,  as  a  rule,  the  exponent  of  a  wood  machine's  capacity.  The 
power  or  capacity  of  a  man  is  represented  in  such  machines  by  the 
"  length  of  edge  **  multiplied  into  its  velocity,  just  as  the  power  of  a 
horse  becomes  the  measure  of  performance  in  a  steam  engine,  or,  to  make 
a  more  familiar  illustration,  the  length  of  cutting  edges  in  such  ma- 
chines is  as  a  measure  of  their  capacity,  just  as  the  width  of  belts  is 
a  measure  of  power,  the  speed  in  both  cases  being  an  element  in 
the  computation.  Machines  in  which  the  plane  of  rotation  is  parallel 
to  the  face  of  the  lumber,  as  in  the  one  illustrated  in  Plate  XI,  can 
only  employ  a  length  of  cutting  edge  equal  to  the  depth  of  the  dis- 
placement, multiplied,  of  course,  by  the  number  of  cutters. 

Supposing  the  cutters  to  be  but  two  in  number  and  the  displacement 
one-fourth  of  an  inch  deep,  the  work  is  done  with  a  cutting  edge  of 
one-half  inoh  in  length. 

Hence  the  slow  performance  and  rapid  wear  of  tools  in  machines 
of  this  class,  compared  to  those  wherein  the  cutter  axis  is  set  parallel 
to  the  face  of  the  lumber,  and  the  length  of  cutting  edge  equals  the 
width  of  stuff  multiplied  by  the  number  of  cutters. 

Plate  XII  is  a  carriage  machine  by  the  same  builders,  carrying  in 
the  aggregate  seven  and  one-half  feet  of  cutting  edge,  capable  of 
moving  at  a  velocity  of  eight  thousand  feet  per  minute. 

The  cutter  spindles  are  so  arranged  that  two  or  three  sides  of  the 
lumber  is  dressed  at  one  operation.  The  functions  in  general  being 
the  same  as  the  traversing  machine  (Plate  XI)  except  as  to  the  cut- 
ting agents.  The  weight  is  about  six  tons.  The  carriage  and  fram- 
ing is  of  cast-iron. 

It  is  curious  to  trace  in  the  history  of  wood  machines,  how  con- 
stant and  unvariable  has  this  rule  of  their  efficiency  been  as  the 
amount  of  cutting  edge.  The  planing  machine,  which  of  all  others 
uses  the  most  edge,  will  do  the  work  of  50  to  100  men,  while  machines 
for  boring,  dovetailing,  &c.,  that  employ  but  little  edge,  gain  but  little 
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over  hand  manipulation.  Tliis  subject  will,  however,  be  resumed  in 
another  article,  in  which  hand  and  machine  performances  will  be  con- 
trasted. 


STEAM  BOILER  EXPLOSIONS. 

Account  of  Experiments  with  Locomotive  Engines.     By  Penna.  R.  R.  Co. 

No.  I. 

In  April,  1808,  an  experiment  was  made  near  Altoona,  on  the 
Pennsylvania  railroad,  with  locomotive  engine  No.  101.  This  engine 
was  built  in  18.04  by  Smith  &  Perkins,  at  Alexandria,  Virginia  ;  it 
had  a  copper  fire-box,  a  grate  57  inches  long  by  42  inches  wide,  a 
combustion  chamber  25  inches  long  and  a  straight  boiler  49  inches 
diameter,  21  feet  10  inches  in  extreme  length.  It  had  been,  on  ac- 
count of  its  extreme  age,  condemned  to  be  cut  up  and  rebuilt,  but  it 
was  thought  that  something  useful  in  regard  to  boiler  explosions 
might  be  learned  by  experimenting  with  it,  and  it  was  determined  to 
test  the  question  whether  low  water  in  a  boiler  under  high  steam  pres- 
sure, and  the  sudden  injection  of  cold  water  while  the  boiler  is  heated, 
is  or  is  not  the  cause  of  an  explosion. 

This  it  was  proposed  to  do  by  permitting  the  water,  under  the  in- 
fluence of  an  active  fire,  to  get  so  low  as  to  uncover  the  crown  sheet 
and  allow  it  to  become  red  hot,  and  then  see  what  the  result  of  pump- 
ing cold  water  into  the  boiler  would  be. 

To  test  this,  the  engine  in  question  was  taken  on  to  a  branch  road 
running  to  a  coal  mine,  in  a  gorge  of  the  mountain  near  Kittanning 
Point.  A  Richardson  safety  valve  was  placed  upon  the  boiler,  set,  as 
it  was  supposed,  at  150  pounds  pressure  to  the  square  inch ;  a  steam 
fire  engine  was  placed  about  1000  feet  from  the  locomotive  and  con- 
nected with  it  by  means  of  ordinary  fire-hose.  An  extra  gauge  cock 
was  placed  at  the  level  of  the  top  of  the  crown  sheet ;  a  large  fire  was 
built  in  the  fire-box,  but  at  110  lbs.  pressure  the  Richardson  valve 
commenced  to  blow  off  steam,  showing  that  it  had  not  been  properly 
adjusted;  it  was  screwed  down,  but  as  the  result  showed,  a  little  too 
far. 

The  blow-off  cock  was  then  opened,  and  the  water  let  down  to 
within  one  inch  of  the  top  of  the  crown  sheet,  the  gauge  cock  on  the 
level  of  the  crown  sheet  was  opened,  the  fire-box  was  closed  and  the 
blower  turned  on.  The  observers  then  left  the  engine  and  took 
positions  behind  trees  eighty  yards  from  it,  whence,  by  means  of 
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>era  glasses,  the  pressure  and  water  gauges  could  be  noted,  and 
erything  that  took  place  could  be  seen  perfectly. 
The  steam  pressure  ran  up  very  rapidly,  and  it  was  soon  discovered 
at  the  safety  valve  had  not  been  set  at  the  proper  pressure,  as  it 
d  not  blow  off.  In  a  little  over  one  minute  after  the  last  man  left 
e  engine,  the  boiler  exploded  at  175  lbs.  pressure.   •  At  the  moment 

the  explosion  the  crown  sheet  was  covered,  for  water  could  plainly 
5  seen  coming  out  of  the  extra  gauge  cock  before  referred  to,  which 
%d  been  left  open. 

The  engine  was  thrown  over  a  bank  a  distance  of  some  90  feet  from 
here  it  had  stood;  the  boiler  and  outside  shell  of  the  fire  box  were 
linjured ;  the  explosion  was  caused  by  the  left  hand  side  sheet  of 
le  fire-box  doubling  down,  and  tearing  itself  away  from  the  stay 
>lt8;  the  crown  sheet  being  deprived  of  its  support  on  that  side,  the 
>lt8  by  which  it  was  stayed  to  the  roof  gave  way,  and  it  hinged  down, 
>  to  speak,  and  rested  against  the  opposite  side  sheet. 

The  side  sheets  were  of  copper  five-sixteenths  of  an  inch  thick,  the 
rown  sheet  was  uninjured.  The  mistake  in  the  setting  of  the  safety 
alve  prevented  the  completion  of  the  experiment  which  it  was  in- 
ended  to  make,  namely,  to  pump  cold  water  into  a  boiler  in  which 
he  crown  sheet  was  uncovered  and  heated  red  hot,  but  by  the  result 
he  fact  would  seem  to  have  been  demonstrated  that  no  more  myste- 
ioos  agency  is  required  to  explode  a  locomotive  boiler  than  bad  con- 
traction, or  excessive  pressure  or  both  combined. 

No.  2. 

October  Ithj  1868^.  An  experiment  was  made  with  locomotive  en- 
^ne  No.  17,  near  Eittanning  Point,  to  try  the  effect  of  pumping  cold 
rater  into  a  boiler  with  a  red  hot  crown  sheet.  The  safety  valve  was 
let  at  120  lbs.,  and  the  engine  was  fired  up  at  8  o'clock  A.  M. ;  at  10 
>'clock  there  was  a  pressure  of  40  lbs.  per  square  inch ;  the  blower 
iras  then  opened,  and  at  90  lbs.  pressure  water  came  out  of  the  gauge 
50ck  one  inch  above  the  level  of  the  crown  sheet.  The  observers 
,hen  left  the  engine  and  took  positions  in  a  place  of  safety,  and  with 
>pera  glasses  watched  for  the  result.  In  about  twenty  minutes  steam 
Asued  from  the  gauge  cock  mentioned  above  ;  it  and  another  cock 
;wo  inches  below  the  crown  sheet  having  been  left  open  ;  but  in  a 
ibort  ^time  it  ceased  coming  from  the  upper  cock  which  probably  be- 
came stopped  up. 

In  about  half  an  hour  more,  dry  steam  issued  from  the  gauge  cock 
iwo  inches  below  the  crown  sheet,  and  then  cold  water  was  pumped 
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into  the  boiler  by  a  steam  fire  engine ;  immediately  steam  issued  from 
the  upper  gauge  cock  which  had  been  supposed  to  be  stopped,  the 
pumping  was  continued  until  water  came  from  both  the  gauge  cocks 
referred  to,  and  was  then  stopped. 

The  boiler  was  then  examined  and  found  to  have  received  no  ap- 
parent injury.  The  fire  was  made  up  again  and  the  observers  again 
sought  a  place  of  safety.  Steam  soon  commenced  blowing  ofi*  at 
the  safety  valve  and  blew  ofi"  continuously  for  about  fifteen  minutes,  and 
then  blew  off  intermittently.  Steam  came  out  of  the  lower  gauge 
cock  and  blue  steam  from  the  safety  valve ;  in  about  fifteen  minutes 
more,  it  being  evident  that  the  crown  sheet  must  be  very  hot,  water 
was  again  pumped  into  the  boiler,  the  result  being  that  the  pressure 
was  at  once  reduced,  and  on  examination  the  stay  bolts  were  found 
to  be  leaking,  and  the  crown  sheet  was  burned  and  slightly  bulged. 
The  temperature  of  the  water  which  was  pumped  in  was  about  60°. 


The  Manufactures  of  Philadelphia.— The  recent  corrected 

report  of  the  Census  Committee  contains  information  upon  the  subject 
of  the  manufactures  of  this  city,  which  is  of  national  more  than  o 
local  interest,  inasmuch  as  it  presents  the  vast  industrial  wealth 
of  the  chief  manufacturing  city  of  this  country  in  such  a  form  that 
its  true  magnitude  may  be  patent  to  all. 

From  these  statistics,  which  have  been  introduced  into  the  national 
census  report,  it  appears  that  the  whole  number  of  manufacturing 
establishments  in  the  city  of  Philadelphia,  for  the  year  ending  June, 
1870,  was  8,339.  The  amount  of  capital  employed^was  ?185, 000,357. 
The  number  of  men  employed,  92,112;  of  women,  38,478 ;  of  youths 
under  sixteen,  10,286  ;  wages,  $61,948,874.  The  value  of  materials 
operated  on  was  $181,261,223 ;  and  that  of  the  finished  products, 
$334,852,458.  If  to  this  last  figure  is  added  the  productions  of  a- 
number  of  manufacturing  towns  in  the  vicinity  of  Philadelphia,  de- 
pendent upon  this  city  for  capital  and  labor,  the  sum  total  of  the 
manufactured  products  for  the  year  foots  up  $362,484,698 ;  a  sum 
which  the  Committee  observe  is  over  fifty  millions  of  dollars  greater 
than  the  entire  import  trade  of  our  commercial  metropolis,  and  one 
hundred  millions  greater  than  its  entire  export  trade. 
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ON  THE  PRINCIPLES  OF  GUN  CONSTRUCTION  * 

By  Libut.  C.  E.  Dutton. 
U.  S.  Ordinance  Corps. 

In  tlie  first  lecture  were  discussed  the  principles  involved  in  the 
construction  of  projectiles,  and  the  work  to  be  done  by  them;  in  the 
second,  the  moving  agent,  gunpowder,  was  treated  of.  Let  us  now 
proceed  to  examine  cursorily  the  difficulties  to  be  overcome  by  a  gun 
in  controlling  this  agent.  We  may  consider  the  gun  as  a  hollow 
cylinder,  exposed  to  the  action  of  an  elastic  force  in  the  bore.  If  the 
metal  of  which  it  is  made  was  perfectly  rigid,  i,  e.,  if  it  were  not  sus- 
ceptible of  expanding  under  tension,  or  contracting  under  compres- 
sion, the  problem  would  be  very  easy,  for  in  that  case  the  strength  of 
the  cylinder  would,  if  perfectly  homogeneous,  be  directly  proportional 
to  the  thickness  of  the  walls;  for  the  rigidity  (being  supposed  to  be 
absolutely  perfect)  would  bring  into  play  the  cohesion  of  every  part 
equally  throughout  the  walls,  and  consequently  the  thicker  they 
were,  in  just  that  proportion  would  they  resist.  But  in  reality  no 
metal  is  perfectly  rigid,  and  all  gun  metals  have  two  kinds  of  elasticity. 
If  they  are  subject  to  tension,  within  certain  limits,  they  stretch ;  and 
when  the  tension  is  released,  they  come  back  sensibly  to  their  origi- 
nal dimensions.  If,  also,  they  are  subject  to  compression,  they 
diminish  in  the  direction  of  the  pressure,  but  restore  themselves  when 
the  pressure  is  removed.  Let  us  see  how  these  elasticities  operate  in 
the  hollow  cylinder.  Conceive  this  cylinder  to  consist  of  a  great 
number  of  concentric  cylinders  of  small  thickness.  It  is  the  inside 
cylinder  which  receives  the  outward  stress  of  the  forces,  and  it  tends 
to  stretch  in  the  direction  of  its  circumference,  and  to  become  thinner 
in  the  direction  of  its  radius,  being  pressed  between  the  gases  on  the 
inside  and  the  next  ring  on  the  outside.  The  result  is  that  it  in- 
creases its  diameter  and  diminishes  its  thickness.  Let  us,  for  the 
moment,  drop  the  elasticity  with  respect  to  compression,  and  con- 
sider by  itself  the  extensibility.  We  see  the  first  action  of  the  inner 
ring  is   to  expand.      By  so  doing  it  will   communicate  an  outward 

*The  following  paper  is  one  of  a  conrse  of  lectares  delivered  before  the 
FrankliD  Institute  at  Philadelphia,  in  Janaary  and  Febraary,  1872.  Revised 
for  pablicatioD. 
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pressure  to  the  next  ring,  which  will  also  expand,  pressing  outward 
the  third,  and  so  on  to  the  last.  Suppose,  at  first,  that  the  metal  is 
extensible  but  incompressible,  all  the  rings  would  then  be  stretched, 
and  their  diameters  and  circumferences  increased.  They  would  all 
be  increased  too  by  an  equal  amount.  But  the  interior  circles  are 
smaller  than  the  exterior  ones  at  the  outset,  and  though  the  circles 
have  all  stretched  the  same  amount  absolutely,  yet  the  interior  ones 
have  stretched  more  proportionally.  Assume,  if  you  please,  that  the 
diagram  represents  a  cylinder  with  a  calibre  of  one  foot,  and  with 
walls  a  foot  thick.  Then  the  outer  circle  is  three  times  the  circum- 
ference of  the  inner.  Suppose  the  inner  circle  has  been  stretched  a 
tenth  of  an  inch  ;  if  the  metal  does  not  compress,  then  the  outer  cir- 
cle has  stretched  a  tenth  of  an  inch  also.  But  it  is  clear  that  a  tenth 
of  an  inch  is  a  larger  proportion  of  the  circumference  of  the  inner 
circle  than  it  is  of  the  outer  one ;  and  in  fact  the  stretch  of  the  inner 
circle  is  three  times  as  great,  per  lineal  foot,  as  that  of  the  outer. 
Hence,  when  the  inner  circle  had  reached  its  elastic  limit,  the  outer 
circle  would  be  only  one-third  of  the  way  to  that  point.  Now  the 
amount  of  stretch  measures  pretty  nearly  the  amount  of  strain,  and 
the  amount  of  strain  measures  in  turn  the  amount  of  restrain,  which 
any  circle  exercises.  As  the  outer  circle  is  three  times  as  far  from 
the  common  centre  as  the  inner,  and  its  restraining  influence  is  only 
one-third  as  great,  we  conclude  that  the  restraining  influence  of  this 
ring  is  inversely  as  its  distance  from  the  centre,  when  the  metal  is 
incompressible. 

Let  us  now  introduce  the  effect  of  compressibility.     In  the  first  - 
supposition,  the  expansion  of  the  inner  ring  pushed  out  all  the  rings 
outside  of  it,  increasing  their  diameters  exactly  as  much  as  it  did  ita^ 
own.     But  if  the  rings  had  been  made  each  a  very  little  thinner  at 
the  same  time,  it  is  clear  that  the  increase  of  diameter  would  be  less 
and  less  in  each  succeeding  circle  from  the  inner  one   outwards. 
Hence,  the  amount  of  stretch  in  the  outer  rings  is  still  further  dimin- 
ished by  the  introduction  of  this  second  elasticity,  which  tends,  just 
as  the  other  one  did,  to  diminish  the  restraining  influence  of  the  outer 
circles.     The  effect  of  this  is  to  bring  the  inner  portion  of  the  wall  of 
the  cylinder  up  to  the  point  of  rupture  before  the  outer  portions  have 
exerted  more  than  a  small  part  of  their  real  strength,  and  when  rup- 
ture takes  place  it  does  so  in  detail — the  inner  part  breaking  first, 
while  the  outer  parts  are  barely  exerting  themselves.     To  follow  out 
the  law  by  which  the  restraint  of  different  portions  of  the  wall  is  ex- 
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^rcised  is  a  profound  application  of  the  higher  calculus,  which  has  no 
>lace  in  a  lecture. 

It  is  sufficient  for  us  to  know  that,  in  the  strength  of  a  gun,  the 
'estraint  of  the  outer  parts  becomes  very  rapidly  less  as  the  diameter 
)f  the  exterior  increases,  and  that  we  add  little  to  the  strength  of  a 
jun  by  increasing  its  thickness  beyond  a  certain  point.  But  although 
we  may  not  here  enter  into  an  analysis  of  the  ratios  of  these  proper- 
ies,  we  may  give  them  a  general  discussion,  which  will  present  them 
n  a  tolerably  appreciable  manner. 

The  properties  of  metals  for  guns,  which  are  of  importance,  are 
[oite  numerous.  Inexperienced,  or  I  may  say,  inexpert  thinkers  on 
his  subject  are  in  the  habit  of  paying  attention  to  a  single  property, 
riz.,  tenacity.  It  is  a  common  impression  that  what  arc  usually 
;ermed  "strong  **  metals  can  alone  be  recommended  for  this  pur- 
>08e.  When  we  come  to  sift  the  meaning  of  the  term  *'  strong  *'  we 
Snd  that  it  means  tenacious,  and  the  standard  of  tenacity  is  estab- 
lished by  taking  a  short  specimen  of  it,  putting  it  into  a  testing  ma- 
shine,  and  pulling  it  asunder  with  a  measured  force.  I  propose  to 
liscuss  this  property  further  on,  and  will  merely  say  here  that,  other 
things  being  equal,  a  highly  tenacious  metal  is  better  than  a  less 
tenacious  one.  But  the  discussion  just  given  of  the  hollow  cylinder 
makes  it  evident,  I  trust,  that  other  properties  are  equally  important. 
Let  us  enumerate  some  of  them  : 

1.  The  tenacity  within  the  elastic  limit. — It  is  necessary  to  dis- 
tinguish clearly  between  the  power  to  endure  extension,  and  resume 
the  original  shape  afterwards,  and  the  ultimate  stress  which  a  metal 
can  endure.  It  is  generally  held  in  gunnery,  that  if  the  stress  he 
greater  than  the  limit  of  resilience  the  rapid  degradation  of  the  gun 
is  sure  to  follow,  and  the  only  value  attached  to  the  excess  of  tenaci- 
ty lying  between  the  limit  of  ultimate  resilience  and  ultimate  tenacity 
is  to  make  the  destruction  progressive  instead  of  immediate.  Yet 
this  is  no  doubt  a  most  valuable  property;  for  by  watching  the  en- 
largement 9f  the  bore  of  the  gun,  we  can  form  a  very  good  idea  of 
liow  much  it  has  been  degraded  by  firing,  and  how  much  of  its  en- 
durance has  been  expended. 

2.  Hardne»». — This  quality  is  of  great  importance  for  two  or 
;hree  totally  distinct  reasons.  The  first  one  will  be  seen  when  we 
consider  what  has  been  said  of  the  expansion  of  hollow  cylinders  by 
nternal  force.  Take  the  case  of  a  cylinder  having  a  given  tenacity 
>Qt  inferior  hardness,  and  compare  it  with  that  of  a  cylinder  of  the 
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same  size  and  the  same  tenacity,  bat  harder.     It  is  clear  that  the  one 
of  harder  metal  will,  for  a  given  amount  of  expansion  in  the  inner 
ring,  push  the  outer  rings  farther  away  and  stretch  them  more,  thus 
bringing  the  strength  of  the  outer  portions  more  forcibly  into  co-op- 
eration with  the  inner  portions.     Hence  the  harder  cylinder  would 
be  stronger  than  the  softer,  although  the  tenacity  of  the  two  metals 
might  be  identical.     Hardness  is  also  necessary  to  prevent  the  bruis- 
ing or  hammering  of  the  projectile.     A  soft  metal  is  quickly  indented 
and  the  bore  battered  out  of  shape,  by  the  balloting  of  the  shot  when 
spherical  projectiles  are  used,  and  in  case  of  rifle  shot  the  sharpness 
of  the  lunds  is  soon  worn  off  and  the  rifling  destroyed.     Still  again, 
hardness  is  essential  to  prevent  the  guttering  or  channeling  produced 
by  the  action  of  the  gases  of  inflamed  gunpowder.     Soft  metals  are 
acted  upon  most  destructively  in  this  way,  and  deep  channels   are — 
quickly  worn  in  the  bore  and  around  the  vent.     Hard  metals,  too,  are-« 
more  or  less  affected  in  the  same  way,  but  much  more  slowly  thaa— 
soft  ones. 

3.  Extensibility  is  the  degree  to  which  a  body  can  be  stretched  ;:^ 
it  is  usually  considered  only  so  far  as  it  lies  within  the  limit  of  resi — 
Hence.  It  appears  that  the  metal  which  is  most  extensible  (witbo 
permanent  set),  other  things  being  equal,  is  to  be  preferred,  since  i 
brings  the  outer  parts  more  effectively  into  co  operation  with  th 
inner. 

4.  Elasticity  with  respect  to  tension  must  be  clearly  distinguished^ 
from  the  foregoing  property.  By  elasticity  is  meant  a  certain  power-^ 
of  resistance  to  the  action  of  a  force,  and  in  this  case  it  is  measure( 
by  the  ratio  between  the  amount  of  stretch  and  the  force  required  t< 
produce  it. 

5.  The  elasticity  with  respect  to  compression  is  always  important. 
By  this  is  meant  the  ratio  between  the  amount  of  compression  and 
the  force  producing  it.  The  metal  should  be  as  nearly  incompressible 
as  possible,  for  the  more  compressible  it  is  the  less  is  the  strain  thrown 
upon  the  exterior  portions  and  the  more  upon  the  inner. 

It  appears,  then,  that  the  properties  which  enter  into  a  good  gun 
metal  are  numerous  and  complex.  But  complexity  would  give  the 
scientific  gun-maker  very  little  trouble  were  the  properties  all  as  plain 
and  intelligible  as  those  mentioned,  for  the  mathematician  does  not 
stop  at  complexities ;  give  him  the  facts  and  the  laws,  and  he  will 
quickly  find  a  solution.     Unfortunately  there  are  other  qualities  in* 
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fierent  in  and  peculiar  to  metals,  which  escape  satisfactory  analysis, 
ind  which  sometimes  show  their  existence  in  the  most  disastrous  man- 
ler.  The  bursting  of  a  gun  is  always  a  most  serious  matter ;  but,  to 
he  ordnance  officer,  the  most  formidable  and  deplorable  circumstance 
connected  with  such  mishaps  is  that  they  often  occur  when  least  ex- 
»ected,  and  from  causes  not  understood.  If  we  knew  those  causes 
.ccurately,  we  could  very  probably  avail  ourselves  of  the  resources  of 
Qodern  metallurgy  and  devise  a  remedy ;  but  we  too  often  find  our- 
elires  like  physicians  in  the  midst  of  diseases  unknown  to  our  patho- 
agy,  and  merely  know  that  our  tonics  are  powerless.  Take  an  in- 
tance  : 

A  steel  axle,  turned  with  a  sharp  ^^  shoulder,"  is  almost  sure  to 
>reak  at  the  smallest  provocation,  and  nearly  every  mechanic  may  be 
ible  to  recall  instances  where  pieces  of  steel  with  shoulders  have  actu- 
klly  seemed  to  be  shaken  in  two  by  a  jar  or  shock  which  would  have 
^▼en  no  inconvenience  to  a  piece  of  wrought  iron  or  even  cast  iron ; 
knd  every  4athe  hand  understands  well  the  importance  of  rounding 
he  reentrant  angles  of  a  steel  forging.  In  explanation  of  this  mode 
^f  breaking,  it  has  been  suggested  that  the  differences  in  the  pitch  of 
ribration  of  the  parts  on  either  side  of  the  shoulder  causes  an  inter- 
ference of  the  waves  at  that  point.  But  let  any  man  try  to  conceive 
low  this  can  produce  rupture  and  he  will  find  himself  as  much  puzzled 
IS  ever. 

Still  again  :  Some  years  ago  an  experimental  boiler  for  one  of  our 
naval  vessels  was  constructed  of  steel.  During  the  process  of  rivet- 
ing, a  plate  was  found  to  have  cracked  through  from  top  to  bottom. 
A.  fragment  of  this  plate  was  afterwards  folded  and  refolded  quarto^ 
and  the  folds  hammered  down  cold,  without  a  sign  of  a  crack  any- 
where about  it. 

Now,  we  call  this  peculiar  behavior  brittleness,  and  yet  no  man  has 
ever  explained  this  property,  or  told  us  how  it  comes  about  that  a 
material  which  is  strong  in  the  presence  of  one  force  is  miserably 
weak  in  the  presence  of  another.  No  man  has  been  able  to  measure 
it  and  give  us  such  an  insight  into  its  operation  that  we  can  calculate 
its  effects  upon  the  resistance  of  the  material  which  it  inheres.  There 
is  some  property  similar  to  brittleness  in  gun  metals,  and  that,  too,  in 
some  gun  metals  which  do  not  exhibit  it  sensibly  in  those  forms  and 
under  those  forces  in  which  they  usually  are  employed  in  the  arts. 
[ts  operation  will  become  clearer  when  we  treat  of  the  metals  possess- 
ing this  mysterious  property. 


276  Chemistrt/j  Pht/8ic%  Technohgy^  etc. 

The  metals  employed  in  gun-making  may  be  confined  for  this  lec- 
ture to  three :  (1)  oast  iron,  (2)  wrought  iron,  (3)  steel. 

I.  The  popular  idea  of  cast  iron  is  that  of  a  weak,  brittle,  hard, 
and  generally  vulgar  and  contemptible  material,  very* good  for  anvil 
blocks,  stoves,  engine  bedplates,  pots  and  kettles,  and  for  any  purpose 
where  weight  and  stability  are  required,  but  out  of  the  question  when 
strength  is  demanded.  I  do  not  wonder  that  this  is  the  popular  idea. 
The  iron  in  ordinary  use  is  just  about  fit  for  anvil  blocks,  and  pots 
and  kettles,  and  so  far  as  strength  is  concerned  is  as  bad  as  human 
ingenuity  can  make  it.  How  many  iron  founders  in  Philadelphia  to- 
day, excepting  possibly  the  car-wheel  makers,  and  roll  makers,  and 
one  or  two  kindred  trades,  where  must  be  used  strong  iron,  have  ever 
troubled  themselves  to  inquire  whether  the  iron  they  use  is  strong 
or  weak  ?  So  long  as  it  fills  the  mould  well  and  is  cheap  they  are 
satisfied.  The  great  demand  is  for  an  iron  which  will  fill  well  a 
greensand  mould  and  melt  rapidly  in  a  cupola.  But  it  happens  that 
these  very  properties  of  great  fluidity,  soundness  and  fusibility,  are 
engendered  by  the  presence  of  foreign  elements,  which  deprive  it  of 
strength,  toughness  and  elasticity.  Take  phosphorus,  and  silicon, 
and  the  metals  aluminium,  calcium,  sodium — ^you  find  the  largest 
quantities  of  them  in  those  irons  which  make  the  best  castings.  The 
fame  of  the  Berlin  castings  is  world  wide — castings  which  will  re- 
produce in  metal  the  figures  of  a  damask  napkin  or  point  lace ;  the 
property  which  enables  the  metal  to  receive  these  imprints  and  retain 
them  is  due  to  the  presence  of  an  abnormal  quantity  of  phosphorus, 
calcium  and  silicon,  and  the  metal  is  as  brittle  as  glass  and  slightly 
stronger  than  a  brickbat.  Scotch  pig  is  used  in  the  arts  on  the  same 
principle  as  proof  spirit  is  used  in  trade.  Too  utterly  abomina;ble  to 
be  used  by  itself,  it  is  employed  to  ''  rectify**  other  irons,  and  the  fluid- 
ity and  soundness  of  castings  when  Scotch  pig  is  used  is  due  to  the 
fact  that  this  brand  c irries  with  it  about  one  to  three  per  cent,  of 
phosphorus,  and  an  unusual  percentage  of  other  impurities.  But  I 
wish  to  convey  in  the  strongest  and  most  emphatic  manner  the  impres- 
sion that  the  iron  now  used  in  the  manufacture  of  cast  iron  guns  is 
separated  by  a  very  wide  interval  from  the  cast  iron  of  the  trades. 
To  contrast  the  popular  idea  of  cast  iron  with  the  ordnance  idea  of  it 
I  will  state  that  Mr.  Anderson,  the  former  Assistant  Superintendent 
of  the  Royal  gun  factories  at  Woolwich,  a  few  years  ago,  in  a  paper 
on  the  subject  of  gun  construction,  spoke  of  cast  iron  as  a  metal  hav- 
ing an  average  tenacity  of  14,000  lbs.  per  square  inch,  and  applying 
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the  ordinary  factor  of  safety  (6),  said  that  it  could  be  relied  upon  for 
i  stress  of  about  3000  or  4000  lbs.  per  square  inch.  Now  the  stand- 
trd  of  tenacity  of  our  ordnance  irons  is  between  36,000  and  40,000 
bs.  per  square  inch,  and  we  do  not  hesitate  to  work  thera  up  to  three- 
:burths  of  their  ultimate  tenacity,  or  say  27,000  to  30,000  lbs.  per 
iquare  inch,  which  is  just  about  eight  or  nine  times  as  high  as  Mr. 
A^nderson  put  it.  We  have  done  this  practically  for  the  last  ten 
^ears,  and  have  not  burst  a  solitary  gun,  except  in  cases  where  we 
knew  we  had  exceeded  the  ultimate  possibilities  of  the  metal. 

The  selection  of  ores  is  confined  to  those  which  are  most  easily  re- 
duced. They  must  also  be  very  free  from  phosphorus  and  sulphur, 
and  must  be  acted  upon  at  a  low  temperature  in  the  smelting  furnace. 
Those  hitherto  in  most  favor  are  the  limonites  of  that  series  to  which 
the  Salisbury,  Copake,  Tyrone,  Sligo  and  Bloomfield  beds  belong.  As 
these  ores  contain  considerable  alumina  and  silica,  they  require  but  a 
small  addition  of  lime  to  make  a  very  fusible  flux,  which  admits  of 
their  being  smelted  in  a  charcoal  furnace  of  small  size,  and  with  a 
cold  blast.  The  low  temperature  of  smelting  enables  these  ores  to 
reduce  with  only  a  small  quantity  of  silicon  and  earthy  bases,  and  a 
high  percentage  of  carbon.  The  iron  thus  smelted  is  subjected  to 
repeated  fusions  in  an  air  furnace,  and  each  successive  fusion  removes 
a  considerable  proportion  of  the  silicon  and  carbon.  The  carbon  is 
kept  up  by  adding  to  each  result  some  pigs  containing  the  highest 
percentage  of  that  element,  and  the  final  casting  is  made  from  irons 
containing  a  very  low  percentage  of  silicon  and  a  moderate  quantity 
of  carbon,  and  as  free  from  other  impurities  as  it  is  possible  for  any 
cast  iron  to  be.  The  resulting  gun  metal  is  chemically  not  far  removed 
from  steel,  and  its  mechanical  properties  approach  those  of  a  sand- 
cast  steel  ingot.  The  only  limit  to  this  process  of  refinement  is  the 
possibility  of  keeping  the  metal  sufficiently  fluid  to  cast  well.  As  cast 
iron  parts  with  its  impurities  its  fusion  point  is  raised,  and  at  last  be- 
comes so  high  that  the  reverbatory  furnace  can  no  longer  keep  it  fluid, 
and  it  solidifies  into  a  spongy  mass,  which  is  wrought  iron  or  semi- 
steel.  Hence,  in  the  use  of  an  air  furnace  the  iron  must  not  be  re- 
fined so  far  as  to  become  viscous,  for  it  must  retain  sufficient  fluidity 
to  pour  and  cast  thoroughly  well,  otherwise  the  casting  will  be  porous 
and  honey-combed.  The  metal  of  our  cast  iron  guns  is  tenacious, 
very  hard,  elastic  under  tension,  and  very  moderately  so  under  com- 
pression, and  possesses  in  a  high  degree  the  properties  essential  to  a 
good  gun  metal.    Its  tenacity  up  to  the  limit  of  permanent  set  is  much 
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less  than  that  of  steel,  and  its  hardness  is  decidedly  greater  than  the 
soft  steels  used  for  guns,  while  its  extensibility  is  less.  It  is  more  Id- 
compressible  than  the  low  steels  used  for  gun-making,  and  far  more 
so  than  wrought  iron.  In  a  comparison  of  the  products  of  these  pro- 
perties the  theoretical  advantages  are  in  favor  of  steel,  but  not  so 
overwhelmingly  as  might  be  thought  if  we  judged  the  two  by  merely 
comparing  their  tenacities,  for  the  superior  hardness  and  incompressi- 
bility  of  cast  iron  bring  into  play  the  outer  circles  of  the  hollow  cylin- 
der more  effectually  than  in  steel ;  in  a  word,  the  restraining  influeDce 
of  the  exterior  portions  is  greater  proportionally  in  a  cast  iron  gan 
than  in  a  steel  one  of  the  same  dimensions.  But  on  the  whole,  so  far 
as  strength  depends  upon  known  conditions,  cast  iron  is  inferior  to 
steel,  but  not  in  proportion  to  their  respective  tenacities.  There  are 
some  unknown  conditions,  which  may  or  may  not  affect  the  case,  which 
will  be  alluded  to  further  on.  Up  to  the  limit  of  its  strength,  as  d^ 
termined  by  theory  and  verified  by  experiment,  cast  iron  is  thoroughly 
to  be  relied  upon,  and  the  long  and  fruitful  experience  of  our  offi- 
cers with  this  metal  leaves  no  doubt  that  every  failure  may  be  ac- 
counted for  by  the  fact  that  the  guns  which  have  yielded  have  been 
overcharged. 

Cast-iron  appears  to  be  suitable  only  for  smooth-bore  guns.  The 
increased  strain  caused  by  the  longer  column  of  metal  in  firing  elon- 
gated projectiles  renders  it  more  than  doubtful  whether  we  shall  be 
able  to  avail  ourselves  of  this  metal  in  constructing  rifled  cannon,  es- 
pecially large  cannon.  Theory  indicates  that,  even  at  the  most  mod- 
erate pressures  of  gunpowder,  we  are  verging  very  near  to  the  limit 
at  which  our  strongest  cast-iron  must  break,  and  our  experience  with 
large  rifles  has  shown  that  these  pressures  are  liable  to  spring  up  to 
a  destructive  point  when  we  least  expect  it,  in  which  case  the  gan 
must  rapidly  give  way. 

On  the  suitableness  of  wrought-iron  for  gun  metal  there  has  always 
been  much  controversy,  and  even  to-day  the  only  advocates  of  this 
metal  are  the  English,  who  differ  greatly  among  themselves  on  this 
point.  It  is  now  established  by  proofs  of  the  strongest  character  that 
wrought-iron,  in  the  form  of  coils,  is  a  very  superior  meta^,  though  a 
majority  of  the  European  gun  makers  and  mechanics  consider  it  much 
inferior  to  steel.  I  shall  speak  of  its  record  elsewhere,  and  discuss 
ftt  present  its  peculiar  properties. 

.  Tht  ultimate  tenacity  of  wrought-iron,  as  indicated  by  the  ordinary 
litto  known  among  oa  as  the  Kirkaldy  tests,  is  about  50  per  cent. 
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higher  than  that  of  our  cast-iron.  But  it  possesses  a  property  which 
pertains  only  in  a  small  degree  to  cast-iron,  viz.,  the  property  of  elon- 
gating very  considerably  and  permanently  under  tensions  below  its 
ultimate  tenacity.  We  call  this  property  ductility.  Although  wrought- 
iron  shows  measurable  and  permanent  elongations  at  strains  of  a  few 
thousand  pounds  per  square  inch,  it  is  not  usual  to  treat  of  them  a8 
having  any  practical  value  until  tho  stniins  amount  to  about  25,000 
pounds,  at  which  point  the  elongations  begin  to  be  serious,  and  in- 
crease rapidly  up  to  the  breaking  limit,  at  which  stres?  the  elonga- 
tions sometimes  reach  in  very  tough  iron  20  and  even  25  per  cent,  of 
the  original  length.  Moreover,  repeated  applications  of  the  load  give 
increased  elongations.  In  treating  of  the  tenacity  of  wrought-iron, 
therefore,  we  have  no  right  to  take  as  a*  standard  of  its  useful  or 
working  strength  the  limit  of  ultimate  tenacity,  but  only  that  portion 
which  lies  within  the  practical  ductile  limit — for  it  will  appear  that 
a  gun  which  stretches  permanently  and  to  a  material  extent  after 
every  fire  will  soon  become  practically  useless  by  the  enlargement 
of  the  bore  at  the  seat  of  the  charge.  This  very  diflSculty  occurred 
in  a  gun  made  at  Salisbury,  Conn.,  out  of  the  famous  iron  of  that  lo- 
cality, which  had  enlarged  so  tnuch  after  a  few  fires  that  it  was  vir- 
tually unserviceable.  Although  this  form  of  degradation  is  by  no 
means  so  objectionable  as  a  liability  to  burst,  yet  it  is  abundantly  so 
to  condemn  any  material  in  which  it  cannot  be  avoided. 

Now,  if  we  are  to  take  the  Kirkaldy  tests  as  the  standard  of  tenac- 
ity, or  resisting  power  of  the  metal,  we  should,  by  strict  logic,  confine 
ourselves  to  the  ductile  limit  as  the  available  and  practical  measure 
of  strength,  and  not  attempt  to  reason  from  its  ultimate  tenacity. 
But  I  do  not  hesitate  to  assert  that  the  Kirkaldy  tests  would  thus 
underrate  the  value  of  wrought-iron,  and  cannot  be  logically  used  to 
base  upon  them  any  inferences  respecting  its  suitableness  for  gun- 
metal.  The  break  in  the  logic  which  would  so  use  them  lies  in  the 
fact  that  the  stress  is  applied  in  the  testing  machine  cannot  be  com- 
pared to  that  applied  by  gunpowder.  I  am  not  questioning  Mr. 
Kirkaldy  at  all,  whose  tests  are  accurately  and  intelligently  made  and 
reported,  but  am  merely  questioning  the  logic  which  would  use  them 
to  infer  the  utility  of  wrought-iron  as  a  gun-metal.  If  these  tests 
could  be  so  used,  then  we  should  have  to  set  down  the  useful  limit  in 
the  tenacity  of  wrought-iron  at  25,000  pounds  per  square  inch,  or  say 
about  one-half  its  ultimate  tenacity,  the  residual  half  being  useful 
only  80  far  as  it  allows  the  gun  to  bulge  instead  of  burst.     But,  if 
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there  be  any  result  in  the  English  experience  of  the  last  fourteen 
years  more  clear  than  another,  it  is  that  this  useful  limit  of  wrought- 
iron  tenacity  is  very  considerably  higher,  although  it  is  probably  not 
up  to  the  ultimate  limit.     Wo  may,  perhapp,  find  a  satisfactory  solu- 
tion of  this  fact.      The  ductility  of  a  metal  is  one  case  of  the  phenom- 
enon termed  the  *'flow  of  solids.     The  forcing  of  lead  pipe  is  a  strik- 
ing illustration  of  another  case.     But  in  the  flow  of  solids  time  is  an 
important  element,  for  the  viscosity  of  the  material  requires  that  the 
particlrs,  whose  relative  p<'siti()ns  arc  ehangi-d,  should  have  time  to 
adjust  themselves  tj  the  changes   induced  upon  them  ;   and  the  more 
powerful  the  cohesion,  tlu*   more  slowly  do   they  obey  the  impress  of 
external  forces.      Hence,  when  we  apply  the  stress  very  suddenly  and 
briefly,  we  find  that  we  do  .not  i)btain  anything  like  so  great  an  elon- 
gation as  when  we  apply  it  slowly,  because  we  do  not   give  the  parti- 
cles time  to  vield  to  the  force  and  take  new  cohesions.     But  it  is  also 
probable  that,  while  we  find  a  higher  ductile  limit  with  sudden  forces, 
we   probably  find    also  a  lower  ultimate   limit  of  tenacity.     The  evi- 
dence in  support  of  this  view  is  not  so  abundant  as  might  be  desired, 
but  is  yet  very  strong,  and  I  know  of  none  to  the  contrary  ;  the  sub- 
ject does  not  seem  to  have  been   thoroughly  investigated,  and  conse- 
quently evidence  in  either  direction  is  indirect.     But  we  may  safely 
say  that  the  useful  limit  of  tenacity  in  wrought  iron   is  considerably 
higher  than  the  ductile  limit  assigned  by  such  tests  as  Mr.  Kirkald/s* 
Comparing  it  with   cast-iron  we   have,  in  the   latter  metal,  no  such 
thing  as  ductility,  and  have  only  the  ultimate  tenacity  to  consider- 
Experience  with  coil  guns  seems  to  warrant  the   conclusion  that  the 
useful  tenacity  of  wroughtiron  is  a  little  higher  than  that  of  our  best 
cast-iron,  but  there  is  no  satisfactory  proof  that  it  is  very  much  greater. 
The    foregoing  remarks  may  have  some  bearing  on   an   objection 
raised  against  the  Woolwich  system  of  construction  by  those  who  ad- 
vocate the  use  of  steel  alone,  viz.,  that  after  a  few  fires  the  wrought- 
iron coil  soon  ceases  to  exercise  any  restraining  influence  on  the  steel 
tube,  being  permanently  stretched,  while   the  tube  is  working  within 
its  elastic  limit.     If  the  useful  strength  of  wrought-iron  is  as  low  a» 
the  Kirkaldy  tests  would  place  it,  this  hypothesis  is  not  improbable; 
but  if,  as  I  conceive,  it  be  materially  higher  in  thegutij  its  probability 
is  greatly  diminished.     Yet,  if  we  assume  that  there  is  a  certain  mar- 
gin of  ductility  in  wrought-iron,  even  in   the  gunpowder  test,  and  if 
the  limit  of  it  be  considerably  lower  than  the  clastic  limit  of  steelf  we 
may  still  look  for  this  relaxation  of  the  coil  when  the  stress  of  firiBg 


On  the  Principles  of  Ghnn  ConstrtLctian.  '   281 

becomes  very  great.  It  would  be  raore  likely  to  occur  in  large  guns 
than  in  small  ones  ;  but  in  any  case  the  considerations  advanced  seem 
to  modify  greatly  the  force  of  this  objection  to  the  Woolwich  system, 
which  has  certainly  demonstrated  the  efficiency  of  wrought-iron  as  a 
gun-metal  most  satisfactorily. 

We  have  always  associated  with  steel  the  ideas  of  strength,  en- 
durance, hardness  and  homogeneity,  in  their  perfection,  and  it  is 
quite  natural  that  the  gun-maker  should  look  to  this  metal  as  the 
one  better  suited  than  all  others  to  restrain  the  terrible  forces  he  is 
compelled  to  use.  If  we  take  its  resistance  to  strains  as  indicated 
by  such  tests  as  Mr.  Kirkaldy's,  we  shall  be  led  to  infer  that  the 
aseful  strength  of  steel  is  more  than  double  thai  of  wrought-iron, 
and  about  three  times  as  great  as  that  of  cast-iron.  Unfortunately 
our  whole  reasoning  respecting  this  metal  is  based  on  the  breakages 
of  innumerable  specimens  of  less  than  a  square  inch  of  cross-section. 
Treatises  on  the  strength  of  materials  assume  that  the  resistances  af- 
forded by  these  small  specimens  are  units,  or  constants,  by  which 
the  [strength  of  a  mass  of  any  size  and  any  geometrical  figure 
may  be  measured.  But  do  facts  sustain  this  reasoning  ?  Do  they 
show  that  a  large  mass  of  metal  really  possesses  as  much  strength  per 
unit  of  cross-section  as  a  small  test  specimen  ?  It  may  seem  to  be  a 
singular  question  to  propound  at  this  late  day,  whether  the  whole  basis 
upon  which  that  branch  of  mechanics  known  as  ''  strength  of  mate- 
rials" rests,  is  really  a  sound  one  ;  whether  all  the  mathematicians 
and  mechanics  who  have  discussed  the  subject  have  not  overlooked  a 
very  obvious  consideration  of  a  vital  character.  But  let  us  examine 
the  matter  a  little.  Is  there  in  the  whole  range  of  experiment  on  the 
strength  of  metals  a  well  authenticated  instance  (excepting  certain 
ones  which  will  be  alluded  to),  where  a  large  mass  of  wrought-iron  or 
steel  has  been  subjected  to  trial,  to  test  empirically  the  question 
whether  a  large  mass  is  really  as  strong  per  unit  of  cross-section  as  a 
small  one  ?  Certainly  no  known  treatise  and  no  adopted  formula  or 
theory  recognizes  any  such  ideas  to  the  contrary.  What  are  the  Eng- 
lish Admiralty  tests  ?  what  kind  of  tests  have  been  adopted  as  stan- 
dard by  the  French  Conservatoire  des  Arts  et  Metiers  ?  by  the  Swed- 
ish, Russian  and  Prussian  Governments?  Every  one  of  them  adopts 
as  standard  units  the  results  given  by  the  extreme  proof  of  specimens 
haying  a  section  of  about  a  square  inch,  and  in  some  cases  less.  From 
these  the  strength  of  a  larger  mass  is  always  deduced  by  a  purely 
theoretical  formula.     The  only  apparebt  qualification  to  this  state- 
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ment  of  the  case  is   the  use  pf  a  factor  of  safety,  which  means  that 
in  practice,  a  piece  of  metal  in  a  large  structure  is  not  to  be  relie 
upon  to  give  a  resistance  to  strain  in  excess  of  one-fifth  of  this  calca 
lated  strength.     But  is  it  not  most  extraordinary  that,  after  an  elab 
orate  calculation,  we  are  obliged  to  throw  away  arbitrarily  four-fifth 


of  our  result  as  being  probable  error,  and  keep  only  one-fifth  ?  W< 
may  very  properly  allow  something  for  weak  spots,  imperfect  work 
manship,  &c.,  something  also  for  the  '* fatigue  "  of  the  metal;  bu 
surely  no  man  would  think  of  thus  disposing  of  four-fifths  of  thi 
strength  he  calculates  upon,  had  he  not  before  him  the  unanswerabl 
fact  that  numerous  structures,  in  which  a  smaller  factor  of  safety  has 
been  used,  have  collapsed. 

If  we  take  the  case  of  a  rod,  subject  to   a  simple  tensile  stress,  it 
certainly  seems  a  fair  inference  that  ten  square  inches  cross-section 
ought  to  withstand  ten  times  as  much  as  one  square  inch,  with  a  small 
deduction  for  assumed  lack  of  homogeneity.     A  few  months  ago,  Mr. 
James  B.  Eads  determined  to  test  this  question — for  such  he  deemed 
it.     In  a  huge  machine,  constructed  for  the  purpose,  he  caused  to  be 
placed  some  long  steel  anchor-bolts,  5|  inches  diameter,  and  the  first 
four  snapped  at  strains  averaging  about  30,000  lbs.  per  square  inch, 
while  a  number  of  small  samples  (thr^ee-quarter  inch  section),  taken 
from  the  crop-ends  of  the  bolts,  all  endured  upwards  of  100,000  lbs. 
per  square  inch  without  a  single  failure.*     It  would  certainly  be  un- 
wise to  undertake  to  prove  a  new  view  of  the  strength  of  materials 
from  a  single  series  of  experiments.     But  this  does  not  fairly  state 
the  case.     There  arc  several  considerations  of  great  moment  which 
are  applicable  at  this  juncture.     First,  it  must  be  remembered,  that 
no  experiments  with  large  masses  have  been  made  and  put  on  record 
(at  least,  so  far  as  is  known  to  me),  with  a  view  to  test  this  matter, 
excepting  the  one  first  alluded  to.     Second,  many  striking  cases  may 
be  cited  to  illustrate  the  belief  that  large  forgings  of  steel  often  fail 
to  exhibit,  from  some  unexplained  cause,  the  strength  indicated  by 
test  specimens.     It  would  be  impossible  to  give  a  clearer  illustration 
of  this  than  by  quoting  the  record  of  solid-forged  steel  guns. 

*  Having  witnessed  the  forging  and  testing  of  these  bolts,  and  ttkiag  partic- 
ular interest  in  the  matter,  1  cannot  soon  forget  the  astonishment  felt  by  all 
who  saw  these  failures.  It  seemed  to  be  quite  inexplicable.  Some  attributed 
it  to  internal  strains,  and  another  lot  of  rods  was  annealed,  but  with  reBoItt  do 
better  than  before.  Taken  in  connection  with  the  extreme  care  and  accaracy 
of  the  whole  trial,  the  whole  matter  became  extremely  perplexing,  nor  ia  there 
any  apparent  way  of  explaining  it  without  resoit  to  coDJectnret  not  nsaally 
entertained  by  engineers. 
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LECTURES  ON  VENTILATION. 

Ddivered  before  the  Franklin  InsttttUe. 
Bt  L.  W.  Lerds,  Esq. 

(ContiDned  from  page  216.) 

We  hive  here  a  diagram,  prepared  at  the  request  of  some  gentle- 
men of  his  city,*  showing  some  suggested  modifications  of  the  venti- 
lation and  warming  of  the  Hall  of  Representatives.  It  is  proposed 
to  draw  oflf  the  foul  air  both  at  the  top  and  bottom. 

That  taken  from  the  bottom  is  to  be  drawn  through  the  present 
inlet  registers,  and  that  from  the  top  to  escape  around  the  sides  of 
the  glass  as  at  present,  and  through  the  illuminating  loft  to  the  ex- 
ternal air. 

Now,  with  a  little  ignorance  or  carelessness  it  would  be  very  likely 
to  be  so  arranged  that  discharging  the  air  in  two  opposite  directions 
might  make  confusion,  and  that  it  would,  at  times,  all  draw  up,  and 
the  foul  air,  instead  of  escaping  at  the  floor,  would  flow  in  there ;  and 
at  other  times  it  would  escape  at  the  floor  and  come  in  at  the  ceiling; 
but  it  is  very  easy  to  avoid  such  action  and  with  entire  certainty. 

This  is  the  proper  manner  to  arrange  all  large  buildings  intended 
to  be  occupied  by  a  considerable  number  of  persons ;  there  should  be 
escapes  for  foul  air  thoroughly  distributed  over  the  floor,  also  liberal 
escapes  from  the  ceiling,  and  these  should  be  kept  constantly  open 
when  the  room  is  occupied,  and  there  is  no  practical  difficulty  what- 
ever in  doing  this. 

It  was  originally  intended  to  overflow  the  hall  with  the  fresh  air 
driven  in  by  the  fans  ;  but,  practically,  this  is  not  the  general  condi- 
tion. Several  experiments,  tried  at  various  times,  indicated  a  strong 
carrent  setting  into  the  Hall  of  Representatives  from  the  corridors 
through  every  door,  both  above  and  below,  so  that  practically  the 
main  room  is  supplied  by  air  from  the  surrounding  passages  ;  we  con- 
sequently recognize  this  fact  and  act  accordingly.  Arrangements 
should  therefore  be  made  to  keep  the  air  in  these  passages  as  nearly 
pure  as  possible. 

It  is  proposed  to  warm  the  floors  of  the  hall  slightly  in  excess  of 
the  temperature  of  the  room,  say  to  about  80°  or  85°,  which  would 
still  be  below  the  temperature  of  the  body ;  and  also  to  have  all  the 
exterior  walls  warmed  so  that  there  would  be  a  gentle  radiation  from 
all  the  solid  bodies  in  the  room.     When  we  are  not  losing  heat  by  con- 

*  Rand,  Perkins  &  Co.,  of  Philadelphia. 
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duction,  from  contact  with  a.  cold  floor,  and  are  receiving  radiant  heat 
from  all  the  surrounding  walls,  instead  of  parting  with  the  warmth  of 
our  bodies  to  these  walls,  we  can  afford  to  be  surrounded  with  and 
have  the  luxury  of  fresh,  cool,  invigorating  air  for  breathing. 

As  the  corridors  would  be  largely  warmed  by  radiation,  the  air  in 
them  would  be  cooler  than  the  indicated  temperature ;  it  would,  con- 
sequently, flow  into  the  hall  underneath  the  air  longer  contained 
there. 

It  is  not  intended,  however,  to  depend  exclusively  on  the  supply  of 
air  from  the  corridors  in  case  the  doors  should  all  be  intentionally  or 
accidentally  closed ;  there  would  be  an  abundant  supply  of  air  from 
portions  of  the  perforated  ceiling.  In  winter  arrangements  would  be 
made  to  warm  this  to  the  required  temperature,  but  as  so  considerable 
a  portion  of  the  warmth  of  the  hall  would  be  furnished  by  direct  ra- 
diation, it  would  only  be  necessary  to  have  this  air  heated  to  50^  or 
60° ;  consequently,  being  slightly  heavier,  it  would  easily  fall  in  gen- 
tle, well  diffused  currents,  to  take  the  place  of  the  foul  air  drawn  out 
both  above  and  below. 

Many  persons  are  afraid  of  a  draught  of  cold  air  upon  their  heads, 
but  if  the  surrounding  conditions  are  right  this  is  just  the  position  to 
have  it  strike  the  body.  For  instance:  I  have  stood  on  the  hot  plates 
in  front  of  the  boilers  in  the  hold  of  a  steamship,  with  my  back  to- 
wards the  hot  boilers,  and  had  a  perfect  torrent  of  very  cold  air  fall- 
ing on  the  head,  which  felt  delightful. 

The  firemen  are  constantly  subjected  to  this  without  injury,  but  if 
they  go  on  deck  and  stand  in  a  draught,  or  cool  off  quickly,  away 
from  the  radiant  heat,  they  frequently  take  severe  colds. 

One  difficulty  about  having  a  cold  draught  upon  your  head ;  it  is 
very  apt  to  be  colder  on  the  feet,  but  that  part  is  frequently  not  no- 
ticed. 

It  is  also  proposed  to  put  in  a  row  of  dormer  windows,  that  would 
let  in  more  sunlight,  and  perhaps  some  of  the  direct  rays  of  the  sun, 
and  in  summer  would  be  very  useful  in  catching  the  breeze  as  it 
passed  and  throwing  it  directly  into  the  hall  as  you  see  here  (refer  to 
diagram).  It  is  proposed  to  entirely  disconnect  the  illuminating  loft, 
80  as  to  avoid  the  possibility  of  a  returning  current  of  foul  air  as  now 
occurs ;  also  to  make  an  additional  plastered  ceiling  and  a  confined 
air-space  to  prevent  the  rapid  cooling  effect  of  the  exposed  copper 
roof. 

It  is  proposed  to  dispense  with  the  fans  entirely,  which  I  consider 
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W     sboat  the  greatest  nuisances  in  the  building,  and  rely  exclusively  on 

^      heated  shafts. 

The  same  amount  of  heat  applied  to  a  well  constructed  shaft  will 
probably  move  a  much  larger  amount  of  air,  at  a  great  deal  less  cost, 
and  requiring  no  expensive  engineering  attendance. 

I  believe  if  this  plan  was  carried  out  it  would  make  a  very  satis- 
factory building ;  perhaps  the  Hall  of  Representatives  would  not  be 
quite  equal  to  a  single  room,  with  the  walls  and  floors  warmed,  and 
large  windows  on  all  four  sides  for  the  free  admission  of  air  and  sun- 
light, but  it  would  be  so  much  better  than  many  of  our  public  halls, 
that  by  comparison  it  would  be  considered  very  good. 

The  Treasury  Building^  at  Washington^  is  one  of  the  most  substan- 
tial and  expensive  executive  buildings  in  the  world,  having  cost  some 
$5,000,000. 

No  expense  bus  been  spared  in  any  part  to  make  it  the  most  per- 
fect, comfortable,,  and  convenient  building  that  the  ingenuity  of  man 
could  devise. 

I  wish  you  to  make  a  distinction  here  between  the  errors  of  original 
design  and  construction,  and  the  troubles  resulting  from  its  shameful 
abuse,  because  the  former  show  the  deficiencies  of  correct  knowledge 
in  this  respect  among  the  best  informed  architects  and  builders ;  but 
the  most  shocking  condition  of  the  old  building  and  ill  health  of  the 
occupants,  as  I  found  them,  result  very  largely  from  the  shj^meful 
abuse  of  it  after  its  completion,  and  show  us  the  want  of  general  in- 
formation in  the  public,  which  will  prevent  the  very  best  arrangement 
that  could  possibly  be  made  becoming  an  intolerable  nuisance,  as  was 
the  result  here. 

It  must  be  remembered  that  this  whole  block  has  been  many  years 
in  building  and  reaching  its  present  size.  The  plans  represent  it,  as 
now  finished,  as* a  single  completed  building,  but  we  must  examine  it 
in  parts,  according  to  the  ages  in  which  it  was  built. 

The  old  front  on  Fifteenth  street  has  been  built  probably  fifty  or 
seventy-five  years — quite  long  enough,  at  any  rate,  to  show  in  its 
original  construction  those  ample  old-fashioned  fireplaces  where  hick- 
ory wood,  and  plenty  of  it,  was  burned  in  each  room. 

And  when  these  were  in  full  blast  an  examination  of  the  absentee 

|L      list  would  show  a  much  smaller  proportion  of  excuses  for  sickness  from 

I      foal   air  diseases   than   at  present,  with  these  fire-places  carefully 

r      boarded  up  or  walled  on  top,  and  all  the  rooms  heated  from  one  large 

eenlral  boiler  in  the  cellar. 
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Most  of  this  part  of  the  building  has  been  remodelled,  so  as  to  be 
heated  by  radiation  from  hot  water  coils  in  each  room,  great  care  hav- 
ing been  taken  to  shut  up  all  crevices  to  prevent  any  cold  draughts. 

The  south  wing  and  west  wing  have  been  completed  much  more  re- 
cently— mostly  within  ten  years.  This  is  the  portion  of  the  build- 
ing which  I  wish  you  to  examine  more  carefully. 

That  cleanly  and  refined  system  of  murdering  human  beings,  which 
has  spread  like  a  devouring  pestilence  over  our  whole  land,  came  into 
general  use  about  the  time  this  building  was  designed. 

I  mean  that  miserable  system  of  warming  our  rooms  by  currents  of 
over-heated,  debilitating  and  ruined  air. 

At  that  time  I  myself  was  one  of  its  zealous  advocates.  I  had  al- 
ready noticed  the  universal  complaints  of  the  occupants  of  rooms 
which  were  heated  by  currents  of  air  from  the  common  hot  air  fur- 
nace, but  supposed  it  resulted  from  some  peculiar  effect  produced  by 
the  overheated  iron,  and  consequently  went  energetically  to  work  to 
remedy  these  evils  by  warming  all  the  air,  by  bringing  it  in  contact 
with  metal  surfaces  moderately  warmed  by  circulating  hot  water. 

I  persevered  many  years,  inventing  and  patenting  in  this  country 
and  in  Europe,  new  and  improved  devices  for  accomplishing  this  ob- 
ject, fully  believing  that  a  building,  constantly  overflowed  with  this 
mild,  warm,  summer-like  air,  must  be  the  perfection  of  artificial  heat- 
ing. 

And  yet  I  was  chagrined  and  mortified  that  many  sensible  people, 
with  good  independent  judgment,  would  still  insist  upon  it  that  they 
felt  better,  their  heads  were  clearer  and  brighter,  in  a  room  heated 
by  an  open  fire  than  in  a  room  heated  by  my  hot  water  apparatus. 

It  was  thus  forced  upon  me,  little  by  little,  year  by  year,  that  there 
was  a  very  essential  difference  between  the  room  heated  by  an  open 
fire  and  one  warmed  by  currents  of  heated  air. 

I  wns  just  going  to  say  I  soon  learned,  but  I  didnU  J  slowly 
learned  that  all  warmed  air  was  unwholesome  and  debilitating ;  that 
it  was  not  the  manner  of  warming,  but  it  was  the  fact  of  its  being 
warmed  ;  that  the  sun  itself  could  not  warm  ic  so  as  not  to  produce 
this  debilitating  effect,  as  witnessed  by  the  fearful  mortality  whenever 
the  air  in  summer  reaches  nearly  the  temperature  of  the  body. 

In  proportion  to  my  convictions  of  the  unwholesomeness  of  warmed 
air  did  I  advocate  the  introduction  of  direct  radiation — first  one-qaar- 
ter,  then  one- third  and  one-half,  and  perhaps  some  time  I  may  beliere 
in  heating  by  radiation  entirely.     But  there  is  one  practical  diffiealty 
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kbont  this,  and  that  is,  where  the  necessary  air  for  ventilation  is 
>a8sed  through  the  room,  and  it  is  quite  oold,  it  is  so  difficult  to  avoid 
mpleaaant  draughts;  it  requires  very  careful  diffusion. 
There  are,  consequently,  fewer  complaints  of  such  draughts  when 
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all  that  air  is  warmed,  especially  as  all  the  occupants  are  so  stupefied 
they  have  not  much  energy  left  to  do  anything — not  even  to  find 
fault. 

(To  be  coDtinued.) 
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Proceedings  o^  the  Stated  Meeting^  Nov.  25,  1871. 

The  meeting  was  called  to  order  by  the  President,  Mr.  Coleman 
Sellers,  at  the  usual  hour. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  Monthly  Report  of  the  Board  of  Mana- 
gers, and  reported  that,  at  their  stated  meeting  held  November  8th, 
donations  to  the  library  were  received  from 

The  Institution  of  Civil  Engineers — their  proceedings  for  1870- 
71.  The  War  Department  at  Washington — the  Practical  Use  of  Me- 
teorological Reports  and  Weather  Maps.  The  Geological  Society,  of 
London,  and  Literary  and  Philosophical  Society,  of  Liverpool,  Eng. 

The  Actuary  also  reported  that,  at  their  last  meeting,  the  Mana- 
gers had  passed  the  following 

Resolution^  That  the  thanks  of  the  Board  of  Managers  be  and  are 
hereby  presented  to  Prof.  Henry  Morton,  for  the  interest  manifested 
in  the  success  of  the  Institute,  in  tendering  his  services,  without  com- 
pensation, as  a  lecturer  at  the  Academy  of  Music. 

In  relation  to  this  subject,  Mr.  Orr  moved  the  following : 
Whereas^  Prof.  Henry  Morton  has  informed  the  Board  of  Managers 
that  he  declines  any  pecuniary  remuneration  for  his  late  lecture  at 
the  Academy  of  Music,  therefore 

Resolvedf  That  the  Institute  duly  appreciates  the  substantial  kind- 
ness from  its  late  Secretary,  and  offers  cordial  thanks  for  the  same ; 
and  directs  that  a  copy  of  this  preamble  and  resolution  be  transmitted 
to  Prof.  Morton  by  the  Secretary. 

The  Committee  on  the  Horse-Power  of  Boilers  reported  progress, 
and  was  continued. 

The  Secretary  next  read  his  Monthly  Report  on  Novelties  in  Sci- 
ence and  the  Mechanic  Arts,  when  the  meeting  adjourned. 

William  H.  Wahl,  Secretary. 
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ITEMS  AND  NOVELTIES. 
An  Improved  Testing  Machine,  Manufactured  at  the  Fhila- 

delphia  Scale  Works, — The  frontispiece  of  our  Journal  for  May  is  a 
photo-plate,  by  Rehn  &  Dickes,  of  one  of  Riehle  Brothers  Improved 
Testing  Machines  of  40,000  pounds  capacity.  The  frame  is  of  seasoned 
oak  timber,  stands  nine  feet  high,  and  the  whole  apparatus  weighs 
about  2000  pounds.  It  consists  of  a  compound  parallel  beam,  grips 
for  holding  the  test  pieces,  and  a  hydraulic  jack  and  pump. 

The  beam  is  suspended  by  the  upper  clevis  and  the  jack  is  secured 
to  the  frame  below,  and  the  proper  tools  and  piece  for  testing  are 
placed  between  the  beam  and  jack,  connected  to  the  former  with  the 
lower  clevis,  and  to  the  latter  by  a  yoke. 

Now  the  strain  is  applied  by  the  jack  and  .pump,  and  the  weighing 
beam  kept  in  equipose  by  the  weights  and  weighing  apparatus,  and 
by  that  means  actually  weighs  upon  the  beam  the  strain  that  the  test 
piece  is  being  subjected  to.  The  treadle  that  is  below  the  frame  is 
for  the  purpose  of  raising  the  jack  after  it  bss  been  forced  down  in 
applying  the  strain. 

In  order  to  weigh  the  strain  with  great  accuracy,  a  self-acting 
weighing  apparatus  is  attached,  consisting  of  two  reservoirs,  one  con- 
taining small  shot  and  secured  to  the  frame  of  the  machine ;  the  other 
one  empty,  and  suspended  to  a  spring  dial,  which  is  fastened  to  the 
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weight  rod.    On  this  rod  is  a  finger  point  which,  as  soon  as  the  beam  Ls 
out  of  equipose  and  raises,  lifts  a  trap,  and  lets  flow  a  sufficient  quan- 
tity of  shot  from  the  reservoir  that  is  fastened  to  the  frame  of  the  ma- 
chine to  restore  the  equilibrium  of  the  beam,  which,  when  done,  the  flow 
of  shot  ceases.     The  amount  of  weights  on  weight  dish,  together  with 
the  weight  of  shot  registered  on  spring  dial,  will  indicate  the  amount 
of  iitrain  the  tost  piece  stood  or  at  which  it  broke,  as  the  case  may  be. 
By  the  use  of  this  style  of  beam  and  jack  with  proper  levers,  ma- 
chines can  be  made  for  applying  all  kinds  of  strains  to  all  kinds  of 
materia],  in  any  form,  such  as  iron  Or  stone  columns,  girders,  bridge 
bolts,  wire    and  hemp  rope,  chain,  boiler  plate,  &c.,  &c.,  including 
the  torsional  strain.     On  this  machine  have  been  made  some  inter- 
esting tests  for  the  Baldwin  Locomotive  Works  ;  also  for  boiler  plate 
manufacturers.     This  machine  has  been  in  use  for  several  years,  and 
after  being  subjected  to  the  severest  use,  and  frequent  comparison 
with  what  is  known  as  the  ^'  Government  machine,"  has  given  great 
satisfaction.     It  is  claimed  that  this  machine  can  be  made  at  less  cost 
than  any  other  of  the  same  capacity,  and  for  simplicity  of  construc- 
tion and  great  strength,  it  appears  to  possess  decided  advantages. 

Dank's  Rotary  Fuddling  Furnace.— The  accompanying  plate 

represents  a  perspective  view  of  the  machine  puddler,  which  has  re- 
cently attracted  so  much  attention  from  the  iron  workers  of  this  coun- 
try and  of  England. 

The  immense  advantages  which  would  result  from  the  constructiou 
of  a  machine  by  which  the  tedious  manual  operation  of  the  ordinary 
puddling  process  might  be  performed  mechanieally,  and  with  greater 
rapidity,  certainty  and  regularity  in  quality  of  the  product,  have 
long  been  perceived  by  iron  masters,  and  several  attempts  to  solve 
the  desirable  problem  have  from  time  to  time  appeared ;  but  not  until 
the  presentation,  by  Mr.  Danks  of  his  invention  aad  the  annoimee- 
ment  of  its  performance,  has  this  great  desideratum  approached  a 
practical  realization. 

Upon  the  presentation  of  its  claims  before  the  Britiflh  **  Iron  and 
Steel  Institute/'  towards  the  olose  of  the  last  year,  this 
with  a  promptness  which  affords  the  best  evidence  of  the  intelligeni 
its  members,  appointed  a  committee  to  vbit  America,  in  order  to  psHl 
eonally  inspect  «and  to  report  upon  the  operation  of  the  machine 
dler.    The  labors  of  this  committee  are  now  finished,  and  its 
has  just  bocn  pablished.     This  report  is  a  practical  aeknowl 
of  the  snucessfal  solution  of  the  problem  of  machine  puddling. 


'WihJcHh  ItuHluIr,  nil.  LXltt. 
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confirmation  in  every  essential  feature  of  the  inventor's  statements  ; 
and  as  such  must  be  hailed  with  gratification  as  an  assurance  that  an- 
other important  step  in  advance  has  been  made  in  the  chief  of  the 
metallurgic  arts.  As  a  practical  result,  highly  satisfactory  doubtless 
to  the  inventor,  we  learn  that  an  agreement  has  been  entered  into  by 
Mr.  Danks  and  a  combination  of  English  iron  manufacturers  of  vari- 
ous districts,  whereby  the  latter  undertake  to  have  200  furnaces,  on 
his  plan,  erected  within  six  months,  and,  as  a  consideration,  they 
agree  to  pay  him  at  that  time  £50,000. 

The  following  is  a  general  description  of  the  furnace  and  accesso- 
ries condensed  from  the  report  above  referred  to : 

"  Dank's  rotary  puddling  furnace  consists  of  a  horizontal  revolving 
chamber,  which  chamber   intersects   the  fire-grate  and  an  elbow  flue 
leading  to  the  uptake  of  the  chimney.     The  shape  of  this  chamber, 
when  fettled,  partakes  of  an  ellipse.     The  two  ends  are  brought  in  by 
means  of  two  cast  iron  rings  forming  a  portion  of  the  outer  frame- 
work or  structure.     This  structure  rests  by  its  periphery  on  four  cast 
iron   friction  wheels,  fixed  in  framings,  and  it  revolves  between  the 
fixed  grate  or  fire-place  and  the  elbow-joint  above  referred  to.     The 
furnace  is  driven  by  a  pair  of  vertical  reversible   trunk  engines,  the 
spur  wheel  on  the  crank  shaft  being  geared  direct  into  a  toothed 
'wheel  forming  the  periphery  of  the  rotary  furnace.     The  rotary  por- 
tion referred  to  is  formed  of  several  cast  iron  segments,  which  are  held 
together  by  means  of  two  cast  iron  rings  before  named,  one  at  each 
end  slipping  over  the  ends  of  the  said  castings.     The  inner  shape  of 
the  castings  which  form  the  chamber  is  a  series  of  dovetails  running 
longitudinally,  which  are  for  the  purpose  of  mechanically  holding  in 
the  fix  or  fettling. 

*^  The  fire-grate  is  similar  in  construction  to  that  of  an  ordinary 
furnace,  the  bridge  being  built  in  the  end  of  the  grate.  It  is  provided 
with  a  pair  of  folding  doors,  which,  when  closed  and  dabbed  with  clay, 
form  a  closed  chamber.  Air  is  provided  by  means  of  a  fan,  or  blower 
— a  portion  is  taken  horizontally  above  the  fuel,  but  the  bulk  is  driven 
in  underneath  the  bars. 

'^  The  elbow  joint,  above  referred  to,  forms  the  flue  end  of  the 
whole  apparatus,  and  it  makes  a  short  turn  at  right  angles  leading  to 
the  uptake  of  the  chimney.  The  object  of  having  this  elbow  connec- 
tion is  to  allow  of  its  being  readily  removed,  in  order  to  get  at  the 
interior  of  the  revolving  chamber.  The  piece,  or  connection,  is  sus- 
pended to  a  way  above  by  means  of  a  chain  attached  to  a  pinion, 
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vbich  pinion  runs  into  a  rack  above.  A  pulley  and  chain  are  fixed 
on  the  same  axis  ae  the  pinion,  and,  by  means  of  these,  the  apparatns 
is  removed  nnd  replaced  at  will, 

*'  The  two  ringH,  forming  the  ends  of  the  Sre-hridge  and  elbow 
joint,  are  provided  nith  valer  pipes  cast  in  them,  by  which  means 
they  are  kept  cool." 

The  tools  for  charging  and  removing  the  product  consist :  First, 
of  a  charging  pan  of  HCoop  ehiipe,  capnble  of  holding  tb«  full  charge 
of  pig  togpther  with  the  squeezer  slag.  Second,  of  a  fork  for  re- 
moving the  charge,  which  is  operated,  as  is  also  the  cliarging  paa, 
with  the  aid  of  a  ornne.  Third,  of  a  receiving  fork  for  receiving  the 
ball  and  conveying  to  squeezer.  The  squeezer  has  been  somewhat 
modified  to  work  the  heavy  masses  of  iron  produced  in  the  furnace. 

A  New  Stub-End. — Uelow  is  a  sketch  of  stub  designed  by  the 
writer  for  the  crank-pin  end  of  the  connecting  rods  of  four  vertical 
engines  of  400  horsepower,  now  building  at  the  Port  Richmond  Iron 
Works,  of  this  citv,  for  a  rolling  mill  at  Scranton,  Ph.     Their  shafts 


are  to  attach  directly  to  the  trains  of  rolls,  and  consequently  ft  hi^ 
Hpeed  is  required,  or  seventy-five  revolutions  per  mioate. 
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The  coHDecting  rode  are  heavy,  having  Deoke  of  6{"  diam.,  and 
boxes  to  auit  a  pin  of  7"  diam.  by  9"  length,  and  the  blow  resnlting 
from  the  change  of  motions  strongly  tends  to  make  the  strap  gape 
on  alternate  sides. 

To  counteract  this  the  holt  A  is  passed  through  very  near  the  end 
of  stub,  the  strap  having  oblong  holes  to  nllow  for  draft. 

To  hold  the  key  in  adjustment,  rtnd  from  flying  out,  a  continuation 
of  the  same  bolt,  but  of  reduced  diameter,  paases  through  the  lug  B, 
of  key,  which  it  holds  by  nuts  on  each  side.  The  rest  of  the  parts 
are  made  in  the  usual  way,  except  the  stub,  which  ia  somewhat  longer 
than  ordinary. 

Whilst  no  novel  parts  are  introduced,  the  combination  of  old  fea- 
tures is  believed  to  be  new,  and  the  removal  of  the  holding  screw  from 
its  customary  place  on  the  gib  head  avoids  the  difficulties  of  making 
and  keeping  straight  those  of  Urge  size,  and  for  the  same  amonot  of 
draft  the  key  can  be  shorter,  as  the  height  of  the  nuts  on  holt  is  less 
than  that  of  gib  head.  W.'  J. 

Bourne's  Peed-Water  Heater. — "  This  feed-water  heater  em- 
bodies a  new  principle  in  mechanics,  namely,  that  of  forcing  water  by 
ft  pump  through  a  small  orifice  nt  such  a  velocity  that  its  energy  en- 
ables it  to  enter  the  boiler. 

"But  the  naked  jet 
being  passed  through 
the  waste  steam  from 
the  engine  condenses 
part  of  this  steam,  and 
is  thereby  itself  heated 
to  (200°)  nearly  the 
boiling  point. 

"  The  figures  give 
an  elevation  and  sec 
tion  of  the  instrument 
for  effecting  this  ob- 
ject. 

"The  water  is  con- 
ducted from  the  feed' 
pump  through  the 
highest  p!pe,  and  the 
waste  steam  from  the 
engine  through  the  second  highest,  while  the  lowest  opening  is  an 
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escape-orifice  for  superfluous  water.  The  instrument  in  its  configura- 
tion resembles  a  Giffard's  injector.  But  the  water  enters  at  the  point 
where  the  steam  enters  in  that  instrument,  and  the  steam  enters  where 
the  water  enters;  so  that  this  instrument  is  the  converse  of  the  in- 
jector/* J.  H.  c. 

The  American  Steamship  Company. — From  the  report  pre- 
sented at  the  first  annual  meeting  of  the  stockholders  of  the  company, 
held  at  the  rooms  of  the  Board  of  Trade,  Philadelphia,  it  appears 
that  a  contract  has  been  entered  into  with  the  Messrs.  Cramp,  Phila- 
delphia, for  the  construction  of  four  first-class  iron  propellers,  all  to 
be  alike  in  model  and  machinery,  and  the  material  to  be  used  in  their 
construction  to  be,  as  far  as  practicable,  of  American  manufacture. 

Each  vessel  is  to  be  of  3,016  tons  (old  measurement),  855  feet  in 
length,  43  feet  beam,  and  furnished  with  compound,  vertical,  direct- 
acting,  surface-condensing,  propelling  engines.  They  are  to  be 
arranged  to  carry  76  first-class  and  854  steerage  passengers,  and  the 
total  cost  of  the  four  is  to  be  $2,080,000.  It  is  expected  the  first  of 
these  vessels  will  be  launched  in  June  next,  and  the  last  in  January, 
1873. 

The  Detroit  River  TimneL — The  following  account  of  the  pre- 
sent condition  of  this  work  has  been  made  public : 

The  shaft  on  the  Detroit  side  of  the  river  was  commenced  early  in 
December,  1871,  and  finished  in  January,  1872,  when  bed-rock  was 
reached  at  the  depth  of  108  feet  below  surface  of  river.  The  whole 
depth  of  masonry  is  114  feet.  The  lower  twenty-five  feet  of  this  has 
a  diameter  of  nine  feet,  with  12-inch  walls.  The  drainage  tunnel  or 
drift  starts  from  the  lower  portion  of  shaft,  8  feet  above  the  rock. 
The  drainage  drift  has  been  excavated  under  the  river  to  a  point  ISO 
feet  from  the  shaft,  a  daily  average  of  over  five  feet.  The  ground 
through  which  it  passes  is  a  very  hard  clay,  which  must  be  dug  up 
with  picks.  A  layer  of  large  boulders  was  met  with  in  this  stratum, 
some  of  which  had  to  be  removed  by  blasting,  rendering  the  progress 
of  the  work  slow.  Should  this  layer  fortunately  dip  beneath  the  level 
of  the  drift,  the  progress  of  the  work  would  be  at  once  doubled. 

The  hardness  of  the  clay  aiTords  ample  security  for  the  work,  por- 
tions of  this  drift  having  stood  for  a  week  without  support,  and  with- 
out exhibiting  any  signs  of  sinking. 

The  lining,  which  is  generally  built  within  a  day  or  two  after  exca- 
vation, is  an  8-inch  circle  of  the  hardest  bricks,  previously  tested, 
and  laid  in  hydraulic  cement. 
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Witbin  a  few  days  vork  will  be  eommeaced  on  the  sbaft  Windsor, 
aad  as  soon  as  it  is  sank  tbe  drainage  tunnel  will  be  excavated  from 
it  to  meet  tbat  now  being  worked  from  tbis  side  of  tho  river. 

From  what  was  teamed  of  the  nature  of  tbe  groand  in  sinking  tbe 
■baft,  it  ie  anticipated  that  the  main  tunnels  will  be  surrounded  on  all 
sides  with  good  solid  blue  olay. 

Tbe  progress  of  the  work  has  thus  far  been  very  satisfactory,  and 
there  is  .every  reason  to  believe  that  it  will  rapidly  be  brought  to  a 
snccessful  termination. 

A  Joint, — A  simple  and 
neat  adjustable  joint  is 
made  by  adapting  a  bear- 
ing block  D  to  the  outside 
of  the  eye-end  through 
which  the  pin  A  goes,  and 
which  is  made  truly  cylin- 
dric  and  concentric  with  the 
pin  for  tbat  purpose. 

The  block  is  adjusted  by 
the  key  C,  which  is  forced 
and  secured  by  tbe  bolt  and 
jam  nuts  E.  Tbe  pin  A  is 
fastened  to  the  fork  B  by  n 
cross  pin  or  othef  known 
means.  The  blocks  D  may 
be  made  by  fbrming  four 
together  in  one  pattern, 
boring  them  out  while  thus 
noited  and  facing  sides  In 
tbe  lathe,  then  cutting  them 
apart  and  fitting  each  to  its  place.  J.  H.  C. 

A  Permanganate  Battery.— Mr.  J.  H.  Koosen  has  experi. 

mented  upon  the  substitution  of  permanganate  of  potasaa  for  the 
nitric  acid  of  the  tirove  Platinum  Battery,  and  asserts  that  the  eleo- 
tromotive  force  of  tbis  combination  is  greater  than  that  of  the  Grove. 
The  following  combination — platinum  in  a  solation  of  permanga- 
nate with  j'g  of  sulphuric  acid  added,  and  amalgamated  zinc  in  diluted 
nlpbnrie  acid— gave  the  electromotive  force  as  the  average  of  more 
than  one  hundred  measurements,  to  be  between  1-9  and  2-2  (Daniel,  1.) 
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Preparation  of  Artificial  Alizarin. — The  important  discovery 

by  Qraebe  and  Liebermann,  namely,  the  artificial  production  of  alisa- 
rin,  the  coloring  principle  of  the  madder,  has  as  yet  borne  no  decided 
practical  fruits,  from  the  laborious  and  costly  nature  of  the  operations 
involved.     That  it  is  not  altogether  overlooked  by  those  engaged  in 
the  manufacture  and  use  of  dye  stuffs  will  appear  from  the  fact  that 
quite  recently  two  processes  for  the  manufacture  of  alizarin  have  been 
patented  abroad.    That  of  Messrs.  Bronner  and  Grutzkow,  of  Frank- 
fort, consists  in  obtaining  anthracene  by  the  distillation  of  asphaltum 
with  superheated  steam.     This  is  converted  into  anthrachinone  by 
treatment  with  double  its  weight  of  nitric  acid  (sp.  gr.  1*3  to   1*5). 
This  is  dissolved  in  warm  sulphuric  acid,  and  nitrate  of  protoxide  of 
mercury  is  added.     This  compound  is  treated  with  an  alkali,  and  the 
resulting  solution  is  precipitated  with  an  acid.     The  product  thus  ob- 
tained contains  variable  quantities  of  alizarin  and  purpurin.     Redis- 
solving  in  alkali  and  reprecipitation  with  acid  is  resorted  to  for  puri- 
fication. 

Dale  and  Schorlemmer  proceed  as  follows :  One  part  of  anthracene 
is  boiled  with  four  to  ten  parts  of  sulphuric  acid,  diluted  with  water, 
neutralized  with  a  carbonate  (of  baryta  or  soda,  &c.),  and  the  resulting 
sulphates  removed  by  filtration  or  crystallization. 

The  liquid  is,  then  digested  with  a  caustic  alkali,  to  which  has  been 
added  a  quantity  of  nitrate  or  chlorate  of  potash,  and  this  continued 
until  a  blue-violet  color  is  no  longer  produced.  From  this  product 
the  alizarin  is  obtained  by  precipitation  with  an  acid. 

Fluoresoenoe. — At  a  recent  meeting  of  the  American  Institute, 
Professor  Morton  read  a  paper  on  "  Fluorescence,"  or  that  action  by 
which  rays  of  vhe  higher  purple,  or  even  invisible  light,  such  as  pro- 
duce most  strongly  photographic  action,  excite  in  certain  bodies 
lower  rates  of  vibration,  resulting  in  the  emission  of  light,  generally 
of  a  red,  green,  or  clear  blue  color.  This  paper  was  illustrated  by  a 
number  of  striking  experiments.  Thus,  a  flask  of  solution  of  chlo- 
rophyl  (a  green  coloring  matter  obtained  from  leaves),  which  is  of  an 
olive-green  color,  being  held  in  a  beam  of  blue  light  proceeding  from 
a  "vertical  lantern,"  appeared  to  be  full  of  a  blood-red  liquid.  Va- 
rious solutions,  colorless  in  ordinary  light,  were  then  shown  to  exhibit 
the  brightest  hues  when  illuminated  by  the  violet  rays  of  the  lantern, 
or  those  obtained  from  the  electrical  discharge  of  the  Professor's  large 
coil  in  rarified  gases.  The  speaker  then  announced  that  in  the  oourae 
of  the  examination  which  he  had  been  making  of  such  substances,  he 
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had  encountered  one  which  he  believed  to  be  as  yet  unknown,  and 
which  possessed  the  property  of  developing  light  by  fluorescence  in  a 
pre-eminent  degree.  This  body  was  obtained  from  petroleum,  and  he 
would  propose  to  take  for  it  the  name  "Viridine/*  The  word  viridine 
had  been  already  applied  as  a  synonym  for  chlorophyl,  but  was  now 
practically  obsolete,  and  too  appropriate  to  the  present  substance  to 
be  thrown  away.  The  material  from  which  this  new  body  was  ex- 
tracted was  given  to  the  speaker  by  Prof.  Horsford,  of  Cambridge, 
Mass.,  and  by  him  in  turn  received  from  Dr.  H.  C.  Tweddle,  of  Pitts- 
burg, Penn.  A  large  drawing  of  a  flower,  with  leaves  painted  seem- 
ingly in  light  umber  tints,  was  then  shown  and  illuminated  by  electric 
<lischarges,  when  it  appeared  of  the  most  vivid  green.  The  peculiar 
fluorescent  spectrum  of  this  body,  and  its  relations  to  the  spectra  of 
other  substances  was  explained,  and  many  other  illustrations  were 
exhibited. 

Lithofracteur. — From  Mr.  AbeVs  recent  analyses  of  this  explo- 
mve,  which,  from  the  prominence  given  to  it  during  the  recent  war, 
bids  fair  to  play  an  important  part  in  warfare  as  well  as  in  the  arts  of 
pemce,  its  composition  is  given  as  follows  : 

Nitro-glycerin,  ,  .  .  .42  parts. 

Nitrate  of  soda,      .  .  .  .  25     ^' 

Sulphur,  .  .  .  .         4     " 

Sand,  siliceous  earth,  saw-dust  and  coarsely-pow- 
dered coal,  .  .  .  29      '* 


100      « 
From  the  recorded  statements  concerning  its  properties,  it  appears 

that  it  may  be  cast  into  a  fierce  flame  without  explosion.  It  may  be 
subjected  to  heavy  blows  with  the  same  result ;  but  when  fired  by  a 
detonating  fuse  it  explodes  with  inconceivable  violence.  A  recent 
practical  illustration  of  its  efiiciency  was  given  a  few  weeks  ago  in  the 
removal,  with  three  charges  of  this  material,  of  a  wreck  in  an  English 
river,  which  seriously  impeded  navigation.  The  first  charge  of  fifty 
pounds,  placed  in  the  after  hatch,  sufficed  to  remove  the  whole  of  the 
after  part  of  the  sunken  vessel ;  the  result  being  the  projection  of  a 
huge  mass  of  water,  sand,  timber — including  the  main-mast — and 
debris  to  a  height  of  about  100  feet.  A  similar  charge  was  placed  in 
the  forepart  of  the  vessel,  the  explosion  of  which  removed  the  whole  of 
the  obstruction  except  the  sternpost,  which  was  imbedded  in  the  sand. 
A  small  charge  placed  beneath  this  brought  it  to  the  surface  in  frag- 
ments. 


A  Leotnre  Experiment. — To  demonstnte  the  oombiutibilitj 
of  the  diamond  and  of  the  graphite,  Mr.  B.  C  Woodward  makes  use 
of  the  arrangement  described  below. 

The  ordinary  method  is  that  of  heating  the  diamond  before  the  blow- 
pipe in  a  platinnm  spoon,  and  plunging  it  directly  into  an  atmosphere 
of  oxygen.  This  plan  is,  however,  difficalt  of  sncoess ;  the  diamond, 
if  not  very  small,  requiring  several  heatings  to  start  the  combostion ; 
or,  if  very  small,  the  phenomenon  lasts  but  a  second  or  two. 

To  meet  the  several  objections,  Mr.  W.*  takes  a  flask  of  aboat  one 
litre  capacity,  and  through  the  centre  of  the  caoutchouc  stopper  with 
which  it  is  furnished,  passes  two  thin  strips  of  brass,  insulated  from 
each  other  by  a  strip 
of  bone  (Fig.  1).  Be- 
tween the  clamps  c 
and  d,  which  termi- 
nate the  strips,  is  at- 
tached a  thin  strip  of 
platinum  foil,  with  a 
cup-ahapcd  depression 
to  receive  the  dia 
mond.  The  upper 
ends  of  the  brass 
strips,  which  emerge 
from  the  stopper,  are  provided  with  binding  screws  for  attaching  to  a 
battery.  In  addition  to  the  arrangement  Above  described,  the  dask 
A  is  provided  with  two  glass  tubes,  one  «f  them,  B,  connecting  with  » 
reservoir  of  oxygen ;  the  other,  C,  with  a  flask,  D,  fitted  up  like  » 
wash  bottle,  and  containing  lime-water. 

The  oxygen  is  allowed  to  bubble  through  the  wash  bottle  for  a  few 
seconds,  to  show  that  no  turbidity  is  produced,  and  the  binding  screws 
then  connected  with  a  strong  battery.  The  strip  of  foil  holding  the 
diamond  becomes  instantly  heated,  and  the  latter  starts  into  combuB- 
tion.  The  product  of  combustion  passes  into  D,  and  indicates  iu 
presence  by  the  milkineas  of  its  contents.  The  apparatos  ia  said  to 
answer  equally  well  for  graphite. 

SeMimcUilg  Flames. — During  the  coarse  of  some  ezperimenti 
upon  this  attractive  sobjeot,  Mr.  H.  Planeth  has  foood  that  any  flsme 
whether  that  of  a  eutdle  or  gaa  flame,  can  be  made  to  sing  whhont  the 
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aid  of  a  sarroonding  pipe  or  chimney,  by  simply  bringing  into  its 
neighborhood  the  leg  of  a  sounding  tuning  fork.  He  finds  that,  by 
approaching  any  freely  burning  flame  in  this  manner,  a  loud  tone  is 
suddenly  heard,  though  before  the  sound  of  the  fork  was  hardly  audi- 
ble. If  a  strong  gas  flame  is  used  for  the  experiment,  the  sound  pro- 
duced is  at  least  as  loud  as  that  obtained  on  placing  the  fork  upon  a 
sounding  box.  The  strongest  sound  is  obtained  upon  placing  the 
flame  between  the  prongs  of  the  fork.* 

The  author  believes  the  phenomenon  above  described  to  be  closely 
allied  to  that  of  the  singing  flames  so  well  described  by  Tyn- 
dall  and  other  experimenters.  In  the  singing  flames,  however,  the 
body  of  the  flame  is  the  material  excitant  of  the  sound  waves,  and  the 
aorrounding  pipe,  the  resounding  portion  ;  while,  in  the  present  case, 
the  fork  excites  the  waves  and  the  flame  assumes  the  part  of  resonance. 

On  fhe  Eztingaishing  of  the  Electric  Light  by  the  Ap- 
praaoh  of  a  Magnet. — Bt  Prof.  Edwin  J.  Houston. — Having 
oooasion  recently  to  set  up  a  large  battery  for  experimental  illustra- 
tion of  the  properties  of  the  light  of  the  voltaic  arch,  I  noticed  a  fact 
whioh  I  believe  has  hitherto  escaped  observation. 

The  battery  consisted  of  about  eighty  half-gallon  cells  ;  fifty-five 
were  Browning's  modification  of  the  nitric  acid  battery  of  Grove.  The 
negative  element  consists  of  sawed  strips  of  very  dense  coke,  the 
positive  element  of  zinc,  so  arranged  as  to  use  both  surfaces  of  the 
coke.     The  remaining  cells  were  of  the  iron  battery. 

When  first  set  up,  the  arch  between  the  carbon  electrodes  measured 
fully  two  inches,  while  the  flame  frequently  reached  an  equal  dis- 
tance above  the  upper  carbon.  The  quantity  of  the  current  was  very 
good,  much  better,  in  fact,  than  the  size  of  the  plates  would  have  led 
me  to  expect. 

The  phenomenon  to  which  I  would  call  attention  is  as  follows : 

Wishing  to  show  the  well-known  experiment  of  the  rotation  of  the 
light  by  a  magnet,  I  approached  a  compound  bar  magnet  to  the  lights 
holding  it  with  one  end  pointing  directly  to  the  arch,  in  a  horizontal 
plane  equidistant  between  the  carbon  electrodes.  When  the  nearest 
end  of  the  magnet  was  four  inches  from  the  electrodes,  the  light  was 
instantly  extinguished. 

The  regulator  of  the  light  which  was  employed  is  a  form  recently 
patented  by  Browning,  of  London.     The  carbon  points  are  kept  at  a 

*  Fogg.  AoAalen,  cxliv,  639. 
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constant  distance  from  each  other  by  the  action  of  a  small  ma|i;net 
worked  by  the  battery  current.  Though  inapplicable  to  small  bat- 
teries, for  the  current  I  employed  it  gave  a  light  admirable  for  ita 
steadiness. 

Thinking  that  the  extinguishing  of  the  light  was  produced  by  some 
cause  other  than  the  approach  of  the  magnet,  the  experiment  was  re- 
peatedly tried  in  a  number  of  ways,  until  it  was  clearly  shown  that 
the  cause  could  not  be  attributed  to  accident,  but  to  the  approach  of 
the  magnet. 

Though  I  have  failed  to  find  any  published  notice  of  this  phenome- 
non, it  seems  probable  that  it  may  already  have  been  observed,  as  the 
conditions  of  the  experiment  would  be  almost  exactly  reproduced  when- 
ever the  rotation  of  the  light  of  the  voltaic  arch  by  the  magnet  was 
tried.  Still  it  may  be  conceived  that  though  the  necessary  conditions 
for  success  in  this  experiment  have  often  been  nearZy  reproduced,  they 
have  seldom,  if  ever,  been  exactly  reproduced  ;  for  it  was  noticed 
that  in  no  case  was  the  light  extinguished,  unless  the  length  of  the 
arch  was  nearly  as  great  as  the  tension  of  the  electricity  admitted  ; 
that  is  unless  the  electrodes  were  separated  by  nearly  their  maximum 
distance,  consistent  with  the  passage  of  the  current.  Were  this  con- 
dition not  observed  in  all  cases,  the  approach  of  the  magnet  produced 
no  other  effect  than  the  rotation  of  the  light,  until  it  assumed  a  posi- 
tion in  a  vertical  plane  90°  from  a  similar  plane  passing  through  the 
magnetic  axis  of  the  bar.  Then,  again,  another  necessary  condition 
is  that  both  the  tension  and  the  quantity  of  the  current  be  of  a 
strength  greater  than  that  of  the  current  on  which  the  experi- 
ment of  rotation  is  generally  tried.  I  have  experimented  with 
flames  when  these  latter  conditions  were  absent,  and  although  the  ro- 
tation was  observed,  the  extinguishing  of  the  light  was  in  no  instance 
produced. 

The  compound  bar  magnet  employed  is  formed  of  three  bars,  held 
together  by  brass  screws.  It  is  one  foot  long,  one  inch  broad  and 
three-quarters  of  an  inch  thick,  and  is  not  at  all  remarkable  for  the 
strength  of  its  magnetism. 

As  to  the  cause  of  the  phenomenon,  I  think  it  may  be  attributed  to 
the  tendency  of  the  flame  to  rotate  on  the  approach  of  the  magnet. 
This  might  cause  the  extinguishing  of  the  light  in  two  ways;  either  by 
the  irregularities  on  the  surfaces  of  the  carbon  electrodes  offering 
greater  resistance  to  the  passage  of  the  current  from  some  points  than 
from  others,  or  by  the  current  being  unable  to  pass  through  the  greater 
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distance  of  the  arched  path,  which  is  always  assamed  by  the  light  on 
the  approach  of  a  magnet. 

Another  assumption,  which,  though  perhaps  not  as  simple  as  those 
already  mentioned,  at  least  as  probable,  is  that  on  the  approach  of  the 
magnet,  there  is  a  slight  increase  in  the  non-conducting  power  of 
the  medium  between  the  electrodes,  produced  by  their  polarization,  and 
which,  though  always  acting,  can  only  manifest  itself  in  a  striking 
manner  when  the  distance  between  the  electrodes  is  near  a  maximum, 
and  the  tension  of  the  current  is  exerted  to  its  utmost  in  passing 
through  the  non-conducting  medium. 

This  assumption  of  the  polarization  of  the  medium  between  the  elec- 
trodes, and  its  consequently  diminished  power  of  conducting  the  cur- 
rent, seems  to  be  somewhat  sustained  by  the  fact,  that  a  powerful 
electro-magnet,  in  the  form  of  a  horse  shoe,  when  approached,  did  not 
extinguish  the  light,  although  it  produced  rotation  of  the  current,  for 
^e  may  conceive  that  the  two  poles,  acting  simultaneously  on  the  me- 
dium, would  neutralize  each  others  effects. 

I  noticed,  on  several  occasions,  that  the  south  pole  of  the  magnet 
^ould  noc  extinguish  the  light  until  it  was  approached  one  inch  nearer 
than  the  north  pole,  namely,  to  within  three  inches  of  the  electrodes. 
This,  however,  may  have  been  accidental. 

Dept.  PhyncBy  Central  High  School^  Philada.y  April  12thf  1872. 

Puddling  by  Petroleum. — It  is  asserted  by  the  French  tech- 
nical journals  that  the  experiment  of  using  petroleum  as  fuel  in  the 
puddling  furnace,  which  has  been  in  progress  at  a  large  iron  produc- 
ing establishment  during  the  past  three  months,  has  proved  itself  to 
be  very  successful.  In  point  of  convenience,  efficiency  and  in  the 
superior  quality  of  the  iron  produced,  it  is  asserted  that  petroleum  af- 
fords the  best  fuel  that  has  yet  been  employed. 

The  PassiYity  of  Iron. — The  item  noted  in  our  January  issue, 
on  the  passivity  of  cadmium,  in  which  Schonn's  experiments  were 
commented  upon  in  their  relation  to  the  analogous  phenomena  pre- 
sented by  iron,  was  so  extensively  circulated  as  to  warrant  the  pre- 
sumption that  a  few  remarks  upon  the  latter  case  will  not  prove  unin- 
teresting. A  brief  recapitulation  of  some  of  the  more  striking  proper- 
ties of  passive  iron  is  herewith  given. 

It  is  well  known  that  nitric  acid  in  a  diluted  condition  attacks  the 
metals  more  energetically  than  when  concentrated ;   the  red  fuming 
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liqaid  containing  hyponitric  acid  and  other  nitrogen  oxides  is  here 
excepted.     With  this  fact  some  carious  results  are  connected. 

If  iron  is  immersed  in  concentrated  nitric  acid,  (the  pore  mono- 
hydrated  acid  answers  best,)  it  will  be  momentarily  attacked,  as  will 
be  evidenced  by  the  evolution  of  gas  bubbles  from  its  surface ;  this, 
however,  very  shortly  ceases,  and  no  further  action  is  visible. 

If  a  similar  piece  of  iron  is  immersed  in  the  same  acid  diluted  with 
an  equal  bulk  of  water,  chemical  action  at  once  ensues  and  continues 
with  energy  until  either  iron  or  acid  is  exhausted.  So  much  for  the 
relative  oxidizing  effects  of  concentrated  and  diluted  acid.  Let  the 
experiment  be  varied  as  follows. 

Prepare  two  glasses,  the  one  containing  the  monohydrated,  the 
other  the  diluted,  acid.  Plunge  into  the  latter  a  rod  of  iron,  which 
will  be  vigorously  dissolved.  Remove  it  now  into  the  first  glass,  and 
the  dissolving  action  will  almost  instantly  cease ;  return  it  after  a  few 
moments  to  the  diluted  acid,  and  it  will  remain  there  entirely  unaf- 
fected. 

The  contact  with  the  concentrated  acid  appears,  therefore,  to  have 
so  altered  the  surface  of  the  metal  as  to  render  it  entirely  indiffer- 
ent to  the  presence  of  chemical  agents,  to  which  before  it  was  highly 
sensitive.  Without  implying  the  possibility  of  the  transmutability  of 
the  elements,  (which,  it  may  be  incidentally  remarked,  seems  far  less 
absurd  with  our  present  knowledge  than  it  did  twenty-five  years  ago,) 
it  really  appears  that  the  surface  of  the  altered  iron  has  acquired  the 
properties  which  render  it  more  electro-negative  than  normal  iron ;  so 
that  if  the  two  are  brought  in  contact,  immersed  in  an  exciting  liqaid, 
they  will  generate  a  galvanic  current ;  an  effect  which  is  universally 
regarded  to  predicate  the  contact  of  two  unlike  elements.  The  libe- 
ration of  hydrogen  in  statu  nascendij  on  the  surface  of  the  altered 
metal,  appears,  however,  to  have  the  effect  of  bringing  it  back  again  to 
its  normal  condition;  for  the  current  shortly  ceases  to  flow.  To 
illustrate  the  foregoing,  the  following  experiment  will  suffice. 

Let  the  altered  rod,  which  remains  unaffected  in  the  diluted  acid, 
be  touched  for  a  moment  with  a  rod  of  iron  which  has  not  previously 
been  immersed  in  concentrated  acid,  and  it  will  instantly  be  attacked ; 
or,  dip  such  a  rod,  after  immersion  in  a  mono-hydrated  acid,  into  a 
copper  salt  solution,  and  it  will  be  found  to  remain  entirely  free  from 
copper — (a  proof,  it  would  seem,  that  the  altered  surface  is  electro- 
negative even  to  copper) ;  remove  it  now  and  touch  it  for  a  moment 
with  a  piece  of  normal  iron,  and  it  will  instantly  coat  itself  with  copper, 
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reducing  the  thin  film  of  the  salt  rcmaiaing  on  its  surface.  Upon  the 
explanation  above  mentioned,  which  may  or  may  not  be  correct,  the 
contact  of  the  two  pieces  of  metal  generates  an  electric  current ;  hy- 
drogen is  liberated  upon  the  negative  or  altered  iron,  converting  it 
again  to  its  ordinary  state.  The  moment  this  takes  place,  the  diluted 
acid,  in  the  first  case,  seizes  upon  it;  or,  in  the  second,  the  copper 
salt  is  reduced. 

For  want  of  a  better  explanation  for  the  curious  facts  here  noted, 
that  offered  above  must  answer.  In  conclusion,  it  may  be  remarked 
that  a  very  cheap  and  efficient  form  of  battery — the  Maynooth  iron 
battery — the  outer  cell  of  which  consists  of  a  vessel  of  passive  iron 
containing  concentrated  nitric  and  sulphuric  acids,  has  been  construct- 
ed by  taking  advantage  of  the  indifference  to  the  action  of  acids  which 
may  so  easily  be  established  in  iron  as  above  described. 
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Nt/strarns  Pocket-Book  of  Mechanics  and  Engineering^  eleventh 
edition,  revised  and  enlarged  with  original  matter,  has  been  received 
from  Lippincott  k  Co. 

This  well-known  pocket-book  has  now  been  increased  to  over  500 
pages,  containing  much  valuable  matter  of  original  conception,  and 
the  great  variety  of  subjects,  in  form  of  tables  and  formulas,  with 
practical  examples,  are  well  arranged. 

Dynamics^  pages  262,  310  and  311.  The  author  classifies  dynami- 
cal terms  as  follow :  Force^  motion  and  time  are  simple  physical  ele- 
ments ;  poweTy  spacCy  work  and  momentum  are  functions  of  the  afore- 
said elements.  This,  he  maintains,  are  all  the  terms  necessary  in 
dynamics.  A  list  is  given  of  confused  dynamical  terms,  including 
Tnoment  of  inertia^  which  he  proposes  to  abolish. 

Examples  are  given  for  the  dynamics  of  fly-wheels,  in  which  the 
term  moment  of  inertia  ought  to  occupy  an  important  function,  but 
does  not  appear  in  the  formulas  or  calculations.  Moment  of  inertia 
is  a  long-established  term  in  dynamics,  but  is  disregarded  by  Mr. 
Nystrom,  and,  however  right  or  wrong  he  may  be  in  the  philosophy 
of  dynamics,  his  reasoning  is  well  worthy  of  attention. 

The  formulas  for  the  flow  of  water  in  bends  of  pipes,  page  342, 
appear  to  be  new.     The  barometrical  tables  for  the  measurement  of 
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heights,  in  English  and  French  measures,  pages  364  to  370,  are  Terj 
complete,  and  have  been  arranged  by  the  author  from  actual  practice 
in  the  Andes. 

Logarithms  of  trigonometrical  functions  for  every  mimite  of  a 
degree,  or  for  every  four  seconds  of  time,  also  the  eight  trigonomet- 
rical functions  for  angles,  expressed  either  in  degrees  or  in  time,  as 
may  be  required,  are  the  best  arranged  tables  we  have  seen. 

The  author  gives  an  original  illustration,  with  formulas,  for  the 
expansion  of  bodies  by  heat,  at  and  near  the  temperature  of  fusion^ 
page  384. 

Properties  of  inflamed  gunpowder,  and  its  dynamics  in  heavy  ord- 
nance, page  393.  The  author  thinks  that  the  charge  ought  to  be  so 
arranged  that  a  slow  powder  is  first  ignited,  then  a  quicker,  and  at 
last  the  quickest,  by  which,  he  says,  the  gun  would  be  less  strained 
and  greater  effect  in  the  projectile  secured. 

Properties  of  water  and  steam  in  relation  to  heat,  with  formulas 
and  tables,  will  be  found  extremely  useful. 

Formulas  for  the  ultimate  strength  of  flues  for  external  pressure  to 
collapse,  are  given  on  page  425,  in  which  Mr.  Nystrom  says  that  the 
strength  is  inversely  as  the  square  root  of  the  length,  whilst  Mr.  Fair- 
bairn  has  determined  by  experiments  that  the  strength  is  inverse  sim- 
ply as  the  length.  This  is  an  important  question  in  the  strength  and 
safety  of  steam  boilers:  both  cannot  be  right. 

On  page  428,  radiation  of  heat  from  steam  pipes,  boilers  and  steam 
cylinders,  is  an  important  article  for  the  economy  of  steam  and  fuel. 

On  page  446,  on  the  parabolic  construction  of  ships,  is  very  much  the 
same  as  has  appeared  in  the '^  Journal  of  the  Franklin  Institute," 
only  that  the  formulas  are  more  simple  and  less  in  number,  and  the 
tables  are  more  complete.  A  formula  is  given  on  page  448  by  which, 
the  author  says,  any  form  of  a  ship  can  be  recorded,  and  by  which  a 
ship-builder,  familiar  with  the  parabolic  method,  can  constrnct  a  ship 
of  a  definite  form.  It  appears  that  this  parabolic  method  is  a  positive 
rule  for  the  construction  of  ships  of  any  form. 

The  properties  of  various  explosives  used  for  blasting  are  described 
upon  page  473. 

The  additions  to  the  eleventh  edition  are  very  appropriate,  and 
greatly  increase  the  usefulness  of  this  standard  book  of  reference. 
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INTEROCEANIC  COMMUNICATION  ACROSS  CENTRAL  AMERICA. 

By  Prof.  J.  E.  Noubsb,  U.  S.  N. 
(Gontinaed  from  page  383,  Vol.  LXII.) 

The  line  of  oar  narrative,  which  will  offer  a  brief  sketch  of  each 
important  route,  may  here  give  place  to  some  tabulated  lists.  The 
first  of  these  is  invested  with  additional  interest  by  its  association  with 
the  name  of  one  so  well  known  through  successful  labor  in  the  varied 
branches  of  useful  research. 

I.  Humboldt's  Nine  Routes. 

1.  River  Columbia,  to  connect  with  Peace  River,  N.  A. 

2.  Rio  Colorado,  to  connect  with  Rio  del  Norte,  Texas. 

3.  The  Tehuantepec  line. 

4.  The  Nicaragua  line. 

5.  The  Panama  line. 

6.  Cupica  Bay  and  Rio  Naipi  with  the  Atrato. 

7.  The  (supposed)  Raspadura  Canal :  Rio  Quito  with  the  Pacific. 

8.  Rio  Gualla^ga  to  connect  with  the  Para,  Brazil. 

9.  Gulf  of  St.  George  with  W.  coast  of  S.  America. 

A  curious  map,  ^^  assembling  these^''  as  Humboldt^s  translator  says, 
will  be  found  in  Vol.  2d  of  **New  Spain,*'  London  edition,  1822.  In 
his  lat^r  days,  Humboldt  rejected  all  of  these  except  those  numbered 
above  from  3  to  6,  inclusive.  He  steadily  urged  a  true  and  thorough 
exploration  of  Darien.  It  will  be  noted  that  his  eye  was  on  the  whole 
Western  coast  of  North  and  South  America. 

After  the  lapse  of  more  than  half  a  century,  thorough  surveys  of 
the  most  Southern  portion  of  this  Isthmus  have  been  made : — In  1852 
by  J.  C.  Trautwine,  C.  E.,  of  Philadelphia;  in  1853  by  Messrs.  Lane 
and  Porter;  in  1854  by  Mr.  Kennish;  in  1858  by  Lieut.  Michler, 
U.  S.  A.  and  Lieut.  Craven,  U.  S.  N. ;  and,  in  1870-1871,  by  Com'r 
T.  0.  Selfridge,  U.  S.  N.  The  report  of  the  last  named  officer  now 
being  made  up  for  the  Navy  Department,  offers  promise  of  our  realiza- 
tion of  Humboldt's  expectations  of  success  through  the  Cupica  line, 
f  No.  6  of  the  above.] 

Vol.  LXIII.— Tbibd  Siriis.—No.  5.— Mat,  1872.  22 
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Our  second  table  will  be  taken  chiefly  from  the  "  Annales  dee  Voy- 
ages" of  M.  Malte  Brun  fih. 

II.  Projected  Routes  across  Central  America. 

A.  Projected  Canals, 

I.     1.   Tehuantepec :  Coatzacoalcos  and  Ghicapa. 
II.     2.  Honduras.     [Canal  found  impracticable.] 

g  ^  3.  Rio  San  Carlos,  Gulf  de  Nicoya. 

5?  i>  4.  R.  Nino :  Tempisque.     G.  de  Nicoya. 

^  Q  5.  R.  Sapoa,  Bay  Salinas. 

IS  ':^  6.  R.  San  Juan  del  Sur. 

]  I  sj  7.  Brito. 

s  -^  /    8.  Rio  Tamarinda. 

^  1^  Lake  Managua^  <     9.  Port  Realejo. 
i^  2  (  10.  Bay  of  Fonseca. 

{11.  Gorgona,  Panama. 
12.  Trinidad,  Caymito. 
13.  Navy  Bay.  R.  Chagres,  R.Bonito,  R.Bernardo. 

f  14.  San  Bias,  R.  Chepo. 

15.  Bay  of  Caledonia,  Gulf  of  San  Miguel. 

16.  Rivers  Arguia,  Paya,  Tuyra,  Gulf  of  S.  Miguel. 

17.  -B.  Napipiy  Cupica. 

18.  R.  Truando,  Kelley's  I. 

19.  R.  Tuyra,  Gulf  of  Uraba  or  R.  Atrato. 

20.  Bay  of  Cupica^  hy  an  East  line  to  the  mouth  of 

the  Napipi,  and  through  Atrato  R.Jto  G' 
Daricn.  —  [Commander  SelfridgCy  U.  S»  If- 
1871. 

B.  Projected  Railroads^  or  Carriage  Roads. 

1.  Coatzacoalcos  to  Gulf  of  Tehuantepec. 

2.  Bay  of  Honduras  to  Gulf  of  Fonseca. 

3.  Rio  San  Juan,  Nicaragua,  Managua,  G.  Fonseca. 

4.  Gorgon  Bay,  or  Pim*s  Bay,  N.  of  Greytown,  Realejo. 

5.  Gorgon  Bay,  San  Juan  del  Sur. 

6.  Port  Limon  and  Caldera  on  Nicoya  Gulf,  Costa  Rica. 

7.  Chiriqui  Inlet,  Golfo  Dolce. 

8.  Colon,  {Aspinwallj)  and  Pafiama,  (R.  R.  finished  185d.) 

A  glance  at  the  map  shows  this  classification  to  be  in  gcograplucil 
order  from  North  to  South. 


V.  iJarien. 
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Other  (paper)  routes  might  have  been  incladed  above ;  but  their 
impracticability  and,  in  some  cases,  falsity,  will  be  occasionally  shown 
in  the  sketches  of  the  chief  lines  on  which  we  now  enter. 

THE  TEHUANTBPEC  ROUTE. 

Topographical  View  of  the  Isthmtts. 

Mr.  J.  J.  Williams,  Chief  Assistant  of  Gen'l  Barnard's  survey — 
made  in  1850,  for  the  Tehuantepec  Railroad  Co.  of  New  Orleans — 
presents,  in  his  report,  a  general  topographical  view,  which  is  here 
chiefly  used. 

The  only  other  survey  worth  naming,  (that  recently  made  by  "  the 
Tehuantepec  and  Nicaragua  Expedition,  Capt  Shufeldt,  U.  S.  N.,") 
has  somewhat  modified  the  statements  of  the  first  named  report. 

Mr.  Williams  says  :-^— "  The  Isthmus  of  Tehuantepec  is  that  part  of 
Mexican  territory  which  lies  between  the  Gulf  of  Mexico  and  the  Pa- 
cific Ocean  where  the  seas  approach  each  other  nearest,  within  Mexi- 
can limits.  The  narrowness  of  the  Isthmus  and  nearness  of  a  transit 
here  to  the  chief  ports  of  New  Spain,  Vera  Cruz  and  Acapulco,  made 
this  route  one  of  the  earliest  for  exploration.  From  the  mouth  of  the 
Coatzacoalcos  in  18^  8'  20'  N.  latitude  and  94°  32'  52'  West  longi- 
tude to  the  harbor  (?)  of  La  Vent08a,,on  the  Pacific,  in  16°  11'  15'  N. 
latitude  and  95°  15'  40'  West  longitude,  the  distance  in  a  direct  line 
is  143^  miles,  nearly  due  North  and  South."  (The  coast  line  on  each 
ocean  is  thus  nearly  East  and  West ;  the  basin  of  the  Coatzacoalcos 
is,  therefore,  open  to  the  "Northers.**  "Tehuantepec**  is,  itself,  (as 
was  noted  by  Humboldt,)  the  name  of  an  impetuous  N.  N.  Easter.) 

"  The  Isthmus  may  be  properly  said  to  comprise  three  main  divi- 
sions, more  or  less  distinct  in  their  general  characteristics, — their  to- 
pography, geological  formation  and  salubrity.  The  first  embraces  the 
country  extending  from  the  Gulf  to  the  base  of  the  Cordillera ;  this 
may  be  called  the  Atlantic  plains  and  is  the  least  healthy.  The  sec- 
ond comprises  the  more  elevated  districts  in  the  central  part ;  these 
are  said  to  be  healthy.  The  third  includes  the  level  country  border- 
ing on  the  ocean  or  the  south,  and  known  as  the  Pacific  plains,  warmer 
and  less  healthy  than  the  hill  country.** 

The  first  division  comprises  a  belt  of  country  of  some  forty  or  fifty 
miles  in  breadth,  of  rich  alluvial  basins,  the  principal  of  which  is  that 
of  the  Coatzacoalcos,  draining  the  northern  slope  of  the  Cordilleras. 
On  the  West  of  this  river  is  the  Tuxtla  range  of  mountains,  the  chief 
peaks  of  which  are  of  considerable  height ;  and  on  the  East  of  these 
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is  Mt.  Tecuanapa,  sorroanded  by  extensiTe  plains,  and  haTing  an  ele- 
Tation  of  1200  or  1500  feet  above  the  level  of  the  Gulf.  Bat  with 
these  and  a  few  other  exceptions,  the  country  of  this  Northern  division 
presents  the  appearance  of  a  broad  plain,  entirely  covered  with  dense 
forests. 

''The  second  division,  extending  from  the  Jaltepec  river  on  the 
North  to  within  twenty  or  twenty-five  miles  of  the  Pacific  coast,  and 
comprising  a  strip  of  some  forty  miles  in  breadth  on  the  west,  and 
widening  out  towards  the  east,  presents  a  great  diversity  of  feature. 
The  immense  chain  of  the  Cordillera  here  traverses  the  country  ;  but 
instead  of  lofty  volcanic  peaks  •Isewhere  found,  there  is  a  sudden 
depression  of  the  range  in  its  passage  across  this  Isthmus  at  a  point 
directly  in  the  line  of  shortest  communication  between  the  two  oceans, 
yet  the  elevated  spurs  and  ridges  traversing  this  country  generally  in 
an  east  and  west  direction,  interpose  serious  obstacles. 

''  By  a  narrow  opening  or  gap  in  the  mountains  we  descend  sud- 
denly from  these  elevated  table-lands  to  the  Pacific  plains,  which  form 
the  southern  or  third  division.  These  average  about  twenty  miles  in 
breadth  from  the  base  of  the  mountain  to  the  Pacific  coast,  and  de- 
scend on  the  meridian  to  the  lagoons,  presenting  a  uniformly  gentle 
slope  towards  the  sea.  They  are  traversed  by  eight  rivers,  which  dis- 
charge the  drainage  of  the  southern  slope,  seven  of  which  empty  into 
lagoons ;  the  eighth,  or  Tehuantepec  River,  comes  down  by  a  north- 
westerly direction,  and,  passing  by  the  city  of  the  same  name,  dis- 
charges itself  directly  into  the  sea  at  the  Bay  of  Ventosa.  This  Bay 
is  formed  by  an  indentation  on  the  coast  and  the  projection  of  the 
Cerro  Moro  on  the  West.  It  is  but  partially  sheltered  from  the  North 
winds  by  low  ranges  of  hills  from  three  to  four  miles  distant. 

''  Of  the  streams  watering  the  northern  slope  of  the  Isthmus,  the 
most  important  by  far  is  the  Goatzacoalcos.  It  drains  a  large  extent 
of  country,  and  furnishes  a  natural  channel  for  effecting  in  part  the 
communication  between  the  two  oceans.  Its  mouth  is  about  fifteen 
hundred  feet  in  width,  with  a  varying  depth,  the  greatest  being  thir- 
teen feet.  The  tides  are  not  strong  on  this  part  of  the  Mexican  coast; 
but  when  the  heavy  northerly  winds  blow,  the  waters  of  the  river  are 
heavily  backed  up,  giving  a  sensible  increase  of  depth  on  the  bar.*' 

Cortez,  in  an  official  dispatch  to  Charles  Y,  speaks  of  the  import- 
ance of  this  harbor  as  the  best  then  to  be  found  on  the  Gulf  of  Mexico. 
Giving  the  results  of  a  survey  made  by  his  order,  he  says,  ^*  They 
.'found  two  and  a  half  fathoms  of  water  at  its  entrance  in  the  shallowest 
part,  and  ascending  twelve  leagues,  the  least  found  was  five  fathoms." 
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These  soundiDgs  in  1520  gave  about  the  same  depth  over  the  bar 
at  the  mouth  of  the  river  as  that  which  we  now  find.  Mr.  Williams 
considers  this  as  proof  that  the  material  of  which  the  bar  is  made  does 
not  change  its  position;  there  is  promise,  therefore,  he  sajs,  of  secu- 
rity to  any  work  for  deepening  the  channel  at  this  point. 

It  appears  from  the  elaborate  Report  of  Mr.  Williams,  that  the  two 
harbors  which  should  be  the  termini  of  either  canal  or  railroad  on  this 
line,  have  but  moderate  claims  for  our  regard,  at  least  in  their  present 
state.  They  admit,  however,  of  very  satisfactory  improvement  at  per- 
haps moderate  expense.  Mr.  Williams  says  positively  in  regard  to 
the  Coatzacoalcos,  '^  The  fact  of  there  being  no  delta  at  the  mouth  of 
the  river,  and  the  constancy  of  the  depth  upon  the  bar,  which  has  re- 
mained unchanged,  according  to  the  history  of  the  country,  nearly 
three  centuries,  proves  that  it  has  attained  its  regimen^  and  indicates 
that  any  improvement  by  deepening  the  channel  may  be  relied  on  as 
permanent."  Of  La  Ventosa,  on  the  Pacific,  he  says,  "it  can  be 
used  in  its  present  condition  in  the  same  manner  as  Panama,  by  em- 
ploying lighters."  Is  not  the  name,  "La  Ventosa,"  however,  a  his- 
toric record  against  it  as  a  harbor?  Would  those  who  frequent  this- 
coast  accept  this  parallel  with  Panama  ?  Are  not  additional  obstacles 
and  yet  more  serious  ones  to  be  found  in  the  length  of  the  route,  the 
heights  to  be  overcome  by  numerous  locks,  and  the  want  of  a  sufficient 
feeder  for  a  canal  ?  Such  does  not  seem  to  exist  within  any  reasona- 
ble nearness.  This  last  named  fact,  with  other  discoveries  valuable  in 
the  full  and  final  solution  of  the  problem,  will  be  found  in  the  notice 
of  the  U.  S.  T^huantepec  Expeditionof  1870-71,  at  the  close  of  this 
article. 

Attempts  to  establish  Communication.  ^ 

In  1551,  Lopez  de  Gomara,  the  author  of  the  History  of  the  Indies 
— a  work  highly  praised  by  Humboldt — proposed  a  union  of  the  oceans 
bj  Tehuantepec^  Nicaragua  and  Ghagres. 

In  1745,  prominent  persons  of  Oaxaca  memorialized  the  Viceroy  of 
New  Spain  for  a  canalization  of  the  "  Guasacoalcos,"  and  a  continua- 
tion by  the  Sarabia.  It  has  been  already  noted  (p.  12)  that  this  me- 
morial was  the  occasion  of  an  edict  from  Spain  forbidding  the  subject 
to  be  again  mentioned. 

In  1771,  occurred  the  following  singular  excitement.  Among  the 
artillery  at  the  fortress  of  San  Juan  d'Ulloa,  were  found  cannon  evi- 
dently cast  at  Manilla.  But  as  the  Spaniards,  up  to  this  time,  had 
never  doubled  either  cape  to  reach  the  Phillipines,  yet  had  traded 
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largely  from  Aoapulco  directly  across  the  great  sea,  it  was  at  once 
said  these  cannons  must  have  crossed  Mexico  by  ascending  the  Chi- 
malapa,  and,  after  being  dragged  over  the  ^^  divide^**  by  descending 
the  Guasacoalcos.  At  this  idea  public  sentiment  was  excited.  For 
if  such  heavy  ordnance  had  thus  been  brought  over,  was  it  not  proof 
that  here  communication  could  be  opened  up  ?  The  Viceroy,  Don 
Antonio  Bucareli  ordered  a  survey  to  be  made  by  Cramer  and  Corral, 
the  former  being  an  engineer  as  well  as  the  Governor  of  d'UUoa. 
Their  work  must  have  been  a  reconnoisance  only.  It  does  not  appear 
that  they  made  any  levelings,  or  determined  any  elevation.  They 
pointed  out  that  a  good  harbor  failed  the  route  on  the  Pacific  side,  and 
appear  to  have  confirmed  the  feasibility  of  improvement  of  the  mouth 
of  the  ^'  Guasacoalcos."  It  can  scarcely  be  believed  that  they  reported 
the  canal  practicable  without  locks,  or  inclined  plains. 

Such  reports,  with  others  of  like  character  following  them,  gave  a 
good  name  to  this  IsthiLus  during  the  rest  of  that  century.  In  1814, 
the  Spanish  Cortes  listened  to  the  proposition  of  a  Mexican  Deputy, 
Seiior  Alaman,  and  decreed  the  construction  of  a  canal.  The  politi- 
cal distractions  immediately  following,  and  the  independence  of  Mex- 
ico, left  the  government  of  Spain  without  power  to  promote  th 
scheme. 

In  1824,  Col.  Juan  do  Orbegozo,  an  officer  of  high  reputation,  w 
ordered  on  an  exploration,  which  he  began  in  1825,  and  in  which  h 
endeavored  to  measure  the  height  of  the  sea  level  by  means  of  th 
barometer.     His  instrument,  however,  proved  to  be  unreliable.     Or — 
begozo  reported  the  Coatzacoalcos  as  navigable  for  sea-going  vessels 
ten  leagues  into  the  interior ;    that  the  Chimalapa,  looked  to  as  the 
southern   section  of  a  canal,  was  navigable  in  the  rainy  season  only  ; 
that  there  was  a  deficiency  in  the  want  of  a  feeder,  and  that  the  sea- 
port of  Tehuantepec  was  shallow  and  open  to  the  Northers.     He  con- 
cluded his  report  by  affirming  that  the  canalization  of  the  Isthmus  of 
Tehuantepec  remains  n  problematic  find  gigantic  work ;  but  he  regard- 
ed it  an  easy  work  to  offer  up  a  good  route  of  i^iland  communication 
between  the  lagoons  of  Tehuantepec  and  the  Guasacoalcos. 

G^arays  Exploration. 

itMiIn  1842,  Santa  Anna,  president  of  Mexico,  made  a  liberal  grant  to 
Don  Jose  de  Garay,  in  furtherance  of  his  scheme  of  opening  iip  a  route 
across  the  Isthmus ;  a  primary  condition  requiring  him  to  cause  a  re- 
liable survey  to  be  made.  Garay  employed  eminent  engineers^  at  the 
head  of  whom  was  Sefior  Gaetono  Moro. 
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Moro  published  his  report  in  1844.  It  attracted  attention  both  in 
this  country  and  abroad.  The  difficulties  of  the  route,  although  par- 
tially dealt  with  by  his  officers,  caused  Garay  himself,  at  an  early 
stage,  to  abandon  the  scheme.  Moro's  report  has  been  regarded  as  in 
some  degree  promising,  in  respect  of  the  important  point,  the  supply 
of  a  feeder,  until  the  thorough  survey  by  our  Government  in  1870. 
The  following  notes  will  show  the  estimate  held  of  Moro's  work  at  the 
time  of  his  report.  Mr.  Henry  Wheaton,  U.  S.  Minister  at  Berlin, 
deeply  interested  by  his  association  with  Humboldt  in  the  plans  for 
interoceanic  communication,  made  favorable  notice  of  it  in  an  elabo- 
rate discussion  which  formed  part  of  an  official  communication  from 
the  President  of  the  United  States  to  Congress.  Vice-President  Dallas 
pablished  an  extended  discussion  favoring  this  route.  Vide  Jour- 
nal of  the  Franklin  Institute,  Vol.  XIV,  1847. 

In  the  instructions  to  Mr.  Trist,  U.  S.  Commissioner,  in  1847,  for 
a  Treaty  of  Peace  with  Mexico,  he  was  authorized,  in  extending  the 
boundaries  of  the  United  States,  to  offer  thirty  millions  of  dollars  in 
place  of  fifteen,  '^  provided  the  right  of  passage  and  transit  across  Te- 
hunatepec  be  secured.'*  The  Mexican  Government  ^^  absolutely  denied 
or  refused  to  concede  any  such  right.'*  This,  it  has  been  affirmed,  "was 
wholly  based  on  the  ground  of  its  having  made  a  previous  concession 
to  Garuy.'*  Is  it  not  also  probable  that  the  refusal  was  caused  by  the 
fact  that  the  concession  to  the  Government  of  the  United  States,  as  such, 
would  have  seemed  to  compromise  the  security  of  the  Isthmus?  for 
concessions  have  not  been  withheld  by  Mexico  from  companies  or  indi- 
viduals. Under  the  ever  changing  governments,  at  least  three  liberal 
grants,  in  recent  times,  have  issued.  The  grant  to  Garay  virtually 
fell  into  the  hands  of  Messrs.  Manning,  Mackintosh  &  Hargous,  who 
associated  themselves  with  a  company  in  New  Orleans,  and  sent  Major 
(now  Maj.  Gen.  Barnard,)  with  Williams  for  his  assistant,  to  make  the 
survey  quoted  in  the  outset  of  this  paper.  Finally,  in  1869,  a  new 
Tehuantepec  Railway  Company,  organized  in  New  York,  (Mr.  Simon 
Stevens,  President,)  have  recently  sent  a  surveying  party  into  the  field^ 
and  are  prosecuting  their  enterprise. 

Latest  Survey  and  Results. 

Since  the  preceding  sketch  was  made,  the  report  of  Capt.  R.  W. 
Shufeldt,  U.  S.  N.;*  6f  the  Tehuantepec  and  Nicaragua  Surveying  Ex- 
pedition, has  been  communicated  to  Congress.  It  will  be  found  to 
be  an  honest,  impartial  and  able  account  of  the  Isthmus.   The  officers 


812  Civil  and  Meehameal  JBngimeeriHg. 

of  the  NaTj  in  charge  were  Captain  Shufeldt^  Lt.  Oommanders  Se- 
mey,  Bartlett,  Farquahar  and  Cooper;  Surgeon,  I.  G.  SpiMur;  Gifil 
Engineer,  E.  A.  Fuertes.  The  following  notes  only  are  giTen  from 
the  Report.  Captain  Shufeldt*s  memorandum,  submitted  to  the  Nafy 
Department  before  organizing  the  expedition,  embraced  the  important 
ideas : — that  a  ship  canal  through  some  pass  of  the  Isthmus  **  is  a  ne< 
oessity  for  the  present  and  prospective  commerce  of  the  world;"  that 
America  should  select  that  route  which,  satisfying  interooeanic  de- 
mands, will  also  best  develop  American  trade ;  that  a  route  from  some 
port  in  the  Gulf  of  Mexico  should  have  preference,  because  the  Ame- 
rican Navy,  by  using  Key  West  and  the  Tortugas  as  their  base,  can 
always  hold  the  Gulf  and  its  transit,  since  the  channels  to  it  are,  in 
the  aggregate,  not  more  than  200  miles  wide ;  and  that  the  Tehuan- 
tepee  route  is  the  shortest  for  us,  offering  a  gain  in  distance  of  1350 
miles  over  Panama,  and  permitting  a  steamer  to  load  on  the  Missis- 
sippi and  discharge  her  cargo  in  twelve  days  at  San  Francisco. 

The  Expedition  had  for  its  plain  purpose  to  test  the  validity  of 
Garay's  survey,  in  which  Moro  gave  the  height  of  Tarifa,  the  summit 
level,  at  680  feet,  and  asserted  the  entire  feasibility  of  providing  a 
feeder  for  a  ship  canal  by  the  junction  of  the  Chicapa  and  Ostuta 
rivers ;  other  streams  proposed  as  feeders  by  Mr.  Williams  were  also 
to  be  examined. 

The  Expedition  reached  Minatitlan  early  in  November,  1870,  and 
remained  on  the  Isthmus  until  the  following  April.  The  Mexican 
Government  promptly  acceded  to  the  wishes  expressed  by  the  United 
States;  and  also  appointed  a  Commission  of  their  own,  which  worked 
harmoniously  with  Capt.  Shufeldt's  party.  President  Juares  also 
provided  a  battalion  of  600  men  for  their  protection  in  the  disturbed 
districts.  The  work  of  the  Commission  was  executed  with  fidelity 
and  with  full  thoroughness  to  demonstrate — 

(1.)  That  the  plan  of  Moro's  to  join  the  Chicapa  and  Ostuta  is  im- 
practicable ;  and  that  if  the  junction  were  effected,  the  supply  of  water 
would  be  insufficient ;  nor  can  a  supply  be  had  from  the  streams  is 
the  vicinity  of  Tarifa  or  Chivela. 

(2.)  That  the  summit  level,  Tarifa,  is  754  feet. 

(3.)  That  the  bar  at  the  mouth  of  the  Coatsacoalcos  is  deepening  I 
natural  causes,  and  can  be  easily  dredged  at  moderate  cost,  and  t^ 
harbor  made  one  of  the  best  on  the  Gulf,  and — '- 

(4.)  That  the  Corte  or  Upper  Coatzacoalcos  can  be  made  a  suffiei' 
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eeder,  and,  on  the  Pacific  side,  the  Bay  of  Salina  Cruz  be  also  made 
.  good  harbor. 

The  line  suggested  for  a  canal  by  Capt.  Shafeldt  starts  in  the  Goat- 
acoalcos  at  the  Island  of  lacamichapa,  running  through  the  river 
alley  to  the  divide  at  Tarifa,  and  through  that  pass  to  Salina  Cruz, 
le  sea-port  of  Tehuantepec.  Its  length  must  be  about  144  miles,  re- 
airing  about  140  locks ;  and,  for  the  line  of  the  Gorte  feeder,  a  tun- 
el  of  three  miles,  with  a  deep  cut  of  22  feet,  to  reduce  the  summit 
(▼el.  The  feeder  would  be  27  miles  in  length.  The  canal  to  have  a 
readth  of  162  feet  at  the  surface  and  60  feet  at  the  bottom,  and  a 
cpth  of  22  feet. 

The  report  makes  no  estimates  of  total  cost.  It  presents  a  reliable 
immary  of  disadvantages  and  of  advantages ;  the  most  gratifying 
3ints  in  it  being  the  promise  of  good  harbors  as  termini. 

The  additions  made  to  our  knowledge  of  the  present  social  and  po- 
tical  condition  of  this  unhappy  country,  of  its  volcanic  character 
ad  of  its  unhealthiness,  have  all  an  important  bearing  on  the  prac. 
cability  of  executing  a  work  which  Capt.  Shufeldt  frankly  says 
oold  call  for  a  treaty,  not  a  private  concession,  and  for  national  re- 
lorces  and  national  guarantees.  His  report,  completed  by  Lt.  Com- 
lander  Bartleit,  gives  just  occasion  for  honorable  tribute  to  the  U.  S. 
avy  and  the  Government  of  our  country. 

The  Report  of  the  Engineer,  Mr.  Fuertes,  contains  the  following 
Qcouruging  statement : 

^^  The  data  obtained  from  our  explorations  and  surveys  prove  that 
ship  canal  is  practicable  on  the  Isthmus  of  Tehuantepec,  because  the 
ifficulties  to  be  encountered  are  of  the  ordinary  type,  or  such  as  are 
therent  to  works  of  a  similar  nature,  with  the  difierence  that  they 
ill  be  met  on  a  large  scale.  This  fact  is  due  to  the  assumed  dimen- 
ons  of  the  canal,  and  is  inherent  to  the  conception  of  the  project  in 
hateyer  part  of  the  world  it  might  be  located.'' 

Capt.  Shufeldt  himself,  in  his  preliminary  report  to  the  Secretary 
r  the  Navy,  April  18,  1871,  says:  **It  is  to  me  a  source  of  great 
ratification  to  be  able  to  say  that  an  interoceanic  surface  canal  of 
sy  necessary  dimensions  may  be  constructed  across  the  Isthmus.  * 
*  I  make  no  estimate  of  its  cost.  It  will  be  dear  in  point  of 
loney ;  cheap  in  point  of  American  progress,  peace  and  prosperity." 
-[New  Route  of  Commerce,  by  Mr.  Simon  Stevens,Pres.  T.  R.  R. 
'a«,  London,  1871.] 
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THE  DIAMOND  ROCK  DRILL 

Bt  John  Wabnu,  A.  M. 
Engineers  and  mechanics  are  acqnamted  with  the  process  of  boring 
metals  with  rotating  drills  made  of  hardened  steel,  but  boring  the 
hardeBt  rocks  with  rotating  drills  set  with  diamonds  for  cutters  is  a 
recent  inventioD  which,  althongh  inuse  several  years,  will,  I  think,  have 
the  interest  of  Doveltj  for  most  of  the  readers  of  the  Journal.  The  in- 
vention is  due  to  Prof.  Leschot,  a  French  engineer.  It  was  use'd  in  com- 
pleting the  Mont  Cenis  Tunnel,  and  was  favorably  reported  on  by  a 
commission  at  the  Paris  Exposition  of  1867.  The  Pennsylvania  Dia> 
mond  Drill  Company  is  now  engaged  in  manufacturing  and  operating 
the  Diamond  Drill.  By  the  kindness  of  M.  H.  Smith,  Esq.,  of  Potta- 
ville,  the  Company's  Resident  Superintendent,  I  nm  enabled  to 
present  the  following  particulars : 


The  cut  represents  u  Portable  Steam  Rock  Drilling  Machine,  suit- 
able for  boring  artesian  wells,  or  test-holes  in  prospecting  for  cotl 
or  minerals ;  it  weighs  about  6000  lbs.  Other  machines,  oonatrnoted 
on  the  same  general  principles  with  this,  are  made  of  various  forms 
and  sises,  for  various  kinds  of  work,  as  for  quarrying,  sinking  shafts, 
mining  and  tunneling:  these  machines  may  be  operated  by  steam  or 
by  compressed  air. 

Returning  to  the  cut,  the  boiler  is  immediately  recognised,  andtbe 
machinery  which  operates  the  vertical  drill  is  bolted  q^inet-the  end 
of  the  boiler. 
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This  machinery  consists  of  two  oscillating  steam  cylinders,  C,  of 
ix  inches  diameter  and  six  inches  stroke,  working  the  same  crank 
haft ;  other  details  of  the  steam  engines  need  not  be  noticed  here. 
\j  ft  series  of  mitre  wheels  and  other  gearing,  the  revolution  of  the 
rank  shaft  produces  the  rotary  motion  and  downward  feeding  of  the 
erticftl  drill  rod,  or  its  speedy  withdrawal,  when  desired,  from  the 
ore  hole. 

The  drill  rod  is  made  of  iron  tubing,  especially  prepared,  screwed 
>gether,  from  time,  to  time,  in  sections,  as  the  drill  descends  into  the 
>ck. 

The  drill  rod  passes  through  a  larger  tube,  about  ten  feet  long, 
aying  a  screw  thread  upon  the  outside.  This  tube  produces  the  so- 
ftlled  automatic  differential  and  frictional  screw  feed,  by  means  of 
rhich  the  feed  motion  and  the  pressure  of  the  drill  upon  the  rock  are 
lade  independent  of  the  weight  of  the  drill  rod,  whatever  may  be 
he  depth  of  the  bore  hole,  so  that  the  drill  is  rendered  perfectly  sen- 
itive  and,  to  a  certain  extent,  self-adapting  to  the  character  of  the 
ock,  even  when  this  varies  extremely  and  suddenly  in  hardness. 

The  drill  proper  is  screwed  fast  to  the  lower  end  of  the  drill  rod. 
t  is  a  metallic  thimble,  about  four  inches  long,  having  a  number  of 
iamonds,  either  of  the  so-called  black  diamonds  or  of  those  translu- 
ent  or  partially  crystallized,  or  of  both,  in  their  natural  or  rough 
tate^  firmly  imbedded  in  the  annular  face  of  one  end  of  the  thimble ; 
.  female  screw  in  the  other  end  suffices  to  attach  the  drill  to  the  drill 
od.  As  the  drill  descends,  a  cylinder  or  core  of  stone  is  left  stand- 
Dg  inside  of  the  hollow  drill  rod :  a  self-adjusting  wedge  is  placed  in 
.  groove  inside  of  the  hojlow  drill ;  this  wedge  allows  the  core  to  pass 
reely  up  into  the  drill  rod,  but  seizes  the  core  and  breaks  it  off  and 
wrings  it  to  the  surface  when  the  drill  is  withdrawn.  If  the  core  is 
ery  large,  it  may  be  necessary  to  break  it  off  at  the  bottom  by  an 
Dgenious  system,  of  which  we  shall  not  give  details ;  frequently  the 
ore  is  broken  by  natural  cleavages  of  the  rock.  The  cores  thus  taken 
at,  from  time  to  time,  give  a  perfect  record  of  the  lithological  forma- 
ions  through  which  the  drill  has  passed.  It  is  also  possible  to  use 
irills  which  make  no  core,  cutting  the  hole  in  its  whole  diameter ;  but 
re  continue  to  speak  of  the  hollow  drill. 

An  indispensable  appendage  is  yet  to  be  mentioned:  this  is  a  steam 
orce-pomp,  P,  here  seen  on  top  of  the  boiler.  This  pump  draws  a 
iq)ply  of  water  from  any  convenient  reservoir,  by  means  of  a  rubber 
Oie,  and  in  a  similar  manner  forces  the  stream,  through  a  swivel  joint. 
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in  at  the  upper  end  of  the  hollow  drill  rod,  and  thu8  to  the  bottom  of 
the  bore  hole,  where  it  moistens  the  rock,  keeps  the  drill  cool,  and 
then  ascends  on  the  outside  of  the  drill  rod,  carrying  upwards  the  fine 
material  or  cuttings  into  which  the  rock  is  reduced  by  the  diamonds, 
set  in  the  drill. 

The  principal  parts  of  the  machine  above  mentioned  are,  then,  Ist, 
the  boiler ;  2d,  the  steam  driving  machinery  and  feed  gear,  with  the 
drill-rod  and  drill ;  3d,  the  force  pump  and  stream  of  water.  These 
parts  may  be  connected  with  a  vertical  boiler,  or  they  may  be^  sepa- 
rated and  placed  at  a  distance  each  from  the  others,  according  to  the 
nature  of  the  work.  It  should  be  observed  that  the  drill  rod  and  feed 
gear  can  be  so  arranged  as  to  permit  boring  in  any  desired  direction, 
with  convenient  modes  of  shifting  the  direction  at  pleasure ;  and  the 
same  freedom  of  application  may  be  obtained  with  compressed  air  for 
a  motive  power. 

The  speed  of  boring  depends  much  upon  the  nature  of  the  rock, 
varying,  for  a  two-inch  hole,  which  is  suitable  for  test-holes,  from  four 
feet  per  hour,  in  hard  rock,  to  ten  feet  per  hour  in  sandstone  and 
slato,  with  a  rotary  speed  of  three  hundred  revolutions  per  minute. 

In  the  Pottsville  region  holes  have  been  bored,  in  hard  rock,  as  large 
as  nine  inches  in  diameter. 

These  machines  are  recommended  by  General  H.  Pleasants,  Engi- 
neer of  Mines  of  the  Philadelphia  and  Reading  Railroad  Company, 
under  whose  direction  they  are  now  in  use,  near  Pottsville,  in  sinking 
deep  shafts  upon  coal  lauds  belonging  to  that  Company. 

The  speed  with  which  the  work  of  shafting  and  tunneling  may  be 
prosecuted,  and  the  regularly  cylindrical  shape  of  the  holes — an  im- 
portant matter  in  blasting — give  these  machines  advantages  over  all 
others  yet  known  for  the  same  purposes. 


MERRILL  ON  IRON  TRUSS  BRIDGES, 

By  Charlbs  F.  Johnson,  Jb., 
(Bogineer  for  the  K«Hogg  Bridge  Companjr.) 

Although  Colonel  Merrill's  work  has  been  before  the  profession  for 
some  time,  a  few  words  on  various  subjects  suggested  by  it  may  not 
be  unseasonable.  The  subject  of  Iron  Bridge  Building  is  becoming 
so  important,  that  any  contribution  to  our  knowledge  of  the  eeonomi* 
cal  distribution  of  material  ki.  an  iron  truss  is^valuable.  A  ^bouUkfjk 
and  analytical  work,  like  that  of  Colonel  Merrill's,  most  therefore  bt 
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ireloomed  by  every  honest  builder,  though  they  may  disagree  with 
some  of  his  positions.  All  can,  however,  endorse  the  following  quo- 
tation : 

**  The  effect  of  competition  is  such  that  many  bridge  builders,  while 
professing  to  use  5  or  6  as  their  factor  of  safety,  really  use  a  much 
smaller  number.  It  is  to  be  hoped  that  every  railroad  engineer  will 
so  familiarize  himself  with  the  theory  of  bridge  building,  as  to  detect 
and  prevent  any  such  frauds  on  the  companies  and  the  public." 

That  portion  of  the  book  which  is  devoted  to  an  examination  of 
Hodgkinson's  and  Gordon's  formulae,  and  the  graphic  representations 
of  their  results  by  curved  lines,  is  especially  interesting.  There  is 
nothing  more  instructive  than  a  graphic  illustration  of  a  law,  and  the 
thanks  of  all  members  of  the  profession  are  due  to  Colonel  Merrill 
for  his  conscientious  labor.  A  series  of  careful  experiments  on  struts 
of  the  various  sections  we  must  necessarily  use  when  wrought  iron  is 
the  material  employed,  would  leave  nothing  to  be  desired  in  -our 
knowledge  of  this  important  subject.  These  are  generally  hollow 
squares  or  H  sections,  and  the  formula  involving  the  radius  of  gyra- 
tion has  never  received  the  seal  of  practical  test.  There  is  no  form 
of  truss  where  the  strains  are  so  fairly  divided  among  the  various 
members,  as  that  with  pin  connections  top  and  bottom.  It  is  impos- 
sible to  distort  it  by  ignorant  or  careless  adjustment.  But  since  the 
pressure  on  the  struts  is  applied  through  the  medium  of  the  pin,  they 
.partake  of  the  nature  of  square  and  of  round  end  pillars,  square  in 
a  plane  at  right  angles  to  the  axis  of  the  bridge,  and  round  in  a  plane 
at  right  angles  to  the  axis  of  the  pin.  What  is  the  most  advan- 
tageous section  for  struts  in  this  condition  is  a  point  which  remains 
to  be  decided.  Probably  it  would  prove  to  be  a  hollow  square  with 
three  times  as  much  material  on  two  opposite  sides  as  on  the  other  two. 
It  certainly  would  not  be  a  cylinder. 

As  a  practical  question,  Colonel  Merrill  has  put  his  panel  load  for 
a  locomotive  too  low — 35,200  pounds.  There  are  engines  that  throw 
from  25  to  30  tons  on  the  drivers  in  a  space  of  twelve  feet.  Nor  is 
it  safe  to  assume  that  only  one  engine  could  be  on  the  bridge  at  a 
time  ;  two  are  not  unfrequently  coupled.  However,  as  his  figures  are 
assumed  for  the  purpose  of  comparison  merely,  and  as  his  weights  for 
tender  cars  and  structure  are  high,  the  point  is  of  minor  importance. 
His  weights  and  method  of  computing  strains  are,  we  believe,  those 
adopted  by  S.  S.  Post,  the  father  of  scientific  bridge  building  in  this 
country. 
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There  is  another  consideration  which  militates  against  the  theory 
f  balanced  weights.  A  double  triangulation  truss  consists  of  two 
ingle  triangulation  trusses  with  a  common  top  and  bottom  chord ; 
reights  on  the  floor  beams  of  one  system  can  have  no  effect  on  the  ties^ 
truts  and  counters  of  the  other.  Each  system  carries  one  half  of  the 
oad  independently,  and  the  strains  must  be  separately  considered, 
[f  there  is  an  uneven  number  of  panels,  the  systems  are  not  symmet- 
ical  longitudinally.  Take  a  Pratt-Whipple  over-grade,  for  instance, 
n  which  each  truss  can  be  separated  into  two  systems. 

It  is  evident  that  there  can  be  no  balancing  of  equal  weights  in  this 
^ase,  for  the  weights  are  not  equally  distant  from  the  abutments. 
This  consideration  also  shows  that  the  common  method  of  computing  the 
itrains  in  a  double  cancellated  truss  with  an  uneven  number  of  panels 
s  erroneous.  The  tie,  instead  of  carrying  one  panel  load  of  the 
itatic  weight,  carries  only  y®,,  and  the  rod,  instead  of  doing  no  duty, 
Mtrries  /,  of  the  static  load,  and  so  on  for  the  others.  The  method 
>f  equal  moments  avoids  the  error. 

However,  admitting  that  I  am  correct  in  supposing  that  the  theory 
)f  balanced  weights  is  misconceived  by  the  author,  the  practical  ef- 
fect is  of  little  consequence.  The  counters,  which  are  invaluable  for 
the  purpose  of  lessening  the  amplitude  of  the  vibrations  of  the  struc- 
ture, should  always  be  made  larger  than  this  theory  would  call  for. 

I  have  not  had  time  to  give  the  remainder  of  Colonel  MerrilFs  book 
the  careful  reading  it  deserves.  It  would  seem  strange,  however,  that 
be  should  make  the  top  chord  of  a  Linville  Truss  twenty-five  feet  high, 
only  ten  per  cent,  lighter  than  the  top  chord  of  a  Post  Truss,  eighteen 
feet  high,  same  span.  Experience  would  suggest  that  there  would  be 
at  least  twenty-five  per  cent,  difference.  If  there  is  any  economy  in 
the  Post  Truss,  it  is  in  the  web  and  not  in  the  flange  of  the  girder. 
The  top  flange  is  in  general  a  function  of  the  span,  the  load  and  the 
depth,  and  the  compr^essive  strains  in  it  cannot  be  much  affected  by 
the  connection  between  it  and  the  bottom  flange.  The  weight  of  dif- 
ferent trusses  can  be  safely  compared  only  by  making  out  the  bill  of 
iron  just  as  it  would  be  ordered,  and  their  stiffness  by  running  a  train 
onto  them  and  measuring  the  deflection.  Without  correct  theory  we 
grope  in  the  dark  ;  with  correct  theory  alone  we  are  liable  to  stumble ; 
with  correct  theory  and  carefully  tabulated  experiment,  we  are  abso- 
lutely *sure  of  our  ground.  Theory  controls  within  the  limits  set  by 
practical  considerations,  but  the  theory  which  makes  the  top  chord  of 
a  high  truss  so  little  lighter  than  the  top  chord  of  a  low  truss,  would 
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fiDd  some  difficulty  in  makiDg  the  low  imss  aa  stiff  as  the  high  one. 
There  is  nothing  in  which  the  practical  common  sense  character  of 
American  engineering  shows  itself  more  distinctly  than  in  the  ui- 
versa!  adoption  of  deep  trusses. 


ON  FEED-WATER  TO  STEAM  BOILERS. 

By  Ion.  Hahn. 
(Continued  fVom  Vol.  LXIf,  page  405.) 

First  of  all,  permit  me  to  allude  to  some  inaccuracies,  which  I  ob- 
served on  reading  my  former  article,  viz. : 

On  the  table  of  analyses,  in  analysis  No.  4,  the  Silica  is  omitted, 
amounting  to  0,13000  ;•  further,  in  No.  VI,  the  free  Sulphuric  Acid 
should  read  1,66200,  instead  of  1,  as  stated  there,  and  finally  let 
me  add  No.  VII,  as  follows : 

Chloride  of  Calcium,  .  0,11730 
Sulphate  of  Lime,  .         .     0,94350 

Carbonate  of  Lime,  .  .  0,72232 
Carbonate  of  Magnesia,  .  0,35072 
Sulphate  of  Iron,  .  .  0,90250 
Silica,  ....     0,01500 

Organic  matter,  .         .         4,68300 

Residue  left  on  evaporation,      .         .         8,56500 
Mechanical  impurities,  likely  coming 

into  boiler,        ....       63,17000 


Total  sediment,         .         .         .  71,73500 
The  mechanical  impurities  are  added  to  the  total  chemically  com- 
bined matter,  under  the  presumption  that  the  water  is  forced  from  the 
brook  or  creek  directly  into  the  boiler.     Of  all  the  7  analyses,  the 
water  as  represented  by  analysis  No.  I  is  the  best ;  but  No.  II  being 
easier  of  access,  its  impurities  in  quality  and  quantity  still  countable 
as  exceptionally  good  or  favorable  ones,  the  latter  will  be  used  for  the 
works  of  Boston  Franklinite  Company,  in  preference  to  No.  I ;  the 
more  as  the  Franklinite  ore  crushing  and  washing  establishment  of 
the  Passaic  Zinc  Company,  situated  about  one  mile  further  up  the 
creek,  worked  to  their  utmost  capacity,  at  the  time  the  water  was 
taken  for  analysis,  from  which  source  it  receives  very  likely  a* consid- 
erable part  of  its  chemical  and  much  mechanical  impurities. 
Speaking  now  of  the  Roaring  Brook  water,  analyses  of  which  are 
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shown  by  No.  Ill  to  YII  inclusive,  it  is  obvious  that  No.  Ill  is  su- 
perior to  all,  next  comes  No.  IV,  VII,  V,  and  last  No.  VI ;  No.  IV 
aad  VII  are  such  as  at  present  supplied  to  the  city  of  Scranton  for  do- 
mestic purposes,  by  the  Scranton  Gas  and  Water  Company,  and  is 
also  used  in  a  number  of  steam-boilers. 

0«ring  to  the  larger  amount  of  sulphate  (of  lime  and  iron)  in  the 
water  from  this  place,  it  does  not  behave  satisfactory  in  the  boilers, 
inasmuch  as  the  sulpKate  of  lime  has  a  tendency  to  attach  so  strongly 
to  the  iron  of  the  b  >ilers,  that  it  can  be  removed  only  with  great  dif- 
.  ficulty  ;  blowing  off  by  itself  will  carry  away  but  very  little  of  it, 
while  the  sulphate  of  iron  is  liable  to  slowly  attack  the  iron  of  the 
boiler. 

The  sulphates  do  not  appear  to  be  in  large  proportion,  but  when  com- 
pared with  the  total  foreign  matter,  as  chemically  combined,  are  very 
large,  being  nearly  40  per  cent,  of  the  whole ;  thus  but  very  little 
mixed  with  them  to  prevent  their  close  contact  with  the  iron  all  over. 
Still  worse  is  the  water  from  analyses  V  and  VI,  where  free  sulphuric 
acid  is  to  be  contended  with,  acting  very  injuriously  upon  the  boilers. 
Boilers,  where  this  water  is  made  use  of,  are  being  blown  off  par- 
tially from  6  to  8  times  every  24  hours,  and  notwithstanding  that  the 
total  impurity  of  the  water  in  its  natural  state  cannot  be  called  ex- 
cessive, yet  each  time  it  streams  forth  in  an  extremely  muddy  condition, 
and  of  a  color  plainly  showing  the  destructive  part  it  has  played  on  the 
boiler-iron.  This  water,  or  rather  the  sulphuric  acid  in  it,  first  com- 
mences eating  up  the  edges  of  the  rivet  heads  and  the  ends  of  the 
sheets,  causing  very  frequent  repairs. 

This  kind  of  injury  is  not  so  dangerous  if  well  looked  after,  because 
it  shows  itself  by  water  leaking  through  ;  it  is  different  when  it  com- 
mences to  attack  the  plain  sheet,  thus  weakening  the  strength  of 
the  boiler  to  withstand  the  pressure  of  the  steam  within  ;  which  oc- 
currence is  the  more  detrimental,  because  it  is  not  so  easily  detected, 
and  occasionally  may  lead  to  an  explosion  ere  the  attendants  of  the 
boilers  become  aware  of  the  existing  peril. 

In  consideration  of  all  this,  the  water,  as  represented  by  analysis 
No.  Ill,  will  in  future  be  used  as  well  for  the  boilers  of  the  Lacka- 
wanna Iron  and  Coal  Company,  as  also  for  city  supply,  by  the  Scran- 
ton Gas  and  Water  Company.  The  place  from  which  this  water  is 
taken  liei  outside  the  coal  measures,  and,  as  already  stated,  about  half 
a  mile  above  the  mouth  of  Dunmoore  Creek,  where  for  the  first  time, 
Boaring  Brook  receives  mine  water. 
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The  proportionftllj  large  amount  of  sulphuric  acid  in  lY  to  VII  is 
derived  partly  from  Dunmoore  Greek,  into  which  a  number  of  collieries 
are  emptying  their  mine  water ;  further  from  mines  along  RoariDg 
Brook,  or  near  to  it,  and  below  mouth  of  Dunmoore  Creek,  as  well  as 
from  heaps  of  culm,  (waste-coal),  Blngs,  cinder,  ashes,  &c.,  piled  up 
below  that  point,  on  both  banks  of  Roaring  Brook,  all  of  which  con- 
tain more  or  less  sulphur,  in  such  combinations  as  are  soluble  by  water. 

Concerning  the  unusually  large  proportion  of  organic  matter  in 
Nos.  y  and  YI,  it  is  necessary  to  mention  that,  for  local  reasons,  both 
places  are  not  kept  as  clean  as  the  use  to  which  the  water  is  taken 
would  demand  ;  otherwise  said  substances  would  probably  not  exceed 
8,  instead  of  16  and  19,  as  they  amounted  to  then. 

In  the  majority  of  waters,  such  as  are  used  to  feed  steam-boilers, 
the  carbonate  salts  are  prevalent,  and  these  are  less  troublesome ^han 
any  of  the  other  salts ;  free  acids  in  water  are  in  general  only 
met  with  in  extensively  worked  mineral  regions  and  volcanic  territory. 
Excluding  the  so-called  mineral  waters,  containing  often  1,000  and 
more  pounds  of  foreign  chemically  combined  matter  in  every  12,500 
gallons  of  water,  and  which  are  seldom  used  for  steam-boilers,  the 
average  quantity  of  foreign  matter  in  other  waters,  rivers,  spring  and 
pump  water  used  in  boilers,  foots  up  to  about  40  pounds,  at  most,  of 
sediment,  on  evaporation  of  100,000  pounds  of  the  water. 

While  this  is  probably  the  average,  it  may  be  well  to  call  attention 
to  the  wide  range  within  which  that  number  is  obtained,  lying  between 
half  a  pound  to  300  pounds  and  over.     Thus  it  will  be  seen  that  the 
general  expression  of,  "why  I  water  is  water,"  has  only  value  so  far 
as  humanity  merely  cares  for  its  passing  by  ;  while,  if  compelled  to 
make  use  of  it,  and  reach  a  certain  aim,  which  in  this  case  is  making 
steam,  it  will  probably  be  preferred  to  look  more  closely  into  the  matter. 
It  will  pay  to  use  water  that  deposits  but  rJs^b  of  an  inch  thick  layer, 
in  preference  to  another  leaving  a  total  residue  (in  the  same  time)  of 
4|  inches  in  thickness,  could  either  be  had  within  a  reasonable  distance 
from  a  given  locality.     True,  these  are  extreme  cases,  yet  they  serve 
to  give  a  better  idea  of  the  problem. 

However,  accustomed  to  move  and  to  meet  every  day's  demands, 
the  following  calculation  on  an  average  quality  of  water  will  be  given 
by  me,  in  order  to  show  how  rapidly  the  sediment  accumulates,  even 
under  such  circumstances  as  are  often  practiced,  viz :  Admitting 
a  boiler  of  40  horse  power ;  length  of  boiler  85  feet,  diameter  4  feet 
6  inches,  with  2  flues,  each  18  inches  diameter, working  to  its  fall  eapa- 
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city,  and  uninterrupted  day  and  night  for  a  whole  week,  blowing  off 
only  at  the  end  of  the  week.  Sediment  left  on  evaporation  of  12,500 
gallons,  40  pounds  ;  specific  gravity  of  the  sediment,  2.4.  Incrustation 
gathering  equally  thick  on  lower  one-third  of  the  circumference  of  the 
boiler,  which  presumption  is  near  enough  for  this  purpose ;  actually 
it  is  found  to  be  thickest  at  lowest  point,  (and  near  the  grate,)  and 
thence  decreasing  to  an  edge,  on  either  side  toward  the  point  where 
the  flame  or  gases  of  combustion  no  longer  reach  the  boilers,  that  is 
where  the  actual  heating  surface  is  at  an  end,  and  also  some  around 
the  flues. 

Under  the  conditions,  as  enumerated  above,  there  is : 

Total  quantity  of  water  required  for  whole  week,    367,120  pounds. 

Residue  in  boiler,  derived  from  said  water,  143      " 

Thickness  of  incrustation  at  the  end  of  the  week,  ^\   inch, 

or  if  allowed  to  run  on  for  a  whole  month,  which, 
is  often  done,  then  the  accumulation  will  be  j%   inch, 

which  of  course  could  be  lessened  by  blowing  off  a  little  now  and  then 
during  specified  time.  Now  there  are  a  good  many  works  where  the 
boilers  are  not  cleaned  until  they  utterly  refuse  producing  steam  of 
required  pressure,  notwithstanding  that  the  double  and  triple  amount 
of  coal  is  consumed  on  the  grate. 

From  such  places  I  possess  specimens  of  boiler  incrustations  three- 
fourths  to  one  inch  thick ;  naturally,  with  such  a  bad  conductiag  lining 
inside  the  boiler,  the  latter  must  be  kept  red-hot,  if  steam  at  all  shall 
be  kept  up  by  it.  To  say  the  least,  it  is  certainly  unwise  to  proceed 
thus ;  the  little  steam  that  is  made  is  bought  at  a  very  heavy  expense 
in  coal,  the  iron  is  being  blistered,  and  if  (what  occasionally  does  oc- 
cur) anywhere  a  piece  of  the  sediment  separates  from  the  rest,  an 
explosion  is  almost  the  inevitable  result,  because  under  such  circum- 
stances the  water  suddenly  comes  into  contact  with  the  red-hot  iron  ; 
steam  is  produced  so  rapidly,  that  in  most  cases  it  cannot  escape 
quickly  enough  from  the  boiler,  the  steam  pressure  increases  above  the 
boiler's  capacity  of  resistance,  and  off  it  goes. 

The  remedy  for  above  named  evils  is  : 

To  select  of  two  or  more  waters  at  practicable  command  that  which 
contains  least  foreign  matter  and  no  free  muriatic  acid,  nor  free  sul- 
phuric acid. 

Should  all  waters,  or  the  only  water  at  disposition,  carry  the  acids 
alluded  to  in  a  free  state,  then  saturate  the  latter,  either  directly  in 
the  boiler  or  in  a  separate  tank  or  reservoir,  with,  for  instance,  '*  pow- 
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(lered  raw  bi-carbonate  of  soda,"  after  which  the  boiler  will  remain 
intact. 

Where  the  water  is  very  impure,  both  chemically  and  mechanically, 
the  last  mentioned  operation  is  best  fulfilled  in  a  reservoir,  the  more 
readily  if  the  mechanical  impurities  are  of  such  a  character  a?  to  settle 
within  12  hours,  when  comparatively  clear  water  will  reach  the  boiler. 

If  the  best  water  at  hand  cannot  be  obtained  in  sufficient  quantity, 
take  as  much  of  it  as  is  available,  and  use  it  in  mixture  with  the  other 
source  of  water,  provided,  of  course,  the  additional  cost  of  piping  be 
not  in  excess  of  the  advantages  derived  thereby. 

In  this  way  free  muriatic  acid  or  sulphuric  acid  in  the  one  water 
can  be  saturated  often  by  the  other  water,  thus  saving  expense  for 
treatment  wiih  artificial  powders,  which,  for  example,  is  the  case  when 
water  of  analysis  No.  Ill  is  mixed  in  sufficient  quantity  with  that  of 
No.  V  or  VI  ;  namely,  the  free  sulphuric  acid  of  V  and  VI  being  the 
stronger  acid,  will  expel  the  carbonic  acid  of  the  carbonate  of  lime, 
&c.,  in  No.  Ill  and  form  sulphate  of  lime,  &c.  If,  for  particular 
financial  reasons,  erection  of  tanks,  reservoirs  or  artificial  powder 
treatment  cannot  be  resorted  to  or  afforded,and  yet  the  water  is  very 
impure,  then  blow  off  and  clean  out  at  shorter  intervals,  though  it  may 
be  more  expensive  in  a  long  run.  Last,  but  not  least,  employ  none 
but  reliable  and  experienced  men  to  attend  the  boilers,  and  allow  them 
sufficient  time  to  thoroughly  clean  the  boiler  whenever  needed. 

Whether,  in  a  given  locality,  it  be  best  to  blow  off*  frequently,  which 
causes  a  larger  consumption  of  fuel ;  to  replace  a  boiler  by  a  new  one 
in  perhaps  every  eight  years ;  to  treat  the  water  with  suitable  materials 
in  the  boiler  ;  or  to  erect  reservoirs,  in  which  to  settle  mechanical  im- 
purities, get  rid  of  part  of  the  organic  matter,  saturate  free  acids  and 
even  precipitate  some  of  the  chemically  combined  matter,  by  which 
means  a  boiler  may  be  made  to  last  20  years  or  more — all  this  natu- 
rally depends  on  the  quality  of  the  water  at  disposal. 

While  in  some  instances  the  water  needs  no  attention  at  all,  in 
others  again  but  ordinary  care,  there  are  some  that  occasion  considera- 
ble loss  in  greater  consumption  of  fuel,  irregularity  in  the  operation  of 
works  depending  on  such  boilers,  and  by  the  shorter  time  they  are 
serviceable. 

To  be  sure  on  all  these  topics,  and  to  get  the  most  power  out  of  t 
boiler  at  least  expense,  it  seems  proper,  after  the  question  of  a  suf- 
ficient supply  is  favorably  settled,  to  have  a  chemical  analysis  of 
said  water ;  should  this  examination  show  the  necessity  of  treating 
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the  water  before  entering  the  boiler,  then  prepare  next  one  or  more 
general  plans  of  mechanical  appliances  needed,  simply  drawn  in 
pencil  and  to  scale,  so  as  to  be  enabled  to  make  a  close  estimate  of 
cost  of  their  execution.  Of  the  different  plans  made,  select  that  which 
offers  most  advantages,  compare  its  cost,  maintenance,  (and  materials 
for  chemical  treatment,  if  needed),  with  the  savings  in  coal,  in  regu- 
larity of  operation  and  longer  endurance  of  the  boiler,  and  if  the 
account  falls  in  favor  of  the  additional  appliances,  then  use  the  same ; 
while  if  it  shows  the  contrary,  then  of  course  dispense  with  them. 

But  even  when  the  latter  case  should  be  found  preferable,  the  pre- 
liminary work  cannot  be  considered  a  loss,  as  by  its  means  informa- 
tion is  gained  regarding  the  proper  caution  required  to  be  observed  in 
the  use  of  the  water,  or  rather,  iu  the  management  of  the  boilers  using 
such  very  impure  water. 

Finally  it  must  be  added  that,  in  general,  river  water  is  better 
adapted  to  boiler  purposes  than  either  spring  or  well  water,  because 
its  chemically  combined  foreign  substances  are  mostly  less  than  those 
in  the  latter  waters  ;  while  the  larger  amount  of  mechanical  impurities 
in  river  water  can  be  separated  more  easily  and  cheaply  from  it  than 
the  chemical  impurities  of  other  waters. 

Hyde  Park,  Pa.,  Feb.  23d,  1872. 
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.    Bt   J.    H.    COOPKR, 

(CoDtiuaed  from  page  34.) 

The  relation  of  small  shafting  to  hollow  shafting. — ''  On  small 
shafting,  pulleys  are  used  very  much  less  in  diameter,  consequently 
the  friction  of  the  shafting  is  as  its  velocity.  If  the  circumference  of 
the  pulley  is  used  for  the  bearing,  the  friction  is  very  much  increased. 
The  torsion  of  the  hollow  shafting  is  as  the  cube  of  its  diameter ;  if 
you  use  a  3-inch  shaft  the  torsion  of  that  is  as  its  cube.  If  you  take 
from  the  centre  of  the  shaft,  you  have  left  the  outside  shell  only,  so 
that  the  amount  of  power  gained  theoretically,  is  the  amount  of  iron 
taken  from  the  inside  of  the  shaft,  running  upon  the  bearing  of  the 
cater. 

"  One  diflScuhy  in  small  shafting  is  in  properly  fastening  the  pul- 
leys. The  construction  of  this  shafting  is  such,  that  it  requires  a 
larger  diameter  to  hold  the  pulleys  than  to  transmit  the  power ;  con- 
sequently, I  have  taken  IjV  inch  diameter  as  the  smallest  shafting 
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that  it  is  practicable  to  run  iu  mills.  An  inch  shaft,  well  sustained, 
will  drive  100  looms ;  but  you  have  to  fasten  to  it  the  couplings,  the 
pulleys,  Hnd  set-screws ;  and  if  the  holes  are  not  properly  drilled* 
the  set-screws  will  cramp  the  shaft.  After  putting  up  a  line  150 
feet  long,  it  is  necessary  to  straighten  it.  You  cannot  straighten  the 
line  of  shafting  in  the  shop,  because  the  pulleys  are  not  made  in  the 
shop.  In  order  to  straighten  the  shafting,  we  take  a  lever,  put  it 
under  the  rail,  and  spring  it  into  place. 

''We  are  using  a  line  of  2  j^^  inch  shafting,  driving  16,000  ring 
spindles.  The  quantity  of  oil  required  to  lubricate  this  shafting  is 
so  small,  that,  if  I  tell  you,  it  will  seem  almost  impossible.  I  asked 
the  overseer  how  much  oil  he  used  in  oiling  this  shafting, — and  he 
told  me  only  two  or  three  drops  to  a  bearing,  once  a  week ;  and  said 
that  he  would  run  the  whole  line  a  year  with  a  half  pint  of  oil. 

*'  I  found  one  shaft  had  been  running  eighteen  months  with  no 
dripping  pans  underneath  ;  the  overseer  giving  as  a  reason,  that  the 
quantity  of  oil  consumed  was  so  small  that  none  were  required.  We 
all  know  that  it  requires  oil  to  run  a  shaft,  and  we  can  form  an  idea 
of  the  amount  of  friction  by  the  quantity  of  oil  consumed. 

''  The  line  of  2^^  inch  shafting,  which  drives  16,000  spindles,  runs 
through  a  mill  350  feet  long,  and  is  fitted  up  with  bearings  8  feet 
apart,  and  carries  a  reasonable  share  of  pulleys  which  drive  the  ma- 
chinery. 

'*  I  have  adopted  this  method  of  having  the  main  driving  pulleys 
about  once  in  150  feet ;  and  counter  lines  about  150  feet  long,  and 
belted  in  the  middle.     The  middle  shaft  is  made  2^^^  inch  diameter. 

'^  If  the  pulleys  are  very  small,  it  requires,  to  run  at  a  slow  speed, 
more  power  than  it  does  through  gears,  on  account  of  the  strain 
which  you  are  obliged  to  put  upon  the  belt.  In  England  it  is  the 
custom  to  use  gears  mostly  to  transmit  the  power,  which  requires  a 
stiff  shaft  to  hold  them  in  place ;  consequently,  a  gear  never  yields ; 
it  must  go.  With  a  belt  it  is  very  different.  In  making  the  formula 
for  shafting,  I  adopted  as  a  standard  one-fifth  of  the  breaking  weight 
There  is  no  pulley  put  on  strong  enough  to  run  more  than  this ;  but 
with  gears  it  must  go. 

^'Gearing. — There  are  many  ways  of  transmitting  power  from  the 
motor  to  the  machine,  or  place  where  it  is  to  be  utilised.  I  will  in- 
vite your  attention  to  the  three  that  are  commonly  in  use  among  our 
manufacturers,  viz..  Gearing,  Shafting  and  Belting.  Gearing  and 
shafting  transmit  a  uniform  motion,  that  is,  a  certain  iui|iid)er  of  rero* 
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lotions,  but  not  always  a  nniform  reyolntion,  owing  to  the  elasticity 
of  the  shaft  or  imperfect  construction  of  the  gearing.  Power  trans- 
mitted through  pulleys  by  belts  or  straps  is  variable,  and  cannot  be 
relied  upon  when  uniform  motion  is  required,  owing  to  the  elasticity 
and  thickness  of  the  belts,  and  their  liability  to  slip.  Power  trans- 
mitted through  gears  and  pulleys  may  have  an  increased  or  dimin- 
ished velocity  by  having  gears  and  pulleys  of  different  diameters. 
But  with  shafting  the  velocity  is  positive,  as  by  construction  both 
ends  of  the  shaft  must  run  with  the  same  number  of  revolutions. 
Each  of  these  methods  has  its  advantages,  but  neither  motion  in  all 
cases  can  be  made  to  supply  the  place  of  the  others.  When  a  posi- 
tive ratio  is  required,  between  the  driver  and  driven,  it  must  be 
through  gears  ;  and  as  gears  are  universally  used  to  transmit  power 
from  the  water-wheel  or  water-wheel  shaft  to  the  second  mover,  let 
us  for  a  few  minutes  consider  gears  and  their  formation.  Possibly 
no  part  of  mechanical  science  in  common  use  is  so  poorly  understood 
or  wretchedly  abused  as  the  formation  of  gearing.  Each  draftsman 
or  mechanic  has  his  favorite  tooth  or  form  of  tooth.  It  is  his  pet 
child  and  there  is  no  other  like  it.  To  ask  him  to  demonstrate  or 
explain  why  it  is  better,  would  be  considered  almost  an  insult ;  but 
however  perfect  it  may  be  in  theory  and  construction,  if  the  gears 
are  not  properly  adjusted  to  each  other,  and  made  to  run  as  designed, 
the  whole  theory  and  mechanism  becoiues  useless,  as  the  teeth  are 
formed  for  a  definite  pitch  and  cannot  be  used  for  any  other,  either 
theoretically  or  practically,  when  a  smooth  motion  is  required. 

^'  In  forming  teeth  for  gears  we  first  draw  wlmt  is  called  the  pitch 
Uney  or  circumference  of  uniform  motion,  which  is  the  working  diam- 
eter of  the  gears.  The  teeth  are  formed  from  this  line,  and  it  is  in- 
diispensable  to  the  smooth  running  of  the  gears  that  these  lines  should 
run  together,  otherwise  there  would  be  a  grumbling  noise  or  jar,  like 
the  rolling  of  a  fluted  roll  over  a  plain  hard  surface.  I  think  I  can 
demonstrate  to  any  geometrician,  that  a  tooth  similar  to  the  epioy- 
cloidal  and  hypocycloidal  tooth  is  the  only  one  that  can  be  made  to 
ron  smoothly. 

**  This  tooth  is  formed  by  having  two  circumferences  run  together 
corresponding  to  the  pitch  line  or  diameter  of  the  required  gears. 
However,  as  this  is  not  the  proper  place  to  discuss  theories,  I  will  not 
occupy  your  time  by  doing  so.  Within  the  last  month  I  have  started 
a  new  Turbine  water-wheel  of  about  850  H.  P.  The  crown  gear  7 
ft.  dia.,  and  jack  gear  4  ft.  dia.     The  teeth  in  these  gears  are  paral* 
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lel  below  the  pitch  line,  and  when  started  they  did  not  run  smoothly. 
I  had  them  ground  together  with  tallow  and  emery,  and  they  at  once 
commenced  forming  a  tooth  similar  to  .the  epicycloidal  tooth. 

"  In  discussing  the  properties  of  gears,  I  have  come  to  the  follow- 
ing conclusion.  First,  That  the  loss  by  transmitting  power  through 
gears  is  1^  per  cent,  in  the  driver,  1^  per  cent,  in  the  driven,  and  1^ 
per  cent,  in  the  teeth,  in  all  4^  per  cent. ;  t.  «.,  when  the  diameter  at 
the  pitch  line  is  eight  (8)  times  that  of  the  hearing.  If  the  diameter 
is  only  four  to  one,  then  the  loss  is  double,  or  9  per  cent. ;  i.  e.,  the 
friction  or  loss  of  power  is  inversely,  as  the  ratio  of  the  diameter  of 
gears  to  their  bearings.  In  this  statement  I  have  not  considered  the 
weight  of  the  gears  or  shaft.  In  horizontal  shafting  the  weight  has 
no  effect,  as  the  weight  of  the  gear  seldom  is  equal  to  the  pressure 
upon  the  teeth. 

"  Secondly.  If  intermediate  gears  are  used  in  transmitting  power, 
and  the  three  axes  are  in  the  same  plane,  the  friction  is  double,  or 
9  per  cent,  in  lieu  of  4J  per  cent.  If  the  driver  and  driven  have  dif- 
ferent diameters,  the  opposite  sides  of  the  teeth  in  the  intermediate 
must  be  of  a  different  shape,  i.  e.  made  to  conform  to  the  different  di- 
ameters of  the  driver  and  driven.  Thirdly,  for  the  same  reason,  the 
driver  cannot  admit  of  two  driven  gears  of  different  diameters  at  the 
same  time  and  run  smoothly. 

"As  the  destroying  force  or  concussion  is  as  the  square  of  the  ve- 
locity, and  velocity  of  contact  is  to  the  pitch  of  teeth,  as  verse  sine  to 
sine.  I  have  therefore  adopted,  to  transmit  the  greatest  amount  of 
power  with  regard  to  durability,  the  following  formula  for  first 
drivers,    and  made  tables    to  correspond.      Let   d  ==  dia.    in    feet, 

p  =  pitch  in  feet,  and  H.  P.  ==  horse  power :  then  rr. — =^— .-tv  =  P» 
^  {^V  d  +1)      ^ 

and  to  find  the  velocity  of  the  periphery  in  feet,  multiply  the  square 

root  of  the  diameter  by  750  feet,  or  750  |/"^=  r,  and 

(?V^  (^  . — 4-~i)  ^  ^^^^  ~  ^^'  "^•»  *•  ^•»  *^  ^^^  P*'^^  ^^^  veloc- 
ity are  obtained  by  the  above  rule,  and  the  breadth  is  two  and  a  half 
times  the  pitch,  which  I  think  will  be  found  correct  for  spurs,  and  two 
and  one  quarter  for  bevel  gears. 

"  Usually  I  think  the  pitch  of  gears  is  too  large  for  the  diameter  to 
insure  good  results.  An  increased  pitch  on  the  same  diameter  will 
not  transmit  more  power,  as  the  velocity  will  have  to  be  dimkiiahed 
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to  make  it  run  smoothly.     These  formulas  are  intended  for  the  smaller 
gear,  the  larger  is  not  to  be  considered. 

"  There  are  advocates  for  the  rolling  of  gears  together,  t.  c-,  the 
teeth  can  be  so  formed  thnt  one  tootli  can  be  made  to  roll  into  the 
other  ;  but  I  think  this  can  be  shown  to  be  theoretically  and  practi- 
cally impossible. 


Table  ehouring  the  Diameter^  No.  of  Teethj  Fitch,  Velocity^  Jtevolu- 

tio7is  and  fforse  Power  of  Gears. 

Let  D.  =  dU.  In  ft.    T.  =  No.  t««tb.    P.  =  pitch  in  inches.    V.  =  reXocity  of  periphery  In  ft.,  and 

If.  P.  —  horse  power. 


Dia.  in  Feet. 


1 

H 
2 

3 

3i 

4 

6 

5J 
6 

6i 
7 

8 

9 

10 

11 

UJ 

12 

12i 

13 

13} 

U 

14} 

15 

15} 

16 


!  No.  of 
Teeth. 

22 

2G 

30 

33 

3G 

38 

41 

43 

45 

47 

49 

51 

53 

55 

56 

58 

59 

61 

60 

64 

66 

67 

68 

70 

71 

72 

74 

75 

76 

77 

79 


I  Velocity 
Pitch  in  Inches. I        in  ft. 


I. 


of  Periphery!  ReTolutions 
per  min.         j     per  min 


Uorso  Power. 


1  72-f 
2-15-J- 
2-53+ 

2  864- 
316-f 
3-434- 
3-694- 
393+ 
4-164- 
4-38-f 
4-594- 
4-74-f 
4-984- 
51«4- 
5-344- 
5-524- 
5684- 
5-854- 
6014- 
6-164 
6-31-i- 
6-464- 
6614- 
6-754- 
6-894- 
7024- 
7-l6-f- 
7-304- 
7-44-f- 

7-554- 
7-684- 


750 
915 
1057 
1187 
1299 
1403 

ir»oo 

1591 

1677 

1759 

1837 

1912 

1984 

2053 

2121 

2186 

2250 

2311 

2371 

2430 

2488 

2543 

2598 

2651 

2704 

2755 

2806 

2856 

2904 

2953 

3000 


238  8 

44 

194-7 

86 

1683 

137 

151-1   , 

197 

137-8 

263 

127-5 

337 

119-3 

414 

112  5 

499 

1067 

690 

101-7   ; 

682 

97-4   ' 

783 

92  6 

993 

90-2 

1004 

871 

1115 

84-4 

1233 

81  8 

1357 

79-5 

1483 

77-4 

1607 

75  4 

1738 

73-6 

1876 

719 

2020 

70-3 

2167 

68-9 

2311 

67-5 

2462 

66-2 

2610 

64  9 

277:1 

63-8 

2932 

62-7 

3099 

61-6 

3262 

60-6 

3429 

59-6 

1    3604 

'^  If  gears  are  firmly  sustained  and  well  adjusted,  and  the  teeth 
iK^tually  cut  in  the  epicycloidal  form/  33  per  cent,  can  be  added  to 
the  velocity  indicated  in  the  above  table.  This  will  increase  the  horse 
power  in  the  same  ratio. 

^^ShafUng. — We  will  next  consider  shafkingand  the  tt«LXv&m\&%v^'^t3»^ 


380  CXvU  and  Mechanieal  Engineering. 

power  through  the  same,  the  theory  of  which,  I  presume,  is  well  un- 
derstood by  you  all ;  it  is,  therefore,  only  in  the  adaptation  that  I 
may  differ  with  some  or  all  of  you. 

^^Wrought-iron  shafting  of  1  in.  diameter  will  transmit  from  14  to 
15  H.  P.  at  100  revs.  per.  min.  before  there  is  any  set  twist.  Yon 
will  observe  by  this  that  a  shaft  is  seldom  twisted  off,  but  is  usually 
broken  by  jar  of  gears,  or  being  out  of  line,  or  by  transverse  pressure. 
A  shaft  2  in.  dia.,  100  revs,  will  transmit  100  H.  P.  before  twisting, 
but  will  frequently  be  broken  with  very  much  less  power  if  out  of  line; 
while  1  in.  to  2  in.  shafting,  being  flexible,  will  hardly  be  influenced 
by  small  variations.  You  will  perceive  from  this  that  torsion  is 
hardly  to  be  considered  in  shafting  a  mill,  as  it  will  require  larger 
shafting  to  prevent  springing  by  transverse  pressure  than  it  does  for 
torsion.  With  prime  movers,  or  wheel  shafts,  we  can  afford  to  pay 
an  extra  insurance  in  loss  of  power  and  weight  of  iron,  as  there  is 
usually  but  one  or  two  in  the  mill,  and  should  any  accident  occur  to 
these  it  would  cause  the  stopping  of  the  mill,  and  the  loss  might  cost 
the  price  of  a  dozen  shafts,     I  have,  therefore,  taken   one-fifteenth 

J3  V  J? 

(15)  ^^  ^^^  twisting  weight,  or  the  cube  of  the  diameter,  &c.,  ^.^^  = 
H.  P.     For  second  movers  we  have  the  formula  — =-^r^r —  =  H.  P. 

For  third  movers  or  mill  shafting,  —  ttw*  —   =  H.  P. 

^'  In  advocating  small  shafting,  I  do  not  pretend  that,  theoretically, 
there  is  any  saving  of  friction  in  transnfitting  the  same  amount  of 
power.  It  requires  the  same  amount  of  friction  for  a  1  in.  shaft  as 
it  does  for  a  6  in.  shaft,  if  both  are  equally  strained  ;  as  a  6  in.  shaft, 
of  course,  would  run  very  much  slower  to  transmit  the  same  amoant 
of  power,  but  that  in  most  cases  the  diameter  is  larger  than  is  required, 
as  the  transverse  pressure  requires  a  larger  diameter  than  the  tor- 
sional, as  before  stated. 

'^  This  led  me  to  consider  if  there  might  not  be  some  way  devised 
to  meet  this  difficulty.  In  most  of  our  mills  the  bays  are  about  8  ft., 
and  require  shafting  of  about  2  in.  dia.  to  sustain  the  lateral  pressure 
of  a  card  or  loom  belt ;  yet  this  same  shaft  has  torsional  strength  at 
150  revs,  to  run  900  looms  before  twisting,  although  it  may  not  be 
running  more  than  8  to  10  looms  or  cards  when  near  the  end  of  the 
line,  while  a  shaft  |  in.  dia.  is  all  that  is  required  to  perform  that 
•mount  of  work,  if  well  sustained.     To  meet  the  difficulty  I  luiTe  made 
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Mron  rail,  so  constructed  that  the  hangers  slide  along  the  whole 
b  of  the  line  without  regard  to  the  beams.  By  this  arrangement 
can  be  as  many  hangers  as  are  required,  one  to  each  pulley,  if 
sary.  The  number  of  bearings  do  not  increase  the  friction  if 
ir\j  arranged,  as  it  is  by  this  rail.  I  use  this  rail  for  all  shaft- 
ess  than  1|  in.  dia.,  where  the  bays  are  8  ft.  I  have  running 
ines  160  ft.  each.  Each  line  driving  60  breaker  cards  and  lap 
;  its  dia.  is  1,^  in.  to  lj\  io.,  and  runs  280  revs,  per  min. ;  driv- 
puUejs  on  shafting  for  caids,  7  in.  dia.  I  have  also  about  1600 
ore  driving  cards  and  looms  ;  about  half  of  it  has  run  16  months 
•ut  any  repairs.  I  would  here  state  shafting  might  be  much 
er  but  for  the  difficulty  of  having  it  made  thoroughly  in  our 
shops.  The  pulleys  must  be  well  balanced  and  nicely  bored,  or 
it  screws  or  keys  will  spring  the  shaft. 

use  this  rail  in  connection  with  shafting  for  cards  and  looms, 
not  so  necessary  for  spinning  and  other  machinery,  as  the  ma- 
ry  on  them  are  a  greater  distance  from  each  other.  I  have,  in 
f  the  Lawrence  Manufacturing  Go.'s  mills,  a  shaft  2j\  in.  dia., 
ng  416  revs.  per.  min.,  in  common  Babbit  boxes,  driving  14,000 
spindles.  If  in.  ring;  this  shaft  has  run  18  months  without  any 
rs  or  extra  labor  whatever.  It  has  no  self-oilers,  but  is  oiled 
a  week  with  a  common  oil  can,  using  a  mixed  oil  of  two  parts 
1  and  one  part  Downer's  paraffine. 

fc  have  another  line  of  shafting  300  ft.  long,  2|  in.  dia.,  run* 
433  revs,  per  min.,  driving  15,000  throstle  and  mule  spindles, 
full  complement  of  machinery.  This  shaft  has  run  about  ten 
hs ;  about  one*half  of  it  was  not  under  corer,  being  exposed  to 
old  weather  of  last  winter.  This  line  has  given  no  trouble.  I 
yet  to  sec  a  shaft  less  than  2^  in.  dia.  twisted  off,  and  hope  if 
me  present  has  they  will  state  the  fact  and  circumstances  to  the 
ing.  I  have  often  seen  larger  ones  broken  by  being  out  of  line, 
[  think  this  is  one  of  the  strongest  arguments  in  favor  of  small 
ing.  I  think  one-half  of  the  friction  and  three-fourths  of  the 
It  of  the  shaft  can  be  saved  over  the  old  system  of  small  and 
c  shafting  well  arranged.  One  can  hardly  afford  to  waste  a  large 
nt  of  power  to  drive  the  heavy  shafting  of  a  large  mill,  to  pre- 
an  outlay  once  a  year  or  so  of  some  small  accident  that  may  pos* 
occur.  And  furthermore  I  claim  it  is  better  that  a  small  shaft 
d  break,  than  hold  so  firmly,  as  in  case  of  a  large  shaft  it  would 
I  to  cause  injury  either  to  life  or  machinery,  as  the  case  may  be. 
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Self  protection  is  the  first  law  of  nature,  we  are  told,  hence  civil  en- 
gineers always  construct  mills  with  a  view  that  nothing  shall  give  out 
in  the  future,  no  matter  what  its  present  cost  in  material  and  power, 
as  they  know  full  well  their  reputation  is  at  stake ;  and  should  any  of 
their  work  need  renewing  in  a  year  or  so,  they  would  be  condemned. 
Furthermore,  they  construct  with  the  knowledge  that  inferior  capaci- 
ties may  run  the  machinery,  and  we  all  know  by  experience  what  and 
how  great  those  difficulties  are. 


Hone  Power  ofShaftSy — SpeedlOO  revs,  per  min. 


^IRST   MOVERS. 


Dla. 


8J 

H 
9 

H 
H 

10 


3  inch. 

H 
H 

4 

*i 
ili 

4 

5 

(i 
ej 

I 

^ 

n 

8 


Horse 
PowiT. 


27-00 
34-33 
42  87 

52-7:j 

64.00 
76-76 
91-12 
107  17 
12500 
144  70 
166  37 
190-10 
21600 
244-14 
274-62 
307-54 
343  GO 
381-07 
421-87 
465-48 
512-00 
561  51 
614-12 
669-92 
729-fO 
791-46 
857-37 
926-86 
1000  00 


SECOND  MOVERS. 


Difl. 


2i  in. 

13 
H 

H 

5 

't 

6 

6t 

6* 
6J 

'■7 

i7i 

8 

81 
8| 
9 


Horse 
Power. 


31-25 

41-59 

54  OO 

6S-86 

85-74 

105-46 

228-00 

163-52 

182-24 

214-34 

250-00 

288-40 

332-74 

380'"20 

432-00 

488-28 

549-24 

61508 

686-00 

76214 

844-74 

930-96 

102400 

1123-02 

1228-24 

1339-84 

145800 


THIRD  MOVERS. 


DiA. 


1  incb.' 
1  1-16   ' 
1  1-8 
13-16 
1  1-4 
1  5-16  ! 
13-8 
1  7-16 
1  1-2 
19-16 
15-8     I 
1  11-16 
1  3-4 
I  13-16. 
I  7-8 

1  15-16 
2 

2  1-16   ■ 
2  1-8 

i  2  3-16  ' 
'2  1-4 

2  5-16   ■ 

2  3-8 

2  7-16   ' 

2 1-2   ; 

:  2  9-16 

2  5-8 

2  11-16 

2  3.4 
I  2  13-16! 

12  7-8    : 

2  15-16 

3  1-16  i 
,31-8     i 


Horse 
Power. 


3-00 

3-59 

4-27 

5-02 

5-85 

6-78 

7-79 

8-91 

10  12 

11-10 

J2-87 

14  41 

1607 

17-86 

19-77 

21  81 

24-00 

26-32 

28-78 

31-40 

34-17 

3709 

40  18 

43-44 

46-87 

50-47 

54-26 

58-23 

62-39 

66-35 

71  29 

76-04 

8 1 -CO 

8616 

91-38 


Dla.      j  Horse  Pow 


3  3-16  in. 
31-4 
3  5-16 
i3  3-8 
3  7-16 
3  1-2  I 

39-16 
3  5-8 
3  11-16 
3  3-4 
3  13-16     ! 
3  7-8 

3  15-16     i 
4 

4  1.16 
4  1-8 

,4  3-16 
4  1-4 
;4  5.16 
,13-8 
|4  7-16 
!41-2 


97-1&- 
1029{& 
109-04^ 
115-3^ 
1211(^ 
128  6Z 
1356^ 
142-9(^ 
150-4? 
158-20 
166-2«r 
174-5!^ 
183-13 
192-00 
20112 
210-56 
220-28 
230-29 
240-60 
251-2i 
262-14 
273-27 


— Daniel  Huwejfj  E%q.y  Lowell^  Mass^  from  Proceeding^  of  N.  S* 
Cotton  Manufacturer's  Associationy  No.  10,  April  19,  1871. 
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ON  THE  PRINCIPLES  OF  GUN  CONSTRUCTION. 

By  Libut.  G.  E.  Dutton,  U.  S.  OrdDaDce  Corps. 

[Concluded.^ 

When  the  art  of  manipulating  and  forging  large  masses  of  steel 
began  to  develop  and  give  signs  of  rapid  progress,  it  was  hoped  by 
many  that  the  time  was  near  when  the  gun-maker  would  be  able  to 
avail  himself  of  a  metal  possessing  in  the  highest  degree  the  qualities 
he  desired  to  utilize.  But  the  record  of  steel  guns  forged  from  a 
single  ingot,  cannot  be  construed  otherwise  than  as  a  failure  to  sustain 
this  expectation.  The  following  list  of  burst  guns,  of  that  construc- 
tion, is  by  no  means  complete,  though  it  comprises  all  the  cases  t)f 
which  I  have  been  able  to  procure  accounts  apparently  authentic. 

This  record  has  been  suflSciently  varied  and  extensive  to  leave  no 
uncertainty  as  to  the  proper  conclusion  to  be  drawn  from  it.  It  is  of 
no  moment  to  say  that  other  guns  of  similar  constructions  have  en- 
dared  severe  trials :  no  record  can  be  good  enough  to  wipe  out  such 
a  list  of  failures.  Herr  Krupp  has  virtually  conceded  this  by  aban- 
doning that  system,  and  now  builds  up  all  of  his  large  guns  by  shrink- 
ing hoops  of  steel  over  a  central  tube  with  initial  tension.  Some  of 
these  guns,  it  will  be  noticed,  were  made  of  puddled  steel ;  and  if  it 
be  urged  that  this  metnl  cannot  be  compared  with  cast  steel,  the  plea 
cannot  be  denied.  But  they  serve  to  show  at  least  this  much— that 
the  tenacity  is  by  no  means  the  only  element  of  strength  which  the 
f^n  needs,  for  the  average  tenacity  of  semi-steel  is  nearly  double  that 
of  cast  iron,  and  is  rather  higher  than  that  of  the  steel  put  into  guns 
which  have  exhibited  extreme  endurance.  Nor  can  it  be  urged  that 
the  weakness  of  puddled  steel  is  solely  due  to  the  fact  that  it  is  a 
mass  of  welds ;  for  the  breaks  in  these  guns  do  not  follow  the  welds 
at  all.  It  is  unnecessary  to  pursue  this  part  of  the  subject,  and  we 
may  confine  ourselves  to  the  brief  statement  that  puddled  steel  has 
incomparably  the  worst  record  of  any  metal  ever  put  into  a  gun.* 

It  has  been  frequently  observed  by  those  who  employ  mechanical 

*The  boops  famished  by  Messrs.  Petin  et  Gaadet  for  bandiog  the  FreDch 
and  Swedish  cast  iron  rifles  are  made  of  paddled  steel  and  are  highly  esteemed. 
The  whole  method  of  treatment  in  the  manofactare  of  these  rings  is  pecaliar, 
and  the  resalting  metal  has  a  character  distinctively  its  own.  It  is  not  intended 
to  inclade  them  in  the  above  category. 
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■5      ils  gl  rowdoT,  Shot, 


Several  Wi»ril  12  pdn. 
«Qil  guns  ofotbcr  maken 
likTe  also  barBt. 
F.agland. 
1.  riPlcber  «  pdr.,  S. 
i.  Uorgao'i  13  pdr 

3.  Lynall  Thomns  7", 

4.  Kruppll  pdr 

G.  MuBhet'e  30  pdr 

<i.  Krupp  1" 

Frana. 
Thre. 


'uano 
j  ison 

3700 


Nov.  7,  1861. 
Dm.  6,  1861. 
[>M.  9,  ISttl. 


June 


e  21,  ISfiO. 
Extteme  proof. 
Not.  18,  1861. 
Eitramc  proof 
110      IJan.  23,  1B67. 


Two     insianuei 

imperfect  de tails. 
Pruitia. 

I_-U.  Six  Krupp  4  pdrg.,   ■ 
„ld    pattern,    on     -"  " 
Wnhrendorff  plan, 

reported  to  have  b 

in  action  during  Ihc 
Aostriaa  canipaigD,| 
bat  details  not  giTCD. 

T.  Krupp  72  pd' ,  ^•" 

8.  Prussian  4   pdr.,  not| 
Krupp'B '  '■" 

».  Krupp  7a  pdr- :  8" 

I,  Kropp  73  pdr- j  8" 

Swtdci.  I 

sr  aleel  gan....|  5-" 


3.  Sea 


steel  ga. 


1.  Krupp  9S  pdr- 


6.  A  rifled  maiale-load-; 

log  goo- ■ 

6.  Do.        do.      ™ 


i 

14900 

i 
1 

1100 

i:io 

!  14800 

6&0 

114800 

43 

i  7300 

61 

6&00 

1 

30000 

" 

...'.'... 

: 

6G 
109 

1   .. 

.Aug.  B.  IBSS. 
!Sepl.  2T,  186T.  Kill* 
'     ing  an  ofllMr  ni 


'April,  Itl64. 
June,  18G6. 
Jan.,  1868. 
Julr,'69  Onboarf* 
rrlgatr ,  oeca«ioniB| 
gnat  lou  of  lift- 
ThcH  gona  weie 
I  bored     from    mIM 
jblooka  fttraliM  if 
iKrapp. 
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testSy  that  very  perceptible  differences  are  manifeatefd  in  the  tenacity 
of  specimens  which  are  intended  to  be  identical  in  all  respects  except 
sectional  area,  and  that  the  larger  the  area  {ceteris paribus)  the  less  the 
tenacity.  The  difference,  which  is  roarked  and  unquestionable,  seems 
at  present  to  be  anomalous.  A  parallel  fact,  and  one  having  possibly  a 
relation  to  it,  is  that  the  larger  specimens  do  not  elongate  so  much  as 
the  smaller  ones  of  equal  original  length.  In  the  case  of  the  large 
steel  rods  broken  by  Mr.  Eads,  the  small  specimens  elongated  very 
considerably,  and  endured  over  100,000  lbs.  per  square  inch,  while 
the  very  large  ones  did  not  elongate  at  all  (that  is  to  say,  did  not 
elongate  to  that  extent  which  may  be  called  ductile  yielding)  and 
broke  at  strains  near  30,000  lbs.  per  square  inch.  Is  it  possible  that 
as  we  increase  the  sectional  area  of  a  tension  rod  of  steel  the  ductility 
and  tenacity  both  diminish  ?  or  that  the  elastic  and  ultimate  limits 
approach  each  other?  This  hypothesis  is  supported  by  some  recent 
tests  made  by  the  late  Lt.  Col.  Rodman  of  a  large  block  of  steel  pro- 
cured from  the  Bochum  Mining  and  Manufacturing  Company  of  West- 
phalia.'*' There  seems  to  be  no  satisfactory  explanation  at  present  avail- 
able for  this  anomaly.  It  is  thought  by  some  that  carbon  is  abstracted 
in  the  heating  furnace.  Others  seek  to  explain  it  by  the  effects  of  slower 
cooling  in  large  masses.  The  latter  explanation  is  more  tenable.  We 
liave  been  in  the  habit  of  associating  with  extreme  tenacity  and 
strength  a  very  finely  granular  and  fibrous  fracture.  The  fracture  of 
a  large  mass  of  steel  is  always  coarser  than  that  of  a  small  one.  We 
know,  also,  that  these  appearances  are  profoundly  modified  by  the  rate 
of  cooling,t  and  it  is  very  easy  to  convert  a  coarse  fracture  into  a  fine 
one  by  merely  re-heating  and  cooling  rapidly ;  in  other  words,  by 
^'hardening'*  or   'Uempering.''|     It  is  known,  too,  that  the  rate  of 

*  Sample  bars  were  cat  from  the  exterior  aod  interior  of  the  block.  The 
tenacity  of  the  exterior  was  aboot  58.000  lbs.  and  of  the  interior  a  little  over 
53,000  lbs.  per  sqaare  inch.  The  samples  tested  were  L'^^128  diameter — a 
standard  dimension  for  all  test  specimens  in  the  Ordnance  department.  This 
is  mach  larger  than  is  employed  in  Europe.  Thas  at  Woolwich  the  diameter 
is  ^^'625,  and  sometimes  less.  In  Rassia  it  is  aboot  ^^7,  and  in  Sweden  ^^25. 
It  is  noticeable  that  Swedish  tests  are  generally  very  high.  Steel  wire  has  been 
known  to  resist  250,000  lbs.  to  the  sqaare  inch,  and  the  strength  of  wire  bolts 
and  cables  is  well  known. 

t  The  slow  cooling  of  the  Rrupp  gon  blocks  was  promoted  by  throwing  them 
into  hot  ashes  and  cinder  from  the  farnaces,  after  hammering,  where  they  were 
allowed  to  remain. 

t  The  tenacity  of  the  Firth  steel,  used  in  the  tabes  of  the  Woolwich  gans, 
varies  from  25  to  31  tons  per  square  inch  before  the  oil  tempering  to  which  they 
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coolinji;  alters   the  relation  which  the  carbon  holds  to  the  iron,  the 
manner  of  which  we  need  not  pause  to  explain. 

y  et  all  the  allowance  which  can  properly  be  mode  in  this  way  seema 
insufficient  to  account  fully  for  the  numerous  cases  of  rupture  in  the 
solid  forged  steel  guns,  and  we  might  postulate  as  a  second  and  co- 
operative cause  the  explanation  suggested  by  Mr.  Mallet  for  the  weak- 
ness of  wrought  iron  guns  forged  from  a  single  ingot.  In  these  cases 
the  action  of  the  hammer  was  evidently  confined  to  the  exterior  por- 
tions, and,  instead  of  condensing  the  interior  of  the  forging,  induced 
such  a  state  of  initial  tension  that  a  fissure  would  open  in  the  axial 
parts.  This  is  the  reverse  of  those  conditions  which  theory  and  prac- 
tice alike  indicate  as  necessary  to  secure  the  highest  restraining  power 
of  the  metal.  It  is  safe,  therefore,  to  assert  that  steel  allows  of  no 
such  simple  reasoning  as  is  employed  in  treating  generally  of  the 
properties  of  metals.  In  passing  from  the  small  pieces  pulled  asunder 
in  the  testing  machine  by  a  measured  stress,  to  the  large  blocks  used 
in  a  gun,  there  enter  some  qualifying  factors  of  which  the  ordinary 
logic  does  not  take  account. 

There  is  one  important  feature  of  nearly  all  the  known  systems  of 
gun  construction  which  should  not  be  passed  over,  viz.,  the  principle 
of  ^'initial  tension."  This  consists  of  disposing  the  metal  in  such  a 
manner  that  when  the  gun  is  at  rest  the  interior  portions  are  in  a  state 
of  compression,  while  the  e.xterior  ones  are  in  a  state  of  tension. 
This  adds  much  to  the  strength  of  a  gun,  for  it  compels  the  outer 
portions  to  sustain  more  and  the  inner  portions  less  than  they  other- 
wise would  sustain  in  the  act  of  firing.  This  important  feature  was 
first  introduced  about  twenty-five  years  ago,  by  the  lamented  Rodman, 
and  has  since  become  almost  universal.  It  is  produced  in  cast  iron 
by  cooling  the  interior  more  rapidly  than  the  exterior,  by  use  of  a 
water   core.     Air   is   sometimes    used,  especially  in  Sweden,  and  is 

are  subjected.  After  the  tempering  the  tenacity  varies  from  42  to  50  tons. 
The  elastic  limit  is  between  12  and  14  tons  before  tempering,  and  between  28 
and  32  tons  afterwards.  Krupp  does  not  temper  his  tabes,  but  the  Russians 
do.  The  tenacity  of  Krupp's  steel  may  be  reckoned  about  the  same  as  Firth's; 
The  enormouiB  tenacity  sometimes  assigned  to  Krapp's  steel  is  apt  to  mislead 
t  he  ill  informed :  it  gives  the  same  results  as  other  steels  of  the  same  constita- 
tion,  when  tested  in  the  same  way.  The  quantity  of  carbon  best  suited  to  these 
tubes  is  i  per  cent.  This  is  Krupp's  and  the  Russian  standard,  and  I  believe 
also  Firth's,  but  Krupp's,  steel  contains  a  notable  percentage  of  silicon,  amooni- 
jn^  in  some  analyses  to  '44  of  one  per  cent.,  an  amount  which  is  generally  con- 
sidored  to  be  decidedly  injorioas. 
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necessary  with  the  Swedish  iron,  which  appears  to  contract   more 
in  cooling  than  our  American  gun  irons.     From  some  unexplained 
cause,  irons  smelted  from  magnetites  contract  more  than  those  from 
limonites,  and  hence  the  water  core  becomes  necessary,  to  secure  the 
proper  amount  of  tension,  in  our  guns,*  which  are  made  from  limonite 
irons.     We  gauge  the  amount  of  tension  by  cutting  off  a  ring  from 
the  muzzle  while  in  the  lathe.    This  ring  is  planed  through  by  a  radial 
cut,  and  springs  asunder  when  the  tool  is  nearly  through,  showing  a 
tendency  to  unroll.     By  measuring  the  amount  of  gape,  we  have  a 
coniparative  notion  of  the  amount  of  tension.     In  built-up  guns  the 
successive  cylindrical  layers  are  shrunk  oh  hot,  while  the  barrel  itself 
is  cool.     Generally,  when   the  gun  consists  of  "several  layers,   the 
Amount  of  tension  given  to  each  layer  increases  from  the  tube  out- 
wards, the  outer  layer  being  strained  very  considerably.    Subsequent 
firing,  it  is  believed,  always  tends  to  relieve  gradually  this  tension,  by 
stretching  the  metal  permanently,  and  this  is  one  cause  of  the  dimin- 
ished strength  of  guns  after  protracted  service.     Biit  let  us  proceed 
now  to  glance  briefly  at  the  prominent  systems  of  gun  construction 
in  various  foreign   countries,  and  witness  the  applications  of  these 
ideas. 

The  system  of  gun  construction  adopted  in  England  is  the  so-called 
Woolwich  system.  In  a  general  way,  it  may  be  called  a  modified 
form  of  the  Armstrong  system,  which  consists  in  surrounding  a  cen- 
tral steel  tube  with  wrought  iron  coils.  The  modifications  are  highly 
important.  The  Armstrong  gun,  as  now  built  at  the  Elswick  facto- 
ries, near  Newcastle,  consists  of  a  steel  tube,  with  a  heavy  jacket  of 
longitudinal  bars  welded  together,  inclosing  the  rear  end.  The 
remainder  of  the  tube  and  the  jacket  are  surrounded  by  numerous 
coils,  shrunk  on  and  '^hooked"  together.  The  Woolwich  gun  dis- 
penses with  the  jacket  of  longitudinal  bars,  and  reduces  the  number 
of  coils  to  a  minimum,  t.  e.,  two  or  three  large  coils,  instead  of  nume- 
rous smaller  ones.  This  reduction  of  number  is  a  great  improvement 
on  the  score  of  economy,  and  appears  to  involve  no  sacrifice  of 
strength.  But  the  chief  point  of  difference  is  the  elimination  of  the 
jacket  of  longitudinal  bars.  This  was,  of  course,  designed  to  give 
longitudinal  strength ;  but  this  great  axial  strength  is,  in  the  first 
place,  excessive,  and,  in  the  second  place,  is  obtained  by  the  sacrifice 

*  Tke  Parrott  gang,  on  the  coDtrary,  are  from  magnetite  irons,  and  the  great 
ineqaality  in  their  endarance  was  thought  by  Rodman  to  be  attributable  to  thiB 
cause. 
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of  circumferential  strength  at  the  very  locality  where  the  wrought 
iron  part  of  the  gun  should  possess  the  most  of  it.    As  is  well  known, 
the  strength  of  an  iron  bar,  in  a  direction  perpendicular  to  its  length, 
is  very  much  less  than  the  longitudinal  strength ;  the  welds,  also,  are 
planes  of  weakness  in  the  jacket.     The  Woolwich  gun,  very  properly, 
does  away  with  this,  and  is  apparently  a  stronger  construction.     The 
English  constructors  have  a  pious  hatred  of  both  steel  and  cast  iron, 
on  account  of  what  they  term  their   "treacherous"  character,  and 
maintain  that  they  use  steel  in  the  bore,  not  for  its  strength,  but  for 
its  hardness  and  freedom  from  welds,  which  are  necessary  in  coils. 
They  depend  upon  the  coils  for  the  restraint  against  bursting,  and 
consider  the  steel  tube  a  mere  lining,  charging  upon  the  tube  all  fail- 
ures.   On  the  other  hand,  the  opponents  of  the  Woolwich  construction 
say  that  it  is  weak,  because  the  soft  wrought  iron,  with  an  inferior 
elasticity,  relaxes  its  grip  on  the  central  tube  after  a  few  fires,  giving 
it  very  little  support,  and  compelling  it  to  sustain,  almost  unaided,  the 
stress  of  firing.     But  experience  seems  to  sustain  neither  view  com- 
pletely.    It  can  be  shown,  I  think,  that  the  Woolwich  people  very 
much  underrate  the  efficiency  of  the  steel  tube,  and  somewhat  over- 
rate the  efficiency  of  the  coils,  while  their  adversaries  as  obviously 
are  guilty  of  the  reverjse  error.     If  either  party  could  prove  its  posi- 
tion, it  would  prove  what  is  not  a  fact,  viz.,  that  the  Woolwich  gun  is 
a  very  bad  gun.     In  their  eagerness  to  condemn  steel,  and  to  glorify 
wrought  iron,  the  Woolwich  constructors  have  thrown  a  boomerang, 
and  their  opponents  have  answered  by  firing  at  random.     These  are 
the  impressions  produced  upon  an  unprejudiced  observer,  who  has 
carefully  studied  the  records,  so  far  as  they  could  be  learned. 

To  undertake  to  give  even  a  condensed  summary  of  the  record  of 
the  present  Woolwich  construction  is  a  serious  task.  That  record  has 
been  a  long,  uncompromising,  severe  one.  No  system  of  construction 
has  ever  been  tested  so  severely,  and  hence  it  is  difficult,  if  not  im- 
possible, to  institute  a  comparison  between  it  and  any  other  record. 
We  may,  for  purposes  of  discussion,  divide  the  Woolwich  guns  into 
two  classes  with  respect  to  calibre :  1st,  guns  of  9  inches  and  smaller 
calibres ;  2d,  guns  larger  than  9  inches.  The  record  of  the  first  class 
has  been  emphatically  good.  It  is  not  entirely  unblemished,  but,  on 
the  whole,  it  represents  so  much  triumphant  success,  and  so  little  dis- 
aster, that  any  attempt  to  impeach  it  looks  like  captions  criticism. 
These  guns  have,  in  many  instances,  endured  over  1000  rounds  with 
heavy  cbargea;  a  still  greater  numbet  Ivave  endured  over  500  roonds. 
A  few  guna  liave  exhibited  infenot  eudxix^TiQ^^ VoN.  >itL«^  t^^ftUMsoX^Sab. 
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nearly  every  case,  the  earlier  stages  of  the  present  construction.  One 
instance  occurred  where  a  9-inch  gun  burst  explosively  at  the  first 
proof  round ;  but  it  may  be  fairly  argued  that  a  gun  belonging  to  an 
established  system  of  construction  is  not  a  candidate  for  a  record,  as 
a  part  of  the  system,  until  after  it  has  passed  the  regulation  proof. 
The  results  of  a  regulation  proof  must  be  held  to  be  applicable,  not 
to  the  system,  but  to  the  particular  gun  under  proof.  Respecting 
guns  over  9  inches  calibre,  the  record  is  not  so  clear.  One  10-inch 
gun  has  fired  over  400  rounds  without  injury,  but  no  guns  of  the 
latest  Woolwich  construction,  of  largest  calibres,  have  been  put  to 
extreme  proof.  The  new  35-ton  gun  appears  to  have  exhibited  signs 
of  weakness  prematurely,  and  the  present  indecisive  stage  of  the  rec- 
ord, as  far  as  it  goes,  points  to  the  conclusion  that  the  Woolwich  sys- 
tem displays  its  highest  efficiency  in  guns  not  exceeding  9  or  possibly 
10  inches  calibre.     No  12-inch  English  gun  has  survived  270  rounds. 

The  system  adopted  by  Russia  and  Prussia  is  the  new  Krupp  con- 
struction. It  consists  of  a  very  heavy  central  tube  of  steel,  sur- 
rounded by  successive  series  of  steel  hoops,  shrunk  on  with  powerful 
initial  tension.  This  construction  contrasts  strongly  with  the  old, 
^nd,  on  principle,  is  a  great  improvement.  The  hoops  are  rolled  in  a 
tire-mill,  and  being  necessarily  very  short,  can  exercise  only  a  circum- 
ferential resistance.  The  longitudinal  strength  is  abundantly  sup- 
plied  by  the  central  tube,  which  projects  far  enough  to  the  rear  to 
accommodate  the  breech  closure  (or  fermeture).  The  only  question 
which  can  be  raised  is  respecting  the  central  tube.  This  is  very  mas- 
sive— almost  a  gun  by  itself — and  is  forged  from  a  large  ingot,  which 
loses  half  its  weight  in  the  lathe.  May  there  not  be  in  ihis  tube  a 
remnant  of  the  weakness  found  in  the  old  solid  forged  guns  ?  The 
restraint  of  the  hoops  may  be  expected,  however,  to  counteract  any 
such  weakness,  if  it  should  be  proved  to  exist,  but  not  completely. 
The  strength  of  the  metal  in  the  hoops  is  higher  than  that  of  the  tube, 
which  may  be  attributed  to  the  widely  different  manner  of  working  up 
the  scantling,  as  well  as  to  its  smaller  size  and  different  mode  of  cool- 
ing.* There  is,  therefore,  an  excess  of  strength  in  the  hoops,  and  if 
a  modern  Krupp  gun  should  be  disabled,  we  might  anticipate  that  the 
failure  would  occur  in  the  tube. 

The  objection  raised  against  an  all-steel  gun  by  the  English  con- 

*  Tires  are  cooled  by  a  jet  of  water  playing  od  them,  afler  they  have  been 
rolled  to  gauge  and  before  they  are  removed  from  the  machlQe.  Besides  pre- 
veotiog  distortioD,  this  actaally  increases  both  the  strength  and  hardneM  of 
the  tire. 
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structors  is,  that  this  metal  is  treacherous.  We  have  seen,  in  the 
eases  of  solid  steel  guns,  that  there  is  much  reason  for  this  belief; 
but  in  the  built-up  guns  the  record  shows  no  such  thing.  To  explain 
the  failures  in  the  former  guns,  we  are  obliged  to  resort  to  what  are, 
at  best,  merely  probable  hypotheses,  and  yet,  by  the  light  of  subse- 
quent experience,  so  probable  that  we  are  justified  in  assuming  their 
correctness  in  the  absence  of  any  better  ones.  There  is  nothing  in  the 
past  to  throw  doubt  on  the  assumption  that,  if  we  can  insure  the  pre- 
sence of  proper  tensions,  the  absence  of  adverse  tensions,  and  avoid 
the  interference  of  vibratory  waves,  steel  is  as  safe  a  metal  as  wrought 
iron.  All  of  these  adverse  conditions  are  aggravated  as  we  increase 
the  masses  exposed  to  them,  and  the  method  of  building  up  the  gun 
is  a  safeguard  against  disaster  from  either  of  these  causes.  The  ini- 
tial tension  from  the  wrong  direction  is  obviated,  and  that  from  the 
right  direction  secured  by  it :  and  the  contact  of  surfaces  of  succes- 
sive layers,  having  small  or  moderate  thickness,  prevents  the  propaga- 
tion of  dangerous  vibrations.  The  record  of  the  new  Krupp  guns 
abundantly  sustains  these  views.  The  only  failure  is  that  of  an  11-inch 
gun,  at  Cronstadt,  ^hich  blew  into  fragments  the  front  part  of  the 
tube  forming  the  chase,  at  the  eighth  round — the  body  of  the  •gun  and 
its  hoops  remaining  on  the  carriage,  otherwise  uninjured.  The  cir- 
cumstances of  this  mishap  were  peculiar.  It  appears  that  the  shell 
broke  up  in  the  gun,  and  it  is  believed  to  have  wedged  in  the  chase. 
The  accumulation  of  pressure  thus  produced,  together  with  the  vtt 
viva  of  the  gases  suddenly  checked,  are  believed  to  have  caused  the 
rupture.  It  is  of  course  impossible  to  prove  the  correctness  or  the 
incorrectness  of  this  explanation.  There  is  nothing  intrinsically 
improbable  in  it,  notwithstanding  the  fact,  that  in  a  vast  majority  of 
cases  where  projectiles  are  broken  in  the  gun,  nothing  more  than  a 
trifling  local  injury  is  produced,  or  even  no  injury  at  all.  On  the 
whole,  it  seems  proper  to  give  the  gun  the  benefit  of  the  doubt,  and 
consider  this  failure  as  not  indicative  of  any  special  weakness,  bat 
the  result  of  a  mishap,  which  can  seldom  occur  in  so  disastrous  a  man- 
ner. And  yet  there  is  a  lingering  suspicion  that  these  heavy  steel 
tubes  inherit  a  trace  of  the  weakness  shown  by  their  predecessors, 
the  solid  forged  guns ;  but  we  will  hope  otherwise.  Assuming  that 
this  instance  proves  nothing  and  unsettles  nothing,  let  us  look  at  the 
remainder  of  the  record  of  the  Krupp  guns. 

1.  The  first  trial  gun  has  fired  410  rounds  without  injary  ;  the  cal« 
ibre  was  11  inches. 
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2.  Another  11-inch  gun  has  fired  about  1080  rounds  without  injury.* 

3.  A  9-inch  Krupp  gun  (228.6  millimeters)  has  fired  712  rounds 
at  Berlin.  A  small  crack  appeared  in  the  chamber  after  the  6t)2d 
round,  which  enlarged  somewhat  during  14  subsequent  rounds,  but  did 
not  increase  during  the  last  36  rounds. 

4.  A  similar  gun  has  fired  825  rounds  without  any  material  injury. 

5.  Another  9-inch  gun  has  fired  400  rounds  without  injury. 

6.  An  8-inch  Aboukoif  f  gun  has  fired  1300  rounds  without  mate- 
rial injury. 

7.  A  9-inch  Krupp  gun  has  fired  in  Austria  650  rounds,  and  is  still 
serviceable. 

8 — 9.  Two  8  inch  guns,  constructed  on  Krupp*s  plan,  by  the  Boch- 
um  Company,!  have  each  fired  upwards  of  500  rounds,  and  are  ser- 
viceable. 

A  considerable  number  of  6-incli  siege  guns  (Krupp's)  have  fired 
more  than  1000  rounds  each  during  the  late  war,  and  no  failures  are 
reported. 

In  justice  to  other  systems,  it  should  be  stated  that  these  large 
Krupp  guns  have  been  fired  almost  always  with  the  prismatic  powder, 
which  is  exceedingly  mild  in  its  action, §  while  the  Woolwich  9-inch 
guns  have  fired  a  powder  of  very  violent  character.  It  might  also  be 
stated  that  even  cast  iron  guns  have  shown  extraordinary  endurance. 
Some  of  those  used  at  Paris  seemed  to  do  about  as  well  as  Krupp's, 
and  it  is  reported  that  an  11-inch  Swedish  rifle  has  fired  1100  rounds. 
But  notwithstanding  this,  the  record  of  the  Krupp  system  of  hooped 
guns  is,  so  far,  a  triumphant  one,  and  though  it  may  be  impossible  to 
institute  an  exact  comparison  with  other  systems,  it  is  safe  to  pro- 
nounce it  eminently  successful. 

It  may  be  of  interest  to  compare  the  Krupp  construction  with  that 
of  Mr.  J.  Vavasseur,  of  the  London  Ordnance  Works.  The  Vavasseur 
gun  consists  of  a  steel  tube,  with  hoops  of  the  same  metal.  The  tube, 
however,  is  much  thinner  than  Krupp's,  and  is  jacketed  from  the 

*  It  is  barely  possible  that  these  two  Il-inch  gans  are  one  and  the  same, 
thoagh  I  think  otherwise.  This  record  has  been  a  difiicalt  one  to  procaret 
though  for  the  most  part  it  is  founded  on  the  best  aathority. 

f  The  Russian  government  constructs  guns  essentially  on  the  Krupp  plan  at 
the  Aboukoff  works,  near  St.  Petersburg. 

t  This  information  was  given  roe  verbally  by  a  reliable  informant. 

{  The  highest  recorded  pressures  in  the  11-inch  trial  gun  were  about  66,000 
pounds,  and  the  average  about  46,000  pounds  per  s<)uare  inch,  which  is  a  very 
low  average  for  a  gun  of  that  size.  The  diameters  of  ihe  cartridges  are  consider, 
ably  smaller  than  those  of  the  chambers,  which  greatly  relieves  the  pressure. 
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breech  to  a  short  space  beyond  the  trunnions,  with  a  second  tnb^ 
shrunk  upon  it — the  hoops  encircling  the  jacket.  The  unjacketed  par^ 
of  the  tube  is  also  hooped  clear  to  the  muzzle.     In  this  gun   the 
strength  is  cast  more  upon  the  hoops,  and  less  on  the  tube,  than  in 
Krupp's,  and  the  initial  tension  is  more  effectually  carried  out.     Mr. 
Vavasseur's  gun  is  certainly  worthy  of  more  attention  than  has  been 
bestowed  upon  it. 

The   construction  adopted  by  the  French,  Belgian,  Dutch,  Danish 
and  Swedish  governments  for  large  rifles,  is  cast-iron  hooped  with 
steel.     This  manner  of  building  a  gun  is  not  to  be  commended.     It 
involves  a  fallacy.     A  gun  all  cast-iron  would  be  rather  stronger  than 
one  of  equal  dimensions  with  steel  hoops,  because  the  cast-iron  in  the 
exterior,  for  a  given  amount  of  stretch,  would  exercise  a  greater 
amount  of  restraint  than  the  steel.     The  ultimate  tenacity  of  the 
metal  has  nothing  whatever  to  do  with  this  case,  because  in  any  event 
the  degree  of  strain  upon  the  outer  portions  is  far  below  the   useful 
limit  of  strength  of  good  cast-iron,  and  much  more  so  of  steel.     It  is 
solely  a  question  of  extensibility.     The  less  extensible    the   metal 
is,   under   a   given   stress,  in    the   outer   parts,   the   greater  is   the 
force   required   to   give   it   a   certain   amount  of  stretch.     As  this 
elastic  force  measures  the  amount  of  restraint  exercised,  it  follows 
that  the  less  elastic  metal  will   exercise  more  restraint  in  the   ex- 
terior.    Let   us    illustrate  this.     Take  a  French  gun   turned   down 
ready    to   receive   its  hoops.      In    the   act   of  firing,  the   metal  is 
stretched,  we  will  say,  to  such  an  extent  that  the  circumference  of  the 
breach  is  increased  a  tenth  of  an  inch.     Now  let  us  add  another  layer 
of  metal — if  you  choose,  with  initial  tension.     When  the  gun  is  fired 
this  ring  must  also  stretch  a  tenth  of  an  inch.    In  order  to  stretch  our 
oast-iron  the  tenth  of  an  inch  in  ten  feet,  we  must  have  a  tensile  strain 
of  13,000  pounds  per  square  inch.     But  to  stretch  a  steel  hoop  a 
tenth  of  an  inch,  we  need  a  stress  of  only  8800  pounds  per  square 
inch;  in  other  words  the  cast-iron  would  exeicise  more  restraint  than 
steel  in  the  ratio  of  13  to  8.8.     There  is  one  condition  in  which  steel 
would  have  the  advantage.     If  the  initial  tension  were  so  great  that 
the  cast-iron  in  the  exterior  were  near  its  safe  limit,  then  it  might  be 
ruptured  on  the  outside,  owing  to  the  inferior  strength  of  cast-iron. 
But  practically  this  never  happens  in  a  properly  cast  gun,  and  in  this 
country  we  always  take  special  pains  to  keep  the  initial  tension  of  our 
guns  within  safe  limits.* 

*  NotwithstaDdiDg  every  precantion,  we  have  lost  a  number  of  goos  by  over- 
tension,  altboDgb  bat  one  known  case  has  occarred  in  which  BuSk  a  gun  hai 
been  accepted. 
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The  use  of  two  kinds  of  metal  in  construction  is  illustrated  very 
well  in  the  methods  of  Maj.  Palliser  and  Mr.  Parsons,  for  converting 
cast-iron  smooth-bores  into  rifles  by  lining  them.  Maj.  Palliser's 
method  consists  in  introducing  a  wrought  iron  tube,  made  by  welding 
a  coil  endwise.  It  is  inserted  at  the  muzzle,  and  held  in  place  by  a 
washer  screwed  into  the  muzzle  a  few  inches,  and  abutting  against  a 
shoulder,  or  rebate,  in  the  front  end  of  the  tube.  As  this  mode  of 
conversion  is  intended  only  for  a  special  purpose,  it  should  be  criti- 
cised only  with  reference  to  its  suitableness  to  that  purpose.  It  is 
designed  merely  as  a  mode  for  converting  into  rifles  the  68  pounders 
and  smaller  smooth-bores,  which  are  scattered  thickly  over  the  world, 
wide  dependencies  of  Great  Britain,  in  situations  whose  military  im- 
portance renders  the  use  of  the  larger  and  more  costly  Woolwich  guns 
unnecessary,  or  at  present  unadvisable.  They  are  not  regarded  as 
being  adequate  to  inflict  damage  upon  the  more  heavily  armored  ves- 
sels of  the  day,  and  are  chiefly  located  where  such  a  vessel  could  never 
go.  The  vast  number  of  such  guns  called  for  a  cheap  and  speedy 
mode  of  conversion,  and  Maj.  Palliser's  plan  seemed  to  meet  the  re- 
quirements. Three  or  four  thousand  guns  have  been  converted  in  this 
way,  and  their  performance  is  regarded  by  the  English  as  satisfac- 
tory. 

Mr.  Parson's  plan  consists  in  introducing  a  steel  tube  with  a  jacket 
of  steel  through  the  breech  of  the  gun,  which  is  cut  away  for  the  pur- 
pose, and  after  the  tube  is  inserted  the  breech  is  stopped  up  by  a 
large  cascable  screwed  in.  This  is  a  much  stronger  way  of  lining  a 
gun  than  Maj.  Palliser's,  but  it  is  also  much  more  costly,  and  the 
great  expense  of  converting  on  this  plan,  coupled  with  the  constitu- 
tional distrust  of  steel  and  cast-iron  inherent  in  the  British  ordnance 
mind,  led  to  its  rejection.  But  the  Parson's  gun  is  a  most  excellent 
one.  The  objection  to  it  is  that  it  is  too  costly  to  answer  for  a  con- 
verted gun,  and  the  fact  that  it  is  a  converted  gun  prejudices  it*  in 
competition  with  original  constructions. 

You  would  not  consider  this  lecture  complete  without  a  statement 
of  the  position  of  the  American  Ordnance  Department,  and  the  char- 
acter of  its  material.  In  speaking  on  this  point,  I  must  disclaim  the 
idea  of  offering  you  anything  more  than  the  views  of  an  individual, 
committing  no  body  unless  it  be  himself;  and  in  consideration  of  the 
difficulty  of  the  subject,  the  extreme  liability  to  error,  and  the  wide 
diversity  of  opinion  the  world  all  over,  on  the  various  questions  con- 

*Tbis  prejadice  is  probably  anjast,  but  none  the  less  real. 
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nected  with  the  ordnance  problem,  he  hopes  he  is  not  committing 
himself  irrevocably. 

The  United  States  Ordnance  Department  is  generally  regarded  u 
advocating  for  heavy  armament  an  exclusive  system  of  cast-iron  smooth 
bores.     This  is  not  true  ;  it  is  indeed  the  reverse  of  truth.     That  de- 
partment has  long  advocated  the  use  of  heavy  rifles,  and  has  not  the 
slightest  intention  to  make  them  of  cast  iron,  unless  in  our  present 
defenceless  condition  a  war  should   be  suddenly  sprung  upon  us,  in 
which  case  the  question  would  resolve  itself  into  a  choice  between 
cast-iron  rifles  or  none  at  all.     To  set  this  matter  on  a  proper  basis, 
let  us  look  at  the  plan  of  armament  decided  upon  for  the  future,  and 
see  what  those  views  are.     In   January,  1867,  a  board  of  oflScers  of 
high  rank,  consisting  of  two  from  the  engineers,  two  from  the   ord- 
nance, and  two  from   the  artillery,  was  convened  at  Washington,  at 
the  instigation  of  the  Ordnance  Department,  to  determine  the  cali- 
bres, the  number  of  each  calibre,  and  the  proportion  of  rifled  guns  for 
the  armament  of  fortifications.     It  was  unanimously  recommended  by 
this  board  "that  the   calibres  of  the  heavy  ordnance  hereafter  to  be 
provided  for  the  armament  of  permanent  fortifications  should  be  :  For 
smooth  bore  guns,  20-inch,  15-inch  and  13-inch;  for  mortars,  15- 
inch  and  13  inch  ;  for  rifles,  12-inch  and  10-inch;  and  that  guns  of 
other  than  the  above  calibres,  now  on  hand,  be  used  in  the  positions 
for  which  they  may  be  most  suitable,  or  in  their  present  positions, 
until   they  can  be  replaced  by  guns  of  the  calibres  above  specified." 
The  guns  for  the  defence  of  New  York  harbor  were  also  specified, 
giving  the  numbers  for  every  fort,  and  of  these  a  majority  were  10- 
inoh  and  12-inch  rifles. 

In  January,  1868,  an  Ordnance  Board  convened  at  Washington, 
and  from  their  report  I  extract  the  following :  "  The  Board  recog- 
nizes the  following  as  the  standard  calibres  of  ordnance  for  land  ser- 
vice : 

Small  arms. 

Breech-loading  musket  calibre,    .         .         .         .         .         "'50 

Revolving  pistol,     .......  "'44 

Breech-loading  carbine^       ......         "'50 

Field  guns, 
S-inch  and  3'5-inch  rifle  (wrought-iron). 
4*62-inch(12  pds.),  smooth  bore  (bronze). 
4'624nch  (12  pds.)  mountain  howitzers  (bronze), 
l-inch  and  *5-inch  Gatling  guns  (on  trial). 
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Siege  guns,"* 
4'5-inch  rifle,    .... 

8-inch  howitzer, 

84nch  mortar,  .... 

10- inch  mortar, 

6'82-inch  (24  pdr.)  Coehorn  mortar,     . 

Sea  coast  gum. 
10-inch  rifle,     .... 

12-inch  rifle, 

13-inch  smooth  bore,     . 

15-inch 

20.inch 

13-inch  mortar, 

IS-inch       "     . 

**  The  Board  recommends,  however,  that  the  following  calibres  be 
itained  in  service  until  replaced  by  the  above: 

Springfield  musket  calibre  '^58. 

3".,  4''-2,  6".4,  8"  and  10"  Parrott  rifles. 

6"'82  and  6"*4  bronze  howitzers. 

6"'4  and  7"  cast-iron  banded  rifles. 

8"  and  10"  smooth  bore.'* 

It  is  true  that  the  large  guns  recommended  bj  this  board  were  spe- 
fied  as  cast-iron  guns  ;  but  the  views  of  the  ofiicers  composing  it 
ere  expressed  as  follows  : 

^^  The  success  of  the  experiments  with  the  12-inch  cast-iron  rifle 
t  Fort  Monroe  evidently  demonstrates  that  further  trials  with  cast-iron 
bould  be  made,  and  as  it  is  possible  that  other  systems  of  construc- 
on  and  other  kinds  of  material  may  give  better  results,  the  Board 
ould  earnestly  recommend  the  following  additional  guns  to  be  fabri- 
ikted  and  fully  tried,  viz.,  one  12-inch  cast-iron  rifle,  lined  with  steel, 
nd  one  10  inch  cast-iron  rifle,  lined  with  steel.  While  recognizing 
le  superior  strength  of  steel  and  wrought-iron  over  cast-iron,  yet, 
wing  to  the  difficulties  experienced  in  working  either  of  these  metals 
I  large  masses,  in  the  present  state  of  the  arts,  and  of  the  still  greater 
ifficulty  of  bringing  the  metal  in  large  guns,  made  wholly  of  either  of 
lese  materials,  into  tiie  best  condition  for  resisting  the  enormous  strains 
>  which  they  are  subjected,  the  Board  is  of  the  opinion  that  it  would  not 
e  judicious  to  make  trials  of  these  metals  in  the  heavy  guns,  which 

*  To  the  list  of  siege  gans  will  probably  be  added,  at  some  future  time,  a 
•inch  rifled  gun. 
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the  present  construction  of  vessels  of  war  renders  absolately  neces- 
sary, until  after  the  results  of  the  experiments  herein  recommended 
shall  be  known,  and  the  state  of  the  arts  shall  warrant  the  belief  that 
better  guns  of  large  calibres  can  be  made  safely  of  steel  and  wrought- 
iron." 

If  we  take  into  consideration  the  state  of  the  ordnance  problem  at 
the  time  this  opinion  was  enunciated  (Jan.,  1868),  it  will  appear  to  be 
thoroughly  justified.  It  may  have  been  a  singular  coincidence,  bat  it 
so  happens  that,  of  the  records  before  that  board,  the  record  of  cast 
iron  was  by  far  the  best.  Of  all  the  Rodman  smooth-bore  guns  which 
had  been  put  to  proof,  not  one  had  failed,  though  two  ten-inch  guns 
had  fired  upwards  of  4000  rounds,  and  one  fifteen- inch  gun  upwards  of 
350,  with  its  proof  still  in  progress.  A  twelve-inch  cast  iron  Rodman 
rifle  had  endured  upwards  of  400  rounds,  and  was  entirely  uninjured. 
A  ten-inch  cast  iron  rifle  had  endured  more  than  1000  rounds,  failing 
at  the  1047th  fire,  and  the  proof  of  another  eight-inch  rifle  was  in 
progress.  On  the  other  hand,  the  record  of  the  European  systems 
was  far  from  satisfactory.  The  Krupp  solid-forged  guns  had  failed, 
and  the  hooped  guns  had  not  been  tried.  The  Armstrong  guns  of 
large  calibre  had  merely  a  tolerable  record,  and  I  believe  that  up  to 
this  day  no  English  twelve-inch  gun  has  survived  266  rounds.  Surely 
the  Board  could  not  have  decided  otherwise  than  they  did.  But  a 
few  months  changed  the  aspect  of  affairs.  It  was  in  1868  that  an 
eleven-inch  Krupp  gun  of  the  new  construction  passed  a  satisfactory 
proof,  and  two  nine-inch  Woolwich  guns  endured  more  than  1000 
rounds  each.  On  the  other  hand,  our  twelve-inch  cast  iron  rifle  burst 
at  the  472d  round,  and  an  eight-inch  rifle  at  the  80th.  Last  Septem- 
ber, a  second  twelve-inch  rifle  burst,  at  Ft.  Monroe,  at  the  27th  fire, 
and  I  presume  it  will  generally  be  considered  that  those  failures  settle 
the  question  whether  cast  iron  can  be  safely  used  for  large  rifles.  The 
last  report  of  the  Chief  of  Ordnance  states  that  the  results  attained 
with  this  metal  are  not  such  as  justify  confidence  in  its  use  for  large 
rifles,  and  recommends  an  appropriation  to  construct  and  prove  a 
twelve-inch  rifle  on  Dr.  Woodbridge's  plan,  the  details  of  which  the 
inventor  objects  to  making  public  just  at  present.  The  project  holds  out 
some  promise  of  feasibility  and  is  in  its  princij^l  feature  a  novelty. 
But  as  to  its  ultimate  success  all  surmises  are  useless.  The  experi- 
ment was  recommended  by  the  lamented  Rodman,  and  is  regarded  by 
our  Ordnance  officers  with  much  interest.  A  small  gun  haa  been  sao- 
cessfully  made  on  this  plan,  and  has  endured  an  extraordinary  proo£ 
But,  although  much  is  hoped  for,  nothing  is  definitely  antioipated. 


New  Modification  of  the  HoUz  Machine.  847 

It  appears,  then,  that  our  system  of  heavy  ordnance  is  at  present  a 
paper  system,  and  not  a  reality.  It  contemplates  both  smooth  bores 
and  rifles  of  very  great  calibre.  That  the  smooth  bores  will  be  made 
of  cast  iron  there  is  little  doubt ;  but  the  rifles  I  anticipate  will  be 
made  of  steel.  The  guns  which  occupy  our  parapets  are  the  relics  of 
the  recent  war,  excepting  a  few  fifteen-inch  guns.  Only  two  twenty- 
inch  guns  have  been  made,  and  only  two  thirteen-inch,  and  of  the  lat- 
ter, one  expired  after  a  very  creditable  endurance.  Three  twelve-inch 
rifles  have  been  constructed,  two  of  which  have  burst,  one  of  them 
very  prematurely. 

Since  the  year  1867  no  guns  have  been  constructed  for  our  arma> 
ment,  and  only  a  few  for  experiment.  The  reason  has  been  the  refu- 
sal of  Congress  to  appropriate  for  this  purpose.  The  all-absorbing 
spirit  of  economy  has  controlled  legislation  in  this  regard,  and  as  ord- 
nance experiments  are  looked  upon  as  a  kind  of  exaggerated  boys' 
play,  they  have  been  treated  as  superfluous  luxuries.  Another  obsta- 
cle has  been  the  unscrupulous  assaults  upon  the  Ordnance  Department 
by  unprincipled  adventurers,  who  have  employed  the  darkest  resources 
known  to  the  lobby  to  overthrow  the  Department,  because  it  refused 
to  adopt  their  inventions  without  reserve.  But  we  hope  that  the 
repeated  representations  which  have  been  urged  upon  the  proper 
committees  concerning  the  want  of  a  new  armament  will  have  their 
effect  at  last,  and  that  before  long  we  shall  commence  in  earnest  the 
work  before  us.  It  is  time  that  we  made  a  beginning.  Ten  years 
ago  our  guns  were  the  most  powerful  in  the  world,  but  since  then  we 
have  remained  stationary,  and  the  nations  of  Europe  have  gone  past 
uSy  and  are  nearly  out  of  our  sight. 


ON  A  NEW  MODIFICATION  OF  THE  HOLTZ  MACHINE. 

By  C.  Van  Brunt. 

(Communicated  by  Prof.  Henry  Morton,  Steven's  Institate  of  Technology.) 
A  16-inch  Boltz  machine  was  purchased  of  Mr.  Ritchie  and  taken 
to  Vassar  College ;  the  building  was  heated  by  steam.  The  machine 
could  not  be  started,  and  it  was  brought  to  my  rooms,  where,  hav- 
ing a  large  -electrical  machine  in  use,  I  could  very  readily  make  it 
work.  Upon  receiving  the  machine,  I  commenced  a  series  of  .system- 
atic experiments,  and  the  result  I  wish  to  describe. 

The  latest  form  of  the  lioltz  machine,  as  imported,  has  two  ^^  win- 
dows "  in  the  back  plate,  instead  of  four;  a  skeleton  paper  arrange- 
ment, with  points  and  a  comb  crossing  in  front  of  the  revolving  plate. 
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Mr.  Richie  imitates  by  two  sectors,  and  uses  continuous  paper  pieces- 
The  following  are  tjje  results  of  my  experiments : 
First,  I  discovered  that  the  action  of  the  machine  was  much  im- 
proved by  making  a  leriei  of  paper  points  instead  of  one  point;  th»t 
short  points  were  as  good  as  long  ones;  that  paper  in  the  Ritchie  form 


was  better  than  the  skeleton  form  ;  that  a  good  conducting  paper  was 
better  than  a  poor  one,  and  tlience  I  vns  led  to  the  u?e  of  tinfoil  in- 
stead of  paper,  or  rather  with  paper,  using  paper,  however,  only  as  an 
insulator.  In  connection  with  this,  I  also  ascertained  that  the  form 
of  the  hole  is  of  no  consequence,  a  few  holes  through  the  glass,  a  slit, 
or  large  holee,  as  in  the  foreign  mnchine  or  Ritchie  sectors,  Answer- 
ing the  same  purpose. 

The  following  directionu  will  explain  my  method  of  attaching  to 
ihe  Ritchie  sectors.  I  show  one  \\\  the  sketch  below;  they  are  both 
alike. 

Place  a  piece  of  paper  on  the 
sector  just  as  Ritchie  does  in  his 
niiichine  at  an  angel  of  ubout50 
to  60°,  and  about  the  width  of  the 
collecting  points,  the  outer  edg« 
uniform  with  the  edge  of  th«  re- 
volving glass,  or  use  his  paper  if  it 
meets  these  requirements :  put  no  paper  over  the  edge  of  the  eectort 
or  remove  it  if  it  is  there.  Then  attach  to  the  paper  along  the  edge  of 
the  sector  a  row  of  pins  a  iialf  inch  long,  eommon  pint,  on  the  paper  in 
which  they  are  sold,  the  row  one  inch  lass  in  length  than  the  paper  ob 
the  sector  ia  wide,  in  this  way^cnt  off  a  row,.  leaving  a  little  paper  sa 
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each  side  of  the  row,  turn  the  paper  under  the  points,  backward,  and 
put  in  a  little  wedge  of  card-board  ;  this  will  make  the  pins  cant  to- 
wards the  revolving  plate  over  the  edge  of  the  sector ;  gum  it  all  se- 
curely fast.  Then  paste  on  the  surface  of  the  paper  on  the  sector  a 
piece  of  tin-foil,  of  smaller  size,  leaving  a  uniform  margin  of  half  an 
inch  of  paper  all  around  it,  except  that  it  should  extend  to  and  con- 
nect with  the  heads  of  the  pins.  It  is  now  all  complete  except  insu- 
lating. 

Paste  a  slip  of  paper  all  round  the  foil  and  over  it  half  an  inch,  the 
strip  about  an  inch  wide,  and  well  shellac  the  surface  of  the  strip  and 
the  outside  edge.  No  shellac  is  needed  under  the  foil  or  anywhere 
except  outside  on  the  paper  strip  and  its  outer  edge. 

This  arrangement  makes  a  perfect  conductor  to  the  foil,  from  the 
revolving  plate,  and  puts  the  foil  in  an  insulated  pocket,  the  paper 
tapering  off  the  tension,  as  when  used  around  the  inside  top  of  a  Ley- 
den  jar. 

The  machine,  arranged  in  this  way,  will  jump  at  once  into  activity, 
and  produce  a  torrent  of  electric  discharge.  If  well  shellaced  around 
the  edge  of  the  paper  it  will  not  reverse  or  lose  its  tension,  but  the 
sparks  will  pass  certainly  to  a  distance  equal  to  one  half  the  diameter 
of  the  revolving  plate  and  perhaps  more. 

A  large  Leyden  jar,  (one  to  two  gallons,)  well  made,  attached  to 
the  negative  side  in  place  of  the  small  phial,  will  increase  the  length, 
brightness  and  sound  of  the  spark,  and  the  machine  will  retain  its 
charge  twenty- four  hours,  and  perhaps  longer,  in  ordinary  winter  at- 
mosphere. This  acts  as  a  large  and  small  ball  for  passage  of  sparks 
on  an  ordinary  electrical  machine.  There  is  no  danger  of  breaking 
the  large  jar,  for  the  small  phial  acts  as  a  unit  jar,  the  strain  is  thrown 
on  the  phial ;  this  should  be  protected  by  a  cork  the  size  of  the  phial, 
covered  with  tin-foil  pushed  down  to  the  inner  coating,  for  the  con- 
ducting rod  to  rest  upon ;  the  strain  is  thus  distributed.  The  upper 
edge  of  the  coatings  of  the  phials  should  be  covered  with  strips  of  pa- 
per and  shellac,  to  prevent  spontaneous  discharge. 

With  this  new  arrangement  of  the  machine  the  ordinary  phials  are 
sure  to  break. 

The  electricity  can  be  reversed  at  pleasure,  by  pushing  the  balls 
together  after  it  has  made  or  is  making  long  sparks,  stopping  the  ma- 
chine, then  separating  the  balls  half  an  inch,  putting  the  comb  directly 
across  the  papers,  then  turning,  and  at  the  same  time  moving  the  comb 
back  to  its  normal  position.  The  sparks  will  then  pass  rapidly,  and 
the  poles  be  reversed. 
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It  will  sometimes  reverse  after  it  is  driven  at  its  utmost  tension,  by 
pushing  in  the  balls  without  touching  the  comb,  and  if  the  comb  is  left 
too  near  the  foil  or  paper,  it  may  reverse,  after  long  sparks,  of  its  own 
accord.  The  proper  place  for  the  comb  is  an  inch  or  so  beyond  the 
paper,  over  the  clear  glass.  The  better  the  foil  is  insulated,  the  leas 
inclination  it  has  to  reverse.  With  foil  on  the  glass  without  insulation 
it  will  not  make  over  a  two-inch  spark  without  reversing. 

With  the  arrangement  as  described  the  machine  runs  with  little 
friction — but  little  of  the  hissing  or  frying  sound — makes  less  ozodp, 
and  is  evidently  near  perfection. 

From  some  of  the  experiments,  I  am  led  to  believe  an  entire  modi- 
fication of  the  parts  will  still  further  improve  it ;  but  this  is  so  great 
an  improvement,  with  so  little  cost  and  trouble,  that  I  deemed  it  wor- 
thy of  a  description. 

CONTRIBUTIONS  TO  THE  SUBJECT  OF  BINOCULAR  VISION. 

By  Prop.  Chas.  F.  Htmks,  Ph.  D. 
(GoDtinued  from  page  144.) 

History  of  the  Stereoscope. 

After  the  full  consideration,  in  the  previous  pages,  of  the  nature 
of  the  pictures  which  constitute  a  stereograph,  and  the  manner  of 
producing  them,  as  well  as  the  ocular  methods  of  combining  them,  it 
will  now  be  comparatively  easy  to  explain  the  part  that  the  various 
instruments,  called  stereoscopes,, play  in  assisting  to  overcome  the 
diflSculty  which,  to  a  greater  or  less  degree,  is  encountered  by  every 
one  in  attempting  to  combine  the  pictures,  by  any  of  the  ocular  meth- 
ods, so  as  to  obtain  the  surprising  appearance  of  relief,  which  our  ex- 
perience leads  us  to  expect  only  from  real  objects. 

Natural  as  the  preceding  methods  of  combination  may  appear,  and 
easy  as  they  may  prove  to  most  individuals  after  a  short  trial,  their 
use  seems  to  have '  followed  rather  than  to  have  preceded  the  inven- 
tion of  the  stereoscope.  They  have  been  discussed,  first,  simply  be- 
cause they  are  best  adapted  to  the  statement  and  elucidation  of  the 
fundamental  conception  involved  in  the  invention  of  that  instrument; 
the  devising  of  an  instrument  being  indeed  a  second,  and  more  readily 
suggested  step. 

The  credit  undeniably  belongs  to  Professor  Wheatstone  for  having 

originated  that  conception,  and  of  having  practically  demonstrated  its 

truthfulness.     He  placed  the  whole  subject  of  Binocular  Vision  before 

the  scientific  world  in  a  new  light  by  his  paper,  read  before  the  Royil 

Society f  June  2l8t,  1888,  and  aubftec^w^ntly  before  the  British  Asso- 
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elation,  in  August  of  the  same  year,  and  by  the  exhibition,  at  the 
same  time,  of  an  instrument  which  he  called  ^'  a  stereoscope,  from  its 
property  of  presenting  to  the  mind  the  perfect  resemblances  of  solid 
objects.  To  understand  the  principles  on  which  it  was  constructed, 
he  explained  the  circumstances  which  enable  us  to  distinguish  an  ob- 
ject in  relief  from  its  representation  on  a  plane  surface.*'  *  *  *  <»  jj^ 
next  showed  that  if  the  object  were  thus  drawn  first  as  it  appears  to 
the  right  eye,  and  then  as  it  appears  to  the  left  eye,  and  those  two 
pictures  be  presented  one  to  each  retina,  in  such  a  manner  that  they 
fall  on  the  parts  as  the  projections  from  the  object  itself  would, 
the  mind  perceives  a  form  in  relief,  which  is  the  perfect  counterpart 
of  the  object  from  which  the  drawings  have  been  taken  ;  the  illusion 
is  so  perfect  that  no  effort  of  the  imagination  can  induce  the  observer 
to  suppose  it  to  be  a  picture  on  a  plane  surface.*''*' 

This  contribution  of  Professor   Wheatstone's  was  noticed  in  the 
the  prominent  scientific  journals  of  the  day,  and  the  surprise  and  de- 
light with  which  it  was  received  in  scientific  circles  sufficiently  sub- 
stantiates its  character  for  novelty.     No  one  was  more  competent 
than   Sir  David  Brewster  to  appreciate  it  fully,  and  no  one  seemed 
more  surprised  and  gratified,  according  to  the  following  statement  of 
the  proceedings  of  the  Association  rf  "  Sir  D.  Brewster   feared  that 
the  members  could  scarcely  judge  from  the  very  brief  and  modest  ac- 
count given  by  Prof.  W.  of  the  principle,  and  of  the  instrument  de- 
vised for  illustrating  it,  of  its  extreme  beauty  and  generality.     He 
considered  it  one  of  the  most  valuable  optical  papers  which  had  been 
presented  to  the  Section.     He  observed  that,  when  taken  in  conjunc- 
tion with  the  law  of  visible  direction  in  monocular  vision,  it  explains 
all  those  phenomena  of  vision  by  which  philosophers  had  been  so  long 
perplexed ;  and  that  vision  in  three  dimensions  received  the  most 
complete  explanation  from  Prof.  W.'s  researches.     Sir  J.  Herschel 
characterized  Prof.  W.*s  discovery  as  one  of  the  most  curious  and 
beautiful  for  its  simplicity  in  the  entire  range  of  experimental  optics." 
After  the  instrument   proposed  by  Prof.   Wheatstone  had  been 
generally  superseded  by  the  lenticular  stereoscope,  subsequently  de- 
vised by  Sir  David  Brewster,  great  efforts  were  made  by  the  latter 
and  his  friends  to  reduce  the  claim  of  Prof.  Wheatstone  to  the  simple 
invention  of  a  stereoscope,  and  that  not  a  very  convenient  one. 

The  case  can  be  best  stated,  and  the  claims  of  Prof.  Wheatstone, 
together  with  the  prime  fact  in  the  discovery,  be  set  forth  by  a  renumi 

*  Eighth  Report  of  British  Association,  1838  (or  Vol.  vii),  ooticet,  Ac,  p.  U. 
t  Silliman's  American  Joarnal  of  Science,  Vol.  xxzv,  1839. 
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of  the  Iiistorical  argument  of  Sir  David  against  them,  without  noticing^ 
however,  such  statements  as  seem,  to  the'  regret  of  the  friends  of  the 
latter  savant,  simply  to  manifest  a  spirit  of  unfairness,  and  at  times 
incivility  towards  Prof.  Wheatstone. 

The  fact  that  the  eyes  must  necessarily  receive  dissimilar  impres- 
sions from  external  ohjects  was  one  that  was  noticed  at  a  very  early 
period,  and  frequently  commented  upon.  Thus  Euclid,  more  than 
two  thousand  years  ago,  demonstrated  ^^  that  the  part  of  a  sphere  seea 
by  both  eyes,  and  having  its  diameter -equal  to,  or  greater  or  less  than,, 
the  di:itance  between  the  eyes,  is  equal  to,  and  greater  or  less  than, 
a  hemisphere."  The  celebrated  physician  Galen,  more  than  fifteen 
hundred  years  ago,  discussed  the  subject  more  fully,  and  enunciated 
the  fact  more  clearly.  The  propositions  of  Euclid  were  repeated,  and 
passages  from  Galen  quoted  by  Baptista  Porta  in  his  work  on  Optics, 
published  in  1593,  at  Naples.  In  illustrating  the  views  of  Galen,  he 
employed  a  figure  which  Sir  David  considered  ^^  a  much  more  distinct 
diagram  than  that  given  by  the  Greek  physician,'*  and  remarks:"^  '^In 
looking  at  this  diagram  we  recognize  at  once  not  only  the  principle  bat 
the  construction  of  the  stereoscope,*'  and  states  that  a  -^  double  stereo- 
scopic picture  or  slide  is  represented  **  by  the  figure,  and  thereupon 
that  ^^  Galen,  therefore,  and  the  Neapolitan  philosopher,  who  has 
employed  a  more  distinct  diagram,  certainly  knew  and  adopted  the 
fundamental  principle  of  the  stereoscope ;  and  nothing  more  was  re- 
quired, for  producing  pictures  in  full  relief,  than  a  simple  instrument 
for  uniting  the  right-  and  left-hand  dissimilar  pictures  of  the  column.'' 

It  is  not  necessary  to  reproduce  the  figure  alluded  to  in  order  to 
dispose  of  this  argument ;  for,  although  it  might  seem  reasonable  to 
allow  that  Porta  may  possibly  have  had  some  vague  notion  in  regard 
to  the  fundamental  principle  underlying  the  invention  of  the  stereo- 
scope, although  he  took  no  steps  to  give  it  a  practical  demonstration, 
the  following  statement,  previously  made  by  Sir  Dayid,t  not  only 
shows  that  the  principle  of  the  stereoscope  had  not  suggested  itself, 
but  was  inconsistent  with  his  explanation  of  the  phenomenon  of  dis- 
tinct vision  with  two  eyes :  ^'  Believing  that  we  see  only  with  one  eye 
at  a  time,  he  denies  the  accuracy  of  Euclid's  theorems,  and  while  he 
admits  the  correctness  of  the  observations  of  Galen,  he  endeavors  to 
explain  them  on  other  principles."  The  explanation  of  Porta,  how- 
ever, although  it  will  not  answer  for  the  distinctive  efFects  of  binocu- 
lar  vision,  as  they  have  been  set  forth,  is  not  necessarily  to  be 

*  The  Stereoscepe,  p.  9. 
t  Id.,  page  8. 
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considered  altogether  absurd.     In  some  cases  doubtless  more,  if  not 
exclusive  attention,  is  paid  to  the  impression  made  upon  one  eye.     It 
is  also  still  met  with  occasionally  in  the  same  connection.     Thus  it  is 
reproduced  by  Dr.  Lardner  in  his  popular  treatise  on  Natural  Philo- 
sophy.*    In  explaining  why,  having  two  eyes,  we  do  not  see  double, 
he  remarks :  "  If  the  two  eyes  convey  to  the  mind  precisely  the  same 
impression  of  the  same  external  object,  differing  in  no  respect  what- 
ever, then  they  will  produce  in  the  mind  precisely  the  same  percep- 
tion of  the  object;  and  as  it  is  impossible  to  imagine  two  perceptions 
to  exist  in  the  mind  of  the  same  external  object  which  are  precisely 
the  same  in  all  respects,  it  would  involve  a  contradiction  in  terms  to 
suppose  that,  in  such  a  case,  we  perceive  the  object  double.     If  to 
perceive  the  object  double  means  anything,  it  means  that  the  mind  has 
two  perceptions  of  the  same  object,  distinct  and  different  from  each 
other  in  some  respect.     Now,  if  this  distinctness  or  difference  exists 
in  the  mind,  a  corresponding  distinctness  and  difference  must  exist  in 
the  impression  produced  of  the  external  object  on  the  organs.     It 
will  presently  appear  that  cases  do  occur  in  which  the  organs  are,  in 
fact,  differently  impressed  by  the  same  external  object;  and  it  will  also 
appear  that  in  such  cases  precisely  we  do  Bee  double,'*   After  a  full  dis- 
cussion of  the  subject,  in  which  he  takes  the  moon  as  the  representative 
of  a  distant  object,  he  concludes :  '^  Consequently  it  follows,  demon- 
stratively, that  all  objects  which  are  placed  at  a  distance  compared 
with  which  the  distance  between  the  eyes  is  insignificant,  will  convey 
a  single  perception  to  the  mind,  and  will  consequently  not  be  seen 
double.*'     He  then,  however,  discusses  the  case  of  such  objects  as  do 
practically  come  within  the  range  of  the  binocular  parallax,  in  a  new 
section,  as  follows :  ^^Exceptional  cases  in  which  objects  are  seen  doti- 
ble.     *     *     Let  us  suppose  an  object  placed  so  near  the  eyes  that  its 
distance  shall  not  bear  a  considerable  proportion  to  the  length  of  the 
line  which  separates  the  centres  of  the  eyes.     In  this  case,  the  im- 
ages produced  on  the  retina  of  the  two  eyes  may  differ  in  magnitude, 
and  intensity  of  illumination,  and  even  in  form,  and,  in  fine,  it  is  clear 
that  the  apparent  direction  of  any  point  on  the  object  as  seen  by  the 
two  eyes  will  be  sensibly  different.     In  this  case,  therefore,  the  two 
eyes  convey  to  the  mind  a  different  impression  of  the  same  object ; 
and  we  may  therefore  expect  that  we  should  see  it  double,  and  in  fact 
we  do  so.  But  the  observation  of  this  particular  phenomenon  requires 

«  Hand-Books  of  Nat.  Philosophy,  Ist  course,  Philada.,  1851,  p.  174. 
Vol.  LPIIL— Thibd  Sibim.— No.  6.— Max,  1872.  26 
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mach  attention,  inasmuch  as  the  perception  of  which  we  are  conscious 
is  affected  not  merely  by  the  impression  made  upon  the  organ  of  sense, 
but  by  the  degrees  of  attention  which  the  mind  gives  to  it.  Thus,  if 
the  two  eyes  be  differently  impressed  either  by  the  same  or  by  differ- 
ent objects  placed  before  them,  the  mind  may  give  its  attention  so 
exclusively  to  either  impression  as  to  lose  all  consciousness  of  the 
other." 

Distinct  reference  is,  however,  undoubtedly  made  by  Leonardo  da 
Yinci,  1584,  not  only  to  the  dissimilarity  of  the  pictures  seen  by  each 
eye,  but  to  a  consequent  relievo  in  the  impression  of  an  object  obtained 
by  two  eyes  that  is  inimitable  in  ^^  a  painting,  though  conducted  with 
the  greatest  art  and  finished  to  the  last  perfection,  both  with  regard 
to  its  contours,  its  lights,  its  shadows,  and  its  colors." 

Considerable  attention  is  paid  by  Sir  David  to  the  views  of  a  learned 
Jesuit,  Aguilonius,  who,  in  a  work  on  Optics,  1613,  ^^  has  some  diffi- 
culty in  explaining,  and  fails  to  do  it,  why  the  two  dissimilar  pictures 
of  a  solid,  seen  by  each  eye,  do  not  when  united  give  a  confused  and 
imperfect  view  of  it.'*  His  whole  effort  is  to  explain  away  the  fancied 
disadvantage  of  two  eyes,  without  alluding  to  any  advantage  the  pes- 
session  of  two  eyes  confers,  and  finally  he  introduces  ^'  common  sense,'' 
as  reconciling  the  slight  differenced  of  the  pictures,  and  making  a 
single  notion. 

In  his  treatise  on  Optics,  Dr.  Smith,  in  discussing  this  subject  and 
quoting  from  and  commenting  upon  Leonardo  da  Vinci,  clearly  states 
not  only  the  dissimilarity  of  the  views  obtained  by  the  two  eyes,  but 
the  advantages  as  follows :  '^  Hence  we  have  one  help  to  distinguish 
the  place  of  a  near  object  more  accurately  with  both  eyes  than  with 
one,  inasmuch  as  we  see  it  more  detached  from  other  objects  beyond 
it,  and  more  of  its  own  surface,  especially  if  it  be  roundish." 

So,  likewise,  Mr.  Harris,  in  1775,  with  equal  clearness  sets  forth  the 
advantage  of  the  possession  of  two  eyes,  as  follows :  ^^  We  have  other 
helps  for  distinguishing  prominences  of  small  parts  besides  those  by 
which  we  distinguish  distances  in  general,  as  their  degrees  of  light 
and  shade,  and  the  prospect  we  have  around  them.'* 

The  historical  argument  is  closed  by  Sir  David  by  the  question : 
^*  What  student  of  perspective  is  there — master  or  pupil,  male  or 
female — who  does  not  know,  as  certainly  as  he  knows  his  alphabet, 
that  the  picture  of  a  chair  or  table,  or  anything  else,  drawn  from  one 
point  of  9ightj  or  as  seen  by  one  eye  placed  in  that  point,  is  nsce»9ari^ 
disiimilar  to  another  drawing  of  the  same  object  taken  from  another 
point  ofsighty  or  as  seen  by  the  other  eye  placed  in  a  point  2|  indies 


Cantributiofia  to  the  Subject  of  Binocular  Vmon.  355 

distant  from  the  first?  If  such  a  person  is  to  be  found,  we  might 
then  admit  that  the  dissimilarity  of  the  pictures  in  each  eye  was  not 
known  to  every  student  of  perspective." 

It  seems,  then,  that  up  to  the  time  of  Professor  Wheatstone  there 
was  undoubtedly  a  distinct  apprehension  of  the  dissimilarity  of  the 
impressions  of  any  object  obtained  by  the  two  eyes,  and  a  consequent 
possibility  that  drawings  might  have  been  produced  representing  more 
or  less  perfectly  such  impressions,  if,  indeed,  it  cannot  be  admitted 
that  such  complementary  pictures  had  actually  been  produced  by  Porta 
and  Leonardo  da  Vinci.  The  reconciliation  of  this  dissimilarity  with 
distinctness  of  perception,  in  the  use  of  two  eyes,  however,  greatly 
perplexed  some,  whilst  others  clearly  saw  in  it  a  cause  of  the  decided 
advantage  of  two  eyes  in  perception  of  relief.  The  clearness  and 
exhaustiveness  with  which  the  subject  was  discussed  shows,  how- 
ever, that  they  did  not  touch  the  fundamental  conception  of  Professor 
Wheatstone,  as  stated  in  the  quotation  given  from  the  Report  of  the 
British  Association  for  1888.  Taking  up  the  subject  at  this  point,  the 
following  question  seems  to  have  presented  itself  to  his  mind :  If  two 
dissimilar  plane  pictures,  produced  upon  the  retinsB  of  the  two  eyes 
in  observing  any  object^  in  some  way  or  other  give  rise  to  a  resultant 
mental  impression  of  relief,  may  not  the  production  of  such  pictures 
upon  the  retinae  bt/  means  of  proper  plane  drawings  of  the  object,  pre- 
sented simultaneously  to  the  respective  eyes,  produce  the  same  effect* 
— ^the  same  impression  of  relief?  He  then  executed  such  drawings ; 
he  devised  an  instrument  to  aid  in  presenting  the  drawings  so  that 
each  eye  should  receive  the  one  proper  to  it,  and  the  result  was  a 
most  beautiful  verification  of  the  hypothesis  involved  in  the  above 
question. 

It  was  not,  then,  the  production  of  the  complementary  drawings, 
nor  the  invention  of  the  instrument  to  present  them  properly  to  the 
eye,  that  constituted  Professor  Wheatstone's  discovery ;  but,  after  the 
thought  had  occurred  to  him  to  attempt  to  employ  such  drawings  in 
that  way,  the  resources  of  optical  science  were  ample  and  varied 
enough  to  furnish  a  variety  of  instruments  to  aid  him ;  and  it  seems 
natural  that  he  should  have  looked  about  for  instrumental  aid  in  so 
apparently  unnatural  a  visual  effort  as  it  has  been  shown  to  be  in  the 
discussion  of  the  different  ocular  methods. 

It  seems,  indeed,  that  Sir  David  recognizes  the  force  of  the  above 
facts,  and  consequently  introduces  Mr.  Eliot,  a  teacher  of  mathema- 
tics in  Edinburgh,  who  had  resolved^  without,  however,  publishing  or 
stating  his  resolution,  in  18S4,  to  construct  an  instrument  for  uniting 
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binocular  pictures,  but  delayed  doing  so  until  1839,  five  years  after- 
ward, and,  unfortunately  for  his  claims,  the  year  after  Prof.  Wheat- 
stone  had  presented  his  paper  and  instrument  to  the  world. 


ON  THE  AURORAL  DISPLAYS  DURING  THE  MONTH  OF 

FEBRUARY,  1872. 

(Extracts  from  the  Monthly  Jon rnale  of  the  dlffereDt  Stations  established  bj 

the  Signal  Service,  U.  8.  Army.) 

Lake  Citt. 

Feb.  Vlth, — A  slight  aurora. 

Feb.  lith, — A  very  bright  aurora  in  the  west.  This  light  may  have 
been  caused  by  fire. 

Feb.  2ith. — Spots  of  aurora  throughout  the  western  sky.  Weather 
cloudy, 

Feb.  29fA. — A  faint  aurora  throughout  the  whole  heavens ;  that  in 
the  south  somewhat  brighter  than  elsewhere. 

;. Jacksonville,  Fla. 

Feb.  Ml. — Aurora  polaris  visible  from  7.25  P.M.  until  nearly  9 
P.M.  One  nearly  perfect  arch,  streamers  quite  numerous  and  of  a 
rose  tint,  at  8  P.M. 

Mobile,  Ala. 

Feb.  4th. — On  the  night  of  the  4th  a  brilliant  aurora  was  visible 
from  7  to  11  P.M.  It  became  visible  in  the  east,  and  spread  along 
the  sky  from  a  point  south  of  east  to  northwest,  and  at  times  rising 
in  the  sky  to  an  altitude  of  about  60^.  At  10.45  P.M.  it  rose 
higher,  presentinfg  at  that  time  a  most  brilliant  appearanoe.  A  por- 
tion extending  from  east  to  a  point  east  of  north,  maintained  an  uni- 
form color  varying  but  little  from  a  beautiful  rose  to  a  deep  blood. 
The  portion  lying  between  north  and  northwest  and  east  and  south- 
east were  throughout  less  brilliant,  and  varying  very  often  in  color, 
sometimes  presenting  a  whitish  appearance  and  at  other  times  deep- 
ening to  a  light  rose  color ;  at  9.80  P.M.  it  disappeared  for  a  short 
time  in  the  north  and  northwest,  but  presenting  the  appearanoe  of  an 
elliptical  cloud  in  the  east,  its  length  being  about  three  times  its 
height,  and  of  a  beautiful  deep  blood  color.  The  base  was  dearly 
defined,  being  about  10'^  above  the  horison.  Between  its  bafte  and 
horizon  a  dense  haze  existed.     It  disappeared  very  quickly  at  1L0& 

P.M. 

Cape  Mat,  N.  J. 

JU.  4th. — Clear  and  pleasant,  with  brisk  and  fresh  winds.    Baro- 

meter  riaing.    Bed  aurora  in  the  evening,  in  the  soatkeaat. 
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Nashvillb,  Tbnn. 

Feb.  4th. — Weather  cloudy.  Wind  S  E.  An  aurora  made  its 
appearance  about  6}  o'clock,  extending  from  east  to  west ;  it  assumed 
no  definite  shape,  but  was  of  an  extreme  bright  red  color,  and  was 
brightest  about  8.36  P.M.,  when  it  gradually  disappeared,  ceasing  to 
be  seen  at  9.30  P.M. 

Baltimore,  Md. 

Feb.  Sd. — A  brilliant  aurora  polaris  was  seen  this  evening,  on  the 
southern  horizon,  between  8  and  9  o'clock. 

Boston,  Mass. 
Feb.  4th. — 6.30  P.M.     Fine  display  of  aurora   polaris   south   of 
senith,  of  a  deep  red  color. 

Knoxvillb,  Tenn. 

Feb.  4th. — 8^  P.M.     Brilliant  aurora ;  beams  shoot  almost  north 
to  south,  and  through  the  zenith.     The  sky  is  deep  red. 
11  P.M.     Aurora  disappearing  very  slowly. 

Marquette,  Miou. 

Feb.  bth. — 9  P.M.  Brilliant  auroral  display.  The  arch  through- 
out very  well  defined,  being  of  a  brilliant  color,  and  of  not  much  ele- 
vation above  the  horizon,  the  streamers  moving  rapidly  along  the  arch 
from  west  to  east,  and  presenting  the  appearance  somewhat  of  broad 
waves  of  light. 

10  P.M.  The  streamers  having  subsided,  the  arch  is  better  defined, 
but  not  of  such  a  bright  color. 

11.20  P.M.  Aurora  more  brilliant  than  ever,  streamers  shooting 
up  very  high.  The  arch  has  not  been  very  well  defined  during  the 
display,  rather  resembling  a  great  light  in  the  north,  with  intervals  of 
almost  clear  sky.  Up  to  10  P.M.  there  was  no  haze  or  cloud  to  be  seen 
beneath  the  arch,  but  at  this  writing  a  few  very  long,  thin,  and  per- 
fectly straight-edged  clouds  are  seen  at  the  western  end  of  the  arch. 

Feb.  15^A. — 11.20  P.M.  An  aurora  is  now  visible,  consisting  of  an 
arch,  quite  well  defined,  resting  upon  a  bank  of  thick  dark  haze  at 
the  eastern  end  of  arch ;  streamers  are  observed  to  be  shooting  both 
upward  and  downward,  but  not  to  a  great  elevation  upward,  while 
downward  they  reach  almost  to  the  horizon. 

11.80  P.M.  The  arch  has  merged  into  a  broad  sheet  of  light,  and 
shows  signs  of  disappearing. 

Feb.  26<A.^-8  P.M.  Brilliant  aurora;  elevation  of  top  of  arch 
about  45^,  base  nearly  touohiag  the  horiaon ;  oolora  prinoipally  white 
lad  pale  cmoaoii. 
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8.30  P.M.     Aurora  much  fainter ;  but  few  streamers  visible  as  yet 
11.20  P.M.     Aurora  no  longer  visible. 

OSWKGO,  N.  Y. 
Feb.  9th. — Northern  lights  commenced  at  11.80  P.M.,  lasted  until 
1.30  A.M.;   not  brilliant. 

Feb.  19th. — Northern  lights  same  as  described  in  article  851,  page 
176,  Loomis.  Commenced  7  P.M.  and  lasted  until  12  P.M.;  nothing 
unusual  in  their  appearance. 

ROCHBSTBR,  N.  Y. 

Feb.  28iA. — The  Assistant  Observer,  Private  Tighe,  reports,  at  9 
P.M.  last  evening,  the  existence  of  two  luminous  arches,  extending 
across  the  northern  sky,  being  about  two  degrees  apart,  and  the  upper 
one,  the  more  luminous  of  the  two,  about  60^  above  northern  horiion. 
He  is  unable  to  giv«  duration  of  this  phenomenon. 

Lynchburg,  Va. 

Feb.  ith. — The  aurora  borealis  was  visible  during  the  night  of  the 
4th.  At  7  P.M.,  owing  to  the  cloudy  state  of  the  atmosphere,  a  red- 
dish hue  of  the  clouds  was  the  only  indication  of  the  presence  of  the 
aurora.  As  the  night  advanced  the  weather  became  clear,  and  that 
quarter  of  the  heavens  from  northwest  to  southwest,  from  zenith  to 
the  horizon,  presented  a  bright  red  appearance.  The  aurora  grew 
dim  in  the  southwest  and  brighter  in  the  west  and  northwest  at  10.30 
P.M.  At  midnight  the  lights  became  very  bright  due  north,  resem- 
bling daylight,  while  in  the  rest  of  the  heavens  the  aurora  entirely 

disappeared. 

New  York  City. 

Feb.  4:th, — Clear  weather  and  brisk  northwest  winds.  At  6.30  P.M. 
a  brilliant  aurora  appsared  in  the  north,  which  soon  overspread  the 
whole  northern  heavens.  At  seven  o'clock  it  had  extended  eastward 
and  upward  until  it  occupied  a  space  in  the  southeast  from  about  15 
degrees  to  50  degrees  above  the  horizon,  about  70  in  breadth,  and 
assumed  a  blood-red  tinge,  so  dense  at  times  as  to  obscure  the  stars. 
On  either  side  of  the  crimson  was  a  perpendicular  line  about  10 
degrees  in  width  and  50  in  length,  of  a  bright  orange  and  green  tint. 
The  display  lasted  until  about  11  P.M.,  when  it  gradually  disappeared. 

Philadblphia. 

Feb.  'Uh. — On  the  north  the  aurora  borealis  was  displaying,  while 
on  the  south  the  aurora  australis  reflected  back  with  tenfold  beauty 
the  light  of  its  cold  antipodes.  As,  at  7.20  P.M.,  I  opened  the  lat- 
ticed door  of  the  shelter,  a  most  brilliant  display  of  gloriona  criiiMon 
light  struck  upon  my  gaze.    Further  observation  disootered  diat  a 
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blood  tinted  light,  ever  varying,  was  extending  from  the  south  to  the 
soatheast.  At  times  the  light  would  subside  to  a  mellow  crimson, 
and  again,  with  gentle  flushings,  would  shoot  up  towards  the  zenith. 
At  first  I  thought  the  lurid  light  was  the  reflection  of  some  confla* 
gration  upon  the  sky ;  yet,  upon  opening  the  east  door,  I  discovered 
that  the  northern  horizon  was  also  lighted  by  a  pale  silvery  light, 
which  at  times  would  assume  a  tinge  of  pale  green.  These  pheno- 
mena remained  visible  for  the  greater  part  of  the  night,  for  at  11.43 
P.M.,  when  my  last  observation  was  made,  the  rays  of  the  aurora 
borealis  were  plainly  and  magnificently  visible  above  the  bank  of 
stratus  clouds  that  interposed  above  the  horizon.  The  aurora  aus- 
tralis  had  faded ;  '^  t'was  'neath  a  cloud  as  dark  as  woe,"  for  huge  and 
black  banks  of  stratus  had  piled  themselves  on  the  horizon,  so  lately 
illuminated  by  the  soft  crimson  light  of  the  australis.  The  sky  was 
becoming  rapidly  overcast,  and  at  1  A.M.  was  entirely  obscured. 

St.  Paul,  Minn. 

Feb*  ith. — A  display  of  aurora  was  visible  in  the  north  and  north- 
west. It  was  first  seen  at  6  P.M.;  did  not  present  any  particular 
form,  but  was  a  diffused  light.  It  had  the  appearance  of  crimson 
sand  falling  to  the  earth,  then  rolling  in  billows  and  waving  toward  the 
south,  and  disappearing.  It  became  more  brilliant  at  8  P.M.,  and 
was  then  of  a  deep  rich  crimson  color. 

Washington,  D.  C. 

Feb.  4^A. — The  auroral  display  first  attracted  the  attention  of  the 
Observer  at  7.15  P.M.  Presenting  a  brilliant  carmine  color,  it  grad- 
ually crept  up  from  the  northeastern  limit  of  the  horizon  till  it 
reached  the  zenith,  when  the  rays  began  to  appear  divided,  and  pre- 
sented an  appearance  as  of  a  flickering  flame  darting  down  toward 
the  southwest. 

Apart  from  this  track  across  the  heavens  there  appeared  curious 
globe-like  spots  of  about  15^  in  diameter,  having  the  same  carmine 
color,  and  being  arranged  by  the  side  of  the  path  of  the  aurora ;  not 
less  than  three  of  these  spots  were  noticed. 

The  auroral  track  was  about  40^  in  width,  less  brilliant  at  the  bor- 
ders than  in  the  centre,  and  when  complete  could  not  be  seen  below 
an  angle  of  30^.  The  observation  was  continued  until  9.15  P.M., 
the  phenomenon  presenting  but  slight  changes. 

Another,  but  not  confined  to  any  particular  part  of  the  heavens, 
was  observed  for  a  few  moments  at  2  A.M. 

JU.  bth. — ^The  color  was  the  same  as  the  first,  but  was  somewhat 
less  brilliant. 
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Chicago,  III. 

Feb.  ith, — At  9  P.M.  it  cleared,  and  a  slight  aurora  was  percep- 
tible. These  have  always  or  nearly  always  been  found  at  this  station 
to  be  precursors  of  colder  weather  and  northerly  winds. 

Feb.  19th. — A  slight  dawn-like  aurora  was  observed  in  the  evening. 

Feb.  27th. — In  the  evening  there  was  a  slight  aurora,  resembling 

the  dawn. 

Key  West,  Fla. 

Feb.  4th. — At  7  P.M.  a  faint  light,  without  any  definite  form  or 
shape,  was  observed  in  the  northeast,  reaching  from  the  east  to  the 
north  and  extending  halfway  to  the  zenith ;  gradually  moved  west- 
ward, passing  by  the  north,  until  about  2.30  A.M.,  when  its  centre 
had  reached  the  western  point  of  the  horizon,' and  could  no  longer  be 
observed,  in  consequence  of  the  sky  becoming  overcast  with  clouds. 
A  dense  haze  was  observed  at  its  base  during  the  entire  time,  and  at 
9  P.M.  large  black  clouds  moved  from  the  west  and  passed  by  its 
base.  When  it  first  appeared  its  color  was  very  faint,  and  after  inter- 
vals of  five  minutes  it  increased  in  brightness,  its  color  becoming  i 
rose  hue,  and  again,  after  an  interval  of  five  minutes,  it  would  entirely 
disappear,  and  again  re-appear,  very  faint  at  first,  but  would  gradually 
increase  in  brightness,  and  so  on  during  the  entire  time  it  could  be 
observed.  It  was  brightest  at  about  1  A.M.,  when  it  was  of  a  red 
color,  the  amount  of  moisture  in  the  air  at  the  time  being  88  per  ct. 

Charleston,  S.  C. 
Feb.  4th. — An  aurora  visible  in  the  northeast  at  7  P.M.,  extending 
from  zenith  to  the  horizon,  of  a  light  red  color  at  first,  but  died  awiy 
into  a  pale  yellow  at  9  P.M.,  when  the  haze  became  very  dense. 

Galveston,  Texas. 
Feb.  4th. — Cloudy,  barometer  falling.  Brilliant  aurora,  color  bright 
red ;  began  6.45  P.M.;  too  cloudy  to  see  it  plainly  till  about  10.50 
P.M.,  when  the  sky  cleared.  It  gave  a  steady  light,  shining  up  about 
35^  above  the  horizon.  Began  to  disappear  11.30  P.M.;  totally  dis- 
appeared 11*40.  Barometer  falling,  temp.  57^  and  rel.  hum.  100. 
Wind  S.  E.,  16  miles  per  hour.     Heavy  dew  falling. 

DuLUTH,  Minn. 
Feb.  4th. — At  6.30  P.M.  very  red  light  running  east  and  west,  but 
more  south  of  Duluth  it  was  brightest  at  the  east.     At  9  P.M.  beams 
began  to  shoot  up  at  the  north ;  it  was  not  very -brilliant. 

Milwaukee,  Wis. 
Feb*  4M.— Snow ;  aurora  in  the  southeast. 
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ITEMS  AND  NOVELTIES. 
The  Boilers  Tested  at  the  Exhibition  of  the  Amerioan 

Imtiiutej  1871. — In  connection  with  the  elaborate  and  very  valoable 
report  of  the  Copin^ittee  appointed  by  the  Amedcan  Institute  at  its 
last  exhibition,  which  appears  in  this  number  of  the  '^  Journal,"  a 
short  description  of  the  competing  boilers  tested  by  it,  with  engrav- 
ings, is  herewith  given  from  advance  sheets  of  the  report  referred  to. 

The  Root  Boiler  (plate  vi,  figs.  1,  2,)  consists  essentially  of  80 
wrought  iron  tubes,  each  4  inches  in  diameter,  and' 9  feet  long.  These 
tubes  are  set  in  brick  work,  at  an  angle  of  about  80^  from  the  hori- 
lontal,  and  are  connected  together  by  the  system  of  triangular  plates 
and  crowfeet  shown  in  figs.  1  and  2,  the  joints  being  formed  by  the 
aid  of  rubber  grummets. 

The  boiler  has  a  steam  drum,  18  inches  in  diameter,  and  6f  feet 
long.  The  superheating  is  effected  in  the  upper  portion  of  the  boiler, 
where  the  tubes  are,  like  those  forming  the  water  space,  surrounded 
by  the  heated  gases.  The  water  was  maintained  during  the  trial  just 
above  the  fourth  row  of  tubes. 

The  inventor  claims  that  by  the  contraction  of  the  passages,  caused 
by  the  method  of  connecting  the  tubes,  the  steam  is  disengaged  from 
the  water  in  a  comparatively  dry  state. 
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The  Allen  Boiler  (figs.  3,  4). — This  boiler  possesses  several  novel 
features.     There  are  9  cast  iron  cylinders,  A,  A,  A,  etc^  each  T 
inches  internal  diameter,  and  11  feet  long;  and  into  each  of  these* 
cylinders  18  wrought  iron  tubes,  B,  B,  each  3|  inches  in  dimeter,  anA 
closed  at  one  end  with  plugs,  are  screwed.    In  each  section  of  wroaght- 
iron  tubes,  9  of  the  tubes  have  a  length  of  3  feet  and  2  inches,  and. 
the  remaining  9  have  a  length  of  4  feet  and  5  inches  each.     The  sec- 
tions arc  all  connected  by  the  cast  iron  cylinders  to  a  steam  dmm,  C« 
2  feet  in  diameter  and  8  feet  long;  and  this  drum  is  connected  with 
another,  D,  2^  feet  in  diameter  and  8  feet  long.    (This  drum  hM  beeik 
omitted  in  the  engraving.)     From  this  latter  drum  the  steam  leaves 
the  boiler  by  the  pipe  E.     These  drums  are  so  arranged  as  to  super- 
heat the  steam,  being  surrounded  by  the  products  of  combustion ;  and. 
in  the  bottom  of  each  of  the  drums  are  pipes,  F,  G,  connecting  wUIl 
H,  the  lowest  point  of  the  boiler,  t,-)  allow  the  water  carried  over  by 
the  steam  to  drain  back.     The  feed  and  the  water  gauge  and  gangs- 
cocks  are  connected  to  the  steam  and  water  spaces  by  the  pipes  J,  K.^ 
L,  leading  to  the  steam  drum,  C,  and  the  cross  connection,  H,  respect — 
ively.    The  wrought  iron  pipes  are  conneted  to  the  cast  iron  cylindei 
at  an  angle  of  20°  from  the  vertical,  the  inventor  claiming  that 
the  most  effective  position.   The  inventor  also  claims  great  facility  foi 
making  repairs  by  merely  unscrewing  a  defective  tube  and  substitutin^ag 
a  good  one. 

The  Phleger  Boiler  (fig.  5),  as  built  by  Messrs.  Lady  &  Verner,  a  2 
Phleger  Safety  Boiler  and  Machine  Works,  Thirtieth  and  CheatniB.  < 
streets,  Philadelphia,  is  described  as  follows : 

The  steam-generating  surface  consists  of  a  series  of  wrought  iron 
lap  welded  boiler  tubes,  2  inches  in  diameter,  firmly  expanded  into 
wrought  iron  sheets  \  of  an  inch  in  thickness.     The  back  flue  sheet, 
with  cap  bolted  on,  is  free  to  expand  and  contract.     The  tubes  are 
arranged  so  as  to  give  a  free  upward  flow  or  circulation  of  the  entire 
body  of  water  through  the  tubes  to  the  steam  drum,  from  which  it 
returns  by  means  of  a  stand  or  side  pipe  outside  and  away  from  fire 
surface,  which  is  claimed  to  give  a  perfect  circuit  to  the  water  (as  seen 
by  direction  of  arrows  in  cut),  and  to  keep  all  parts  of  uniform  tem- 
perature free  from  scale  and  sediment,  the  current  washing  any  im- 
purities in  water  into  mud  drum,  where  it  can  be  blown  off  at  conve- 
nience.    There  are  no  joints  or  connections  exposed  to  the  fire. 

The  inventor  amongst  other  things  claims  for  this  boiler  perfect  oir- 
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cuUtion  of  the  entire  body  of  water,  durability,  economy  of  fuel, 
and  great  convenience  in  repairing. 

The  Lowe  Boiler  (figs.  6,  7). — This  is  a  tubular  boiler,  set  in  brick 
work.  The  principal  claim  of  the  patentee  is  an  improved  arrange- 
ment of  the  flues  and  setting,  for  the  purpose  of  securing  more  per- 
fect combustion.  The  products  of  combustion  pass  from  the  furnace 
through  openings  into  the  combustion  chamber.  Air  is  admitted  to  the 
chamber  by  a  register,  the  amount  of  opening  being  varied,  until  it  is 
judged  that  the  best  effect  is  produced.  The  further  course  of  the 
gases  is  plainly  marked  by  the  arrows,  through  the  tubes  and  under 
the  boiler,  passing  by  a  drop  flue  to  the  chimney. 

By  this  arrangement  of  the  combustion  chamber,  the  inventor 
claims  to  effect  a  more  perfect  combustion  of  the  gases  of  the  fuel 
than  can  be  produced  in  any  other  boiler  of  this  clasiK. 

In  the  trial,  two  boilers,  placed  side  by  side,  were  tested.  The 
larger  boiler  was  4  feet  in  diameter,  15  feet  and  4  inches  long,  and 
contained  45  tubes,  each  three  inches  in  diameter  and  12  feet  long. 
The  other  boiler  was  of  the  same  length  as  the  first,  but  only  3^  feet 
in  diameter,  and  contained  36  tubes,  of  the  same  dimensions  as  those 
in  the  first. 

The  Blanchard  Boiler. — ^Not  having  received  the  engraving  of  this 
boiler,  an  intelligent  description  is  difficult.  It  can,  however,  be 
stated  that  a  mechanical  draft  is  employed.  The  air,  instead  of  being 
forced  through  the  ash  pit,  as  is  usual,  is  drawn  by  the  action  of  a 
fan-like  screw  placed  in  the  smoke  pipe  above  the  heaters,  the  fan 
being  driven  by  a  belt  from  the  fly-wheel  of  the  feed-pump. 

By  this  arrangement  the  inventor  claims  that  he  can  utilise  the 
products  of  combustion  in  a  very  thorough  manner,  and  also  that  he 
Clin  employ  a  much  larger  ratio  of  heating  to  grate  surface  than  is 
commonly  possible.  In  the  smoke  pipe  is  placed  an  arrangement  of 
tubes  for  superheating  the  steam,  and  above  this  a  second  series  for 
heating  feed-water. 

New  Lecture  Experiments. — The  Actum  of  Len%e%  Illustrated. 
— In  the  "  Quarterly  Journal  of  Science  "  for  April  is  an  account 
of  a  very  ingenious  arrangement  of  the  vertical  lantern  by  Dr.  R. 
M.  Ferguson.  In  this  an  ordinary  retort  stand  is  used  for  the  frame* 
work,  and  the  mirrors,  &;c.,  are  attached  by  the  usual  rings  and  clamps 
of  that  apparatus.  The  most  important  feature,  however,  is  the  sub- 
stitution of  a  glass  bowl  or  evaporating  dish,  full  of  water,  for  the 
horizontal  element  of  the  condenser. 
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Cftirying  out  this  suggettion,  I  fiad  that  the  appftrfttna  m%y  be  made 
yet  simpler  ud  less  expensive  by  replacing  the  objective  with  a  watdi 
glau,  full  of  water,  which,  owing  to  the  fayorable  conditions  fully  dis- 
cnased  in  this  journal  (vol.  54,  p.  S39),  gives  a  very  good  image.  Car- 
rying out  this  idea  a  step  further,  we  have  an  excellent  illustration  of 
the  action  of  refraction  in  producing  images  with  lenses,  and  some  of 
its  conditions. 

Thus  we  place  a  well-defined  glass  photograph  as  an  object  in  the 
vertical  lantern,  and  an  empty  watch  glass  in  place  of  the  objective. 
As  a  matter  of  course  no  image  is  produced  on  the  screen,  but  only 
a  nebulous  patch  of  light.  On  pouring  water  into  the  watch  glass, 
however,  a  well-defined  image  is  produced.  On  replacing  the  water 
by  alcohol,  muriate  of  tin,  or  other  more  highly  refracting  liquid,  a 
ens  of  higher  power  is  obtained.  IIehry  Morton. 

Statiatici  of  Coal. — From  the  trade  journals  it  appears  that  the 
amount  of  coal  now  shipped  from  Pittsburgh  is  enormous.  During 
one  week  there  were  shipped  from  that  port,  mainly  to  Cincinnati, 
seven  millions  five  hundred  and  three  thousand  bushels  of  coal. 

The  Bum  GoTOmor. — This  apparatus,  of  which  the  an- 
nexed cuts  are  repre- 
sentations, is  a  centrifu- 
gal governor,  of  German 
invention,  manufactured 
by  SchaefTer  k  Budenberg, 
in  Hambnrg,  and  has  been 
extensively  introduced  in 
machine  shops  abroad. 
There  is  claimed  for  it  re- 
markable sensitiveness, 
great  energy,  and  great 
reduction  of  frictional  re- 
sistance. (For  the  illus- 
trations we  are  indebted 
to  the  kindness  of  the  Edi- 
tor of  onr  fsteemed  con- 
temporary, BerPrakUtehe 
Machinen  Gmttmeteur. 

The  governor  consists 
eseeatiallyof  the  followlDg 
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parte :  A  rerticsl  shaft,  a 
oast-iroD  pendalnm  bearer, 
two  oast  iron  pendalaas 
with  fonr  steel  pine,  and  a 
cast  iron  box. 

The  attachment  of  the 
vertical  »x'k  can  be  ar- 
ranged to  drive  the  appa- 
rains  either  from  above  or 
beaestb.  The  cast-iron 
pendulum  bearer  is  at- 
tached to  the  shaft  W,  its 
four  crossing  arms  f,  f^ 
&o.,  carry  the  axles  E  and 
E,  oftbependnlams.  Each 
of  the  pendalama  eoosista 


mainly  of  a  ball  A,  and  a  barrel-shaped  weight 
B.  These  are  attached  by  arms  a,  a  and  b,  b 
to  two  cases  C  and  C.  To  each  of  these  last  is 
'i  attached  an  arm  f,  of  the  pendulum  bearer,  and 
through  each  of  the  oases  C  and  arm  f,  fitting 
into  it,  there  is  screwed  a  steel  pin  E.  Two  of 
these  pins  (which  are  at  some  distance  from  each 
other),  form  the  axis  of  the  pendnlum. 

The  illustrations  afford  exterior  and  sectional 
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TiewB  of  tlie  Bppar&tw,  which,  though  complex  in  form,  is  similar  in 
the  principles  of  its  operation  to  other  centrifngkl  governors. 

Stab-0nd  of  Connecting  Sod. — In  this  stnb  the  block,  a,  strsp, 
b,  and  boxes,  e  e,  are  nrnde  in  the  usual  way.  .  The  kej,  k,  haa  a  lag, 
through  which  the  belt,  n,  an  extension  of  the  gib,  passes,  a  slot  hole 
being  provided  to  allow  for  draft  of  key,  and  nuts,  i  i,  to  hold  key 
securely  in  place.  The  hea<l,  d,  of  gib  bo)ds  the  strap  in  the  usual 
way,  but  on  the  other  end  a  nnt,  h,  is  placed,  resting  on  a  circular 
washer,  e,  notched  at  the  key.  The  diameter  of  this  part  of  tbe  gib 
is  made  more  than  the  thickness  of  the  gib,  to  gain  strength,  but  the 
extension,  n,  may  be  made  lees. 

This  plan  may  be  resorted  to  with  advantage  to  strengthen  existing 
stubs,  giving  the  bolt  to  tbe  strap  and  screw  adjustment  and  holding 


to  the  key.  j.  h.  c. 

Cryrtalliied  or  Bomt  Iron. — In  a  previous  nunber  of  the 

"  Journal,"  the  views  of  Mr.  W.  M.  Williams  npoo  the  origin  of  bomt 
iron,  or  Iron  which  has  been  damaged  by  reheating,  with  the  uga- 
ments  sostaioiog  them,  were  presented  to  omr  readers,  in  whi^  that 


Jtetiu  and  NaieUiei.  367 

gentleman  supported  the  opinion  that  the  injurions  effects  are  pro- 
daeed  hy  the  absorption  of  oxygen,  which  really  burns  the  substance, 
partially  removing,  in  the  case  of  steel,  the  carbon  and  imprisoning 
carbonic  oxide  in  its  interior,  and  in  case  of  iron,  oxidizing  the  metal 
itself;  in  either  case,  breaking  the  continuity  of  the  texture,  and 
hence  its  tenacity,  by  the  introduction  of  worthless  Combustion  pro- 
ducts. 

M.  Garon,  maintains,  however,  that  the  deterioration  of  "  burnt  '* 
iron  is  due,  not  to  the  absorption  of  gases,  but  simply  to  the  action 
of  heat  modifying  the  molecular  constitution ;  and  this  opinion  he 
supports  by  the  following  experiments :  A  piece  of  iron,  with  good 
fibrous  properties,  was  broken  into  small  pieces ;  some  were  placed 
in  the  fire  of  an  ordinary  forge,  and  raised  to  a  welding  heat ;  others 
were  placed  in  a  porcelain  tube,  and  raised  to  the  same  temperature 
in  a  current  of  hydrogen  or  nitrogen.  Both  were  similarly  cooled, 
and  both  presented  the  crystalline  atructore  of  burnt  iron. 

The  same  author  supports  the  opinion  that  vibration  has  not  the 
slightest  effect  in  rendering  iron  brittle,  or  in  modifying  its  fibrous 
texture,  and  that  the  explanation  of  frequent  breakages  is  to  be 
ascribed  lather  to  bad  form,  or  to  the  original  inferiority  in  the  qual- 
ity of  the  iron.  He  likiewise  combats  the  idea  that  the  frequent 
fracture  of  railway  axles  in  cold  weather,  and  the  cryatalliied  texture 
of  the  broken  bars,  is  any  proof  that  cold  is  the  caaae  of  the  crystal- 
lization and  consequent  brittleness,  urging  that  there  is  no  evidence 
this  was  not  the  condition  of  the  metal  before  use,  and  that  the  greater 
hardness  of  the  ground,  greater  severity  of  shocks,  fcc,  are  the  more 
rational  reasons  for  such  accidents. 

New  Mode  of  Propelling  Ships.— A  contemporary  contains 
an  account  of  an  experimental  trial  upon  a  i^mall  model  of  a  vessel, 
the  design  being  to  test  the  practicability  of  a  new  mode  of  propel-  ' 
ling  ships.  The  inventor  proposes,  by  a  novel  contrivance,  to  make 
the  waves  acting  on  the  hull  of  the  ship  do  the  work  of  propelling  it. 
Beneath  the  keel  of  the  veesel  he  fixes  two  oblong  steel  frames,  each 
fitted  with  two  sets  of  blades,  which  open  and  shut  crosswise.  One 
frame  is  secured  to  the  fore  part,  the  other  to  the  stem  of  the  vessel. 
When  the  vessel  rises  in  the  sea,  the  presence  of  water  upon  the 
frames,  it  is^said,  forces  her  forward ;  and  when  she  sinks,  the  open- 
ing of  the  blades  would  form  the  opposite  angle,  and  continue  the 
onward  motion.    The  opening  or  closing  of  the  blades  on  either  side, 
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M  the  ressel  rolls,  it  is  claimed  will  hare  the  effect  of  steadying  the  no- 
tion of  the  ship.  The  angle  of  the  frames  may  be  increased  or  dimin- 
ished according  to  the  state  of  the  weather.  To  stop,  the  blades  in 
the  frames  are  closed. 

The  inventor  believes  thst  the  plan  woald  furnish  sufficient  propel- 
ling power  to  ships  not  requiring  to  travel  with,  great  speed,  and  would 
supply  them  with  a  limited  amount  of  rigging  as  auxiliary  against 
accident,  or  whenever  there  is  not  sufficient  motion  at  sea  to  raise  the 
vessel  several  feet,  which  is  rarely  the  case.  At  the  trial,  a  miniature 
veMel,  7  feet  in  length,  held  its  way  against  the  tide,  and  even  in 
comparatively  still  water  travelled  at  considerable  speed. 

Wrought  Iron  Hm. — Certain  English  journals  speak  highly  of 
the  anticipations  formed  of  the  new  railway  sleeper  recently  brought 
out  in  England.  The  constructors  of  railroads  in  tropical  countries, 
it  seems,  are  disposed  to  regard  them  with  special  favor.  In  India, 
our  authority  tells  us,  unusual  difficulties  are  experienced  with  the 
wooden  sleeper — the  dry  rot  and  the  white  ants  seldom  allow  them, 
even  when  protected  by  chemical  preparation,  a  longer  lease  for  use- 
fulness than  three  years.  The  new  sleeper  is  expected  to  show 
decided  advantages.  It  is  made  up  of  a  number  of  webs  and  plates 
of  rolled  iron,  riveted  together  and  pierced  with  bolt  holes  for  the 
chains.  On  the  score  of  cost,  it  is  estimated,  that  this  will  not  exceed 
that  of  the  best  wooden  sleepers  by  more  than  a  shilling  each,  while 
ten  times  the  wear  is  anticipated  from  them  in  tropical  countries,  and 
three  or  four  times  in  Europe.  Those  in  use  oh  several  Belgian  rail- 
ways are  pronounced  to  be  all  that  are  claimed  for  them. 

A  Submerged  Bridge. — A  bill  is  at  present  pending  in  Con- 
gress to  incorporate  the  New  York  and  Brooklyn  Submerged  Tubular 
Bridge  Company,  the  object  of  which  is  to  run  a  tube  under  the  East 
River,  to  connect  the  two  cities  named  above.  The  bill  will  authorise 
the  laying  of  a  wrought  iron  tube  2640  feet  long,  60  feet  broad 
in  the  clear,  and  24  feet  high,  at  a  cost  of  $2,500,000.  The  tube  is 
designed  to  accommodate  foot  passengers,  vehicles  and  railway  cars. 
It  is  anticipated  that  the  committee  having  it  under  consideration  will 
report  favorably  upon  it. 

Leoture  lUustrations  of  Diflosion,  fto.— Mr.  Ferd.  Fischer 

illustrates  the  phenomenon  of  diffusion  of  gases  in  the  following  man- 
ni^r  :*  This  apparatus,  figured  opposite,  is  a  modification  of  the  one 

*  Ber.  d.  d.  chem.  OeielL  v,  264. 
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nearly  ftlwajs  used  for  the  purpoae,  and  oouaisu  eMenti»Iiy  in  inr- 
ronading the poroQS cylinder,  A,  (fig.  1),  withabell  glkn,  £,  having* 
doably  perforated  cork,  furniibed  with  glaM  tnbeH  for  supplying  the 
interior  with  varions  gases;  while  the  long  tobe,  B,  termiitstes  in  a 
flaak,  C,  nearly  filled  with  a  colored  liqnid,  nnd  famished  alHn  with  a 
dottbly  perforated  cork,  the  second  opening  in  which  in  occupied  by  a 
amall  tnbe  terminating  just  above 
the  fiaak. 

If  now  carbonic  acid  gas  is  intro- 
duced into  E,  the  colored  liqnid  in 
C  rises  in  B  to  a  consiilerablr 
height;  astrongcurrentof  hydrogen 
throngh  the  other  tube  caosen  the 
fluid  almost  instantly  to  be  ejected 
from  0  to  a  height  nearly  equal  tu 
that  of  the  apparatus. 

Spteifie  OriwUif. — Fig.  2  is  a 
nodifioatioQ  of  the  first,  for  thi- 
parpose  of  simply  illustrating  the 
relative  specific  gravity  of  gases ; 
e  is  aa  ordinary  lamp  chimney  set 
apoQ  the  edge  of  the  funnel,  whilf 
4  is  prolonged  from  the  lower  Saik 
to  a  oonsldenible  distance. 

By  leading  into  e,  a  gas  heavier 
than  the  atmospheric  air,  the  liquid 
in  e  rises  in  b  ;  the  heavier  the  gw 
the  higher  the  rise  in  h. 

Gases  lighter  than  the  air  drive  the  liquid  up  the  tubed;  the  lighter 
the  gas  the  higher  the  column  rises. 

FUme  Seactions  vith  Hydrogen  Ou.— Mr.  W.  F.  Barreu 

has  published  some  interesting  observations  on  the  phenomena  asso- 
ciated with  a  hydrogen  flame,  of  which  a  brief  abstract  is  given  below,* 
The  gas  is  thoroughly  purified  by  washing  with  potash  and  subse- 
quently with  nitrate  of  silver  or  perchloride  of  mercury,  and  is  to  be  led 
(hroogh  a  hlaek  rubber'tube  to  a  steatite  jet,  and  burned  in  a  perfectly 
dark  room  free  from  dust.  Under  these  circumstances,  it  appears  that 
the  flame  possesses  a  faint  reddish-brown  tinge,  while  a  stream  of  lomin- 

<  NaUre  v.  483. 
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osity  extendi  upwards  beyond  the  flame  proper,  to  more  than  biz  times 
its  length.  When  brought  into  contact  with  solid  bodies,  in  maoy 
cases  phosphorescent  effects  are  produced.  Sandpaper  brought  into 
it  for  a  moment  shows  a  vivid  green  light,  remaining  for  some  seconds 
after  the  flame  is  extinguished.  Writing  paper,  marble,  gypsum  and 
granite  gave  similar  effects.  The  presence  of  the  least  trace  of  sul- 
phur, either  in  the  air  in  the  delivery  tube^,  or  upon  the  objects 
tested,  invariably  cause  a  deep  blue  coloration  of  the  flame.  As  a 
chemical  reagent  for  detecting  sulphur,  the  author  pronounces  the 
flame  to  be  wonderfully  sensitive.  Phosphorus  and  its  compounds  give 
a  green  color  to  the  flame,  and  carbonic  acid  at  once  imparts  to  it  a 
pale  lilac  tinge. 

From  these  observations  it  would  seem  that  pure  hydrogen  might 
be  made  serviceable  in  producing  phosphorescent  effects,  and  in  test- 
ing for  slight  traces  of  sulphur,  phosphorus  and  certain  gases. 

A  New  Test  tbX  Anenic — ^Bettendorf*  has  simplified  Hager's 
method  of  testing  for  this  substance,  and,  it  would  seem,  has  rendered 
it  peculiarly  suitable  for  testing  pharmacqucical  preparations  for  slight 
impurities  from  this  element. 

The  method  of  testing  commercial  sulphuric  acid  for  traces  of 
arsenic  will  give  a  fair  illustration  of  the  author's  process. 

A  small  quantity  of  protochloridc  of  tin,  in  a  shallow  dish,  is  cov- 
ered with  pure  hydrochloric  acid  (1*12  sp.  gr.)  until  it  is  dissolved. 
To  this  is  added,  drop  by  drop,  the  sulphuric  acid  to  be  tested,  the 
vessel  being  agitated  at  each  addition.  This  addition  will  cause  con- 
siderable heating,  and  if  no  arsenic  is  present  the  liquid  will  remain 
clear.  If  arsenic  is  present  in  the  smallest  quantities  the  liquid  will 
be  colored  first  yellow,  then  brown,  and  finally  a  dark  greyish-brown> 
becoming  at  the  same  time  turbid. 

The  process,  while  far  more  readily  carried  out  than  Marsh's,  is 
declared  to  be  nearly  equal  to  it  in  delicacy. 

A  New  Photographic  FrOCeSB.— A  printing  process,  by  which 
a  photographic  image  can  be  developed  upon  paper,  sensitised  with 
various  metallic  salts  without  the  agency  of  light,  has  lately  been  an- 
nounced to  the  French  Academy  by  Prof.  Merget  of  Lyons.  The 
observations  upon  which  this  process,  which  bears  a  very  remote  re- 
semblance to  the  old  daguerreotype,  is  founded,  are  stated  to  be  that 

*  Dingler's  Joar.,  ceii,  38A. 
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mercury  possesses  the  property  of  yoktilizing  continaously  at  all  tem- 
peratures, that  these  vapors  may  be  condensed  upon  numerous  sub- 
stances (such  as  carbon,  platinum,  &c.,)  without  chemically  affecting 
them, — while  upon  the  solutions  of  salts  of  the  precious  metals  these 
▼apors  hare  a  rapid  reducing  action.  This  reducing  action  being 
purely  chemical,  can,  therefore,  take  place  in  the  dark,  and  the  print- 
ing process  is  therefore  rendered  independent  of  the  light. 

The  following  is  given  as  the  modui  operandi : 

An  ordinary  glass  negative,  protected  from  the  chemical  action  of 
the  mercury  by  a  coating  of  platinum  or  carbon  particles  (how  ?)  is 
exposed  to  the  action  of  the  vapors.  The  vapor  condenses  more  or 
less  densely  upon  the  image,  and  the  plate  is  then  brought  into  con- 
tact with  the  sei^sitised  paper ;  prepared,  as  stated  above,  by  dipping 
into  a  bath  of  any  of  the  soluble  salts  of  the  precious  metals.  The 
mercural  particles  covering  the  image  at  once  reduce  the  salt  upon 
the  paper,  the  consequence  being  the  production  of  a  metallic  image 
with  every  gradation  of  tint  upon  the  paper.  When  the  nitrate  of 
silver  is  used,  the  print  is  said  to  be  identical  with  that  obtained  with 
the  ordinary  printing  proce99f •  and  is  treated  in  a  similar  nfuiiu^r  to 
render  it  permanent  and  heighten  its  tone.  In  this  way,  it  is  said^ 
prints  may  be  secured  in  platinum  or  palladium,  which  need  simply  to 
be  washed  with  water  to  be  far  more  durable  than  the  paper  upon 
which  they  are  attached. 

This  plan,  if  the  details  are  as  simple  as  described,  may  prove  to  be 
of  much  practical  interest,  perhaps  even  in  the  reproduction  of  photo- 
graphic images  by  mechanical  means,  which  is  now  attracting  so  much 
attention. 

The  Oxygen  Light.— The  plan  of  Tessi^  du  Motay,  which  has 
been  for  some  time  past  in  operation  upon  some  of  the  princi)>al  bou- 
levards of  Paris,  has  been  found  unsatisfactory  in  several  particulars, 
and  we  are  informed  that  the  lights  have  been  removed.  In  addition 
to  the  use  of  burning  gas  with  oxygen,  it  may  be  stated,  this  process 
requires  the  introduction  of  a  super-carburetting  apparatus.  It  would 
seem  that  practical  difficulties  other  than  the  cheap  preparation  of 
oxygen  gas,  must  be  overcome  before  an  oxygen  light  can  be  made 
successful. 

The  T^m^ratnre  at  the  Sun's  Surface.— A  number  of  emi- 
nent scientists  are  at  present  engaged  in  the  solution  of  this  interest- 
ing problem.     The  results  thus  far  announced  are  extremely  nnsatis- 
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factory ;  some  of  them  differing  very  widely.  As  an  instance  of  this 
difference  in  opinion,  it  may  be  said  that  the  famous  astronomer  and 
spectroscopisty  Pater  Secchi,  maintains  this  temperature  to  be  aboat 
ten  million  degrees  Centigrade. 

At  a  recent  stance  of  the  French  Academy,  in  defending  his  esti- 
mate against  the  mnch  lover  figures  of  Ericsson,  ZSllner  and  Faye, 
St.  Claire  Deville  asserted  that  he  was  engaged  in  investigating  the 
subject,  and  that  his  results  fixed  the  temperature  at  about  three  or 
four  times  the  melting  temperature  of  platinum,  about  6000  to  8000 
degrees  (C.)  Mr.  VauUe  also  announced  an  ingenious  theory  upon 
the  same  subject,  fixing  the  debated  figure  at  10,000  degrees  (C.) 
Finally  M.  Fizeau  stated  that,  having  compared  the  solar  light  with 
that  of  the  carbon  points  of  the  electric  light,  he  had  been  able  to  es- 
timate that  the  former  was  about  three  times  as  intense  as  the  latter, 
and  hence,  assuming  the  relative  calorific  intensity  to  be  in  propor- 
tion to  the  luminous  intensity,  he  had  arrived  at  the  figure  of  8000 
degrees  (C.)  as  the  correct  ono. 

A  New  Use  for  the  Aniline  Colon.— Mr.  F.  SpringmShI 

recommends  the  use  of  alcoholic  solutions  of  various  gums  (shellac, 
sandaracb,  &c.),  to  which  various  aniline  colors  have  been  added,  in 
coloring  all  kinds  of  paper,  leather,  linen,  kc* 

The  gum  solution,  which  should  be  thin,  penetrates  entirely  through 
the  paper  and  gives  to  it  an  even  tone.  The  operation  is  simply  to 
place  the  coloring  liquid  in  a  shallow  dish,  and  to  draw  the  substance 
to  be  colored  through  it,  which  is  subsequently  hung  up  to  dry ;  when 
dry  another  color  can  readily  be  produced  upon  one  of  the  sides. 
Sandaracb  is  said  to  produce  matt ;  shellac  and  most  other  gums,  a 
lustrous  color.  By  adding  to  the  lac  solutions  a  small  quantity  of 
some  etherial  oil,  the  substance  may  at  the  same  time  be  perfumed. 
By  judiciously  mixing  several  of  the  lacs,  any  desirable  tint  can  be 
produced. 

A  Pressure  Ooage  for  Onns.— The  principle  suggested  by 

Tresca*s  experiments  on  the  flow  of  solids  has,  we  arc  informed,  been 
applied  in  practice  for  determining  the  pressure  produced  in  the  bore 
of  large  guns.f  A  cylindrical  hole,  bored  into  the  gun,  is  filled  by  a 
block  of  lead,  supported  behind  by  a  steel  block,  through  which  is  a 

•  Zeitschr.  f.  F&rberei,  1871.  No.  41. 
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sm^l  cylindrical  hole.  When  pressare  acts  on  the  lead,  a  portioii  of 
it  is  forced  into  the  hole  in  the  steel  block.  Bj  estimating  the  Tolame 
of  the  lead  foand  in  the  cayitj  after  a  discharge,  a  means  of  measur- 
ing the  pressure  exerted  within  the  gun  is  given. 

Separation  of  Potassa  and  Seda.— One  of  the  nicest  opera- 
tions in  the  analytical  laboratory,  demanding  at  once  patience  and 
skill,  consists  in  the  separation  of  these  substances.  The  reagent 
usually  employed  in  this  separation  is  the  chloride  of  platinum,  and 
its  employment  is,  in  many  respects,  unsatisfactory. 

In  this  connection  M.  Th.  Schlosing  has  presented  to  the  French 
Academy  a  paper,  in  which  he  makes  a  most  favorable  presentation 
of  the  method  long  ago  proposed  by  M.  Chevreul  (but  which,  if  it 
has  ever  been  used,  has  been  altogether  abandoned),  founded  upon 
the  insolubility  of  the  perchlorate  of  potassa  in  alcohol.  It  ap- 
pears that  the  potash  salt  is  the  only  one  with  this  acid  which  gives 
such  an  insoluble  precipitate,  and  a  ready  method  of  separation  is 
thus  given  ;  so  easy,  indeed,  from  all  appearances,  that  the  difficulty 
of  preparing  the  reagent  has  probably  been  the  cause  of  its  abandon- 
ment for  so  long  a  time.  M.  SchlMng,  after  stating  the  results  of 
some  analyses  conducted  upon  this  plan,  and  which  are  extremely  ac- 
curate, gives  a  method  of  cheaply  preparing  the  perchlorate  of  am- 
monia, the  reagent  which  he  prefers  for  the  purpose.  One  method 
which  he  recommends,  is  to  form  the  chlorate  of  soda  by  leading  chlo- 
rine into  a  solution  of  common  salt.  From  the  dry  salts  obtained  by 
evaporation  to  dryness,  the  chlorate  alone  deposited  by  saturating 
boiling  water  with  them ;  and  cooling,  the  chloride  remains  in  solu- 
tion. The  perchlorate  is  formed  from  the  chlorate  so  obtained  by 
heating ;  the  mixture  of  salts  obtained  being  separated  by  dissolving 
in  very  little  water,  when  only  perchlorate  goes  into  solution.  To 
this  is  added  boiling  water  and  a  saturated  solution  of  chloride  of  am- 
monium, and  upon  cooling,  the  desired  salt,  perchlorate  of  ammonia 
is  obtained  in  large  crystals. 

Konoombustibe  Coatings  for  inflammible  substances,  like  wear- 
ing apparel,  &c.,  have  been  frequently  recommended,  under  various 
circumstances,  to  prevent  or  at  least  to  greatly  mitigate  the  dreadful 
accidents  which  are  of  such  common  occurrence."^ 

With  this  object,  M.  A.  Pasters,  while  approving  of  the  use  of  the 
tungstate  of  soda,  recommends  the  substitution  for  it  of  a  cheaper 
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mixture,  which  he  asserts  to  be  equally  efficient,  riz.,  a  mixture  of  4 
parts  of  borax  and  8  parts  of  sulphate  of  magnesia.  These  sub- 
stances are  to  be  mixed  together  just  before  being  neededf  dissolved 
in  from  20 — 30  parts  boiling  water.  The  goods  are  then  to  be  im- 
mersed, wrung  out  and  dried. 

Obituary.* — Samuel  F.  B.  Morse. — <^Prof.  Morse  died  at  his 
residence,  in  New  York  City,  on  the  4th  of  April,  at  the  advanced 
age  of  81  years.  Few  Americans  have  attained  so  world-wide  a 
renown  as  Mr.  Morse,  growing  chiefly  out  of  his  success  in  devising 
and  introducing  the  system  of  electric  telegraphy  which  bears  his 
name. 

'^  The  earlier  years  of  his  life,  after  graduating  at  Yale  College,  in 
1810,  were  devoted  to  the  study  of  the  fine  arts,  which  he  pursued  for 
some  time  in  London,  under  Benjamin  West,  the  painter.  In  sculp- 
ture he  was  so  successful  that  his  *•  Dying  Hercules '  was  crowned  by 
the  gold  medal  of  the  Adelphi  Society  of  Arts,  of  London. 

^^  The  germs  of  his  immortal  invention,  which  were  undoubtedly 
long  slumbering  in  his  mind,  appear  to  have  been  stimulated  by  a  dis< 
cussion  which  took  place  on  board  the  packet  ship  *  Sully,'  in  the 
autumn  of  1832,  while  on  his  way  to  America. 

*'  Soon  after  his  arrival  in  New  York  he  occupied  himself  in  matur- 
ing his  plans  by  an  attempt  to  construct  an  apparatus.  In  1835  he 
completed  his  first  rude  single  receiving  instrument,  which  he  pro- 
duced in  duplicate  in  1837.  In  the  January  number  of  ^  Silliman's 
Journal '  for  1888  will  be  found  the  first  notice  of  the  Morse  system 
of  telegraphic  notation,  with  a  specimen  of  the  record  then  used. 

*^  After  several  years  vainly  spent  in  endeavoring  to  secure  assist- 
ance from  his  own  government,  and  recognition  of  his  rights  abroad, 
he  was  gratified  in  receiving,  on  March  4th,  1843,  an  appropriation 
of  $30,000  from  Congress,  to  aid  in  building  a  telegraphic  line  be- 
tween Washington  and  Baltimore,  which,  after  many  difficulties,  he 
accomplished  in  1844. 

«« From  this  first  successful  attempt,  the  system  of  Morse  has  spread 
with  great  rapidity,  and  is  now  in  use  in  almost  every  civiliied  coun- 
try. Honors  were  showered  upon  the  inventor  by  most  of  the  lead, 
ing  governments  of  Europe,  in  honor  of  his  eminent  services. 

^*  Prof.  Morse  was  distinguished  by  great  amenity  of  manners,  and 

*  From  a  notice  by  Prof.  K.  SillimaD,  in  the  Amer.  Jonr.  of  ScL,  iii,  III,  399. 


Zentmaytr — A  Netc  Erecting  PrUm,  875 

kindness  of  heart,  which  endeared  him  to  a  large  circle  of  friends. 

He  was  emphatically  an  inventor^  using  the  discoveries  of  science  to 
perfect  his  inventions.  Gifted  with  a  far-reaching  mind,  and  indomi- 
table energy,  his  faculties  were  employed  in  conferring  a  great  bless- 
ing upon  the  hmuan  race." 

Steam  Boiler  Szploeioiie. — We  have  been  favored  with  a  copy 
of  a  letter  of  Judge  J.  P.  Bradley,  of  the  Supreme  Court  of  the  U.  S., 
to  the  Secretary  of  the  Treasury,  strongly  recommending  better  legis- 
lation in  this  matter,  and  urging  a  thorough  system  of  experiments 
upon  boilers  actually  in  service,  to  be  authorized  by  Congress,  and  to 
be  supported  by  a  liberal  appropriation  of  money — the  object  being 
to  determine  the  faults  in  ordinary  construction  of  boilers,  to  devise 
means  of  preventing  dangerous  pressure,  and  to  acquire  certainty 
concerning  as  to  the  true  causes  of  explosions,  so  that  the  penal  laws 
on  the  subject  may  be  enforced. 

The  following  is  a  draft  of  the  act,  which  it  is  hoped  will  receive 
the  favorable  attention  of  the  Secretary  and  of  Congress : 

AN  ACT  TO  AUTHORIZE  JNQUIBIES  INTO  THE  GAUBR8  OF 

STEAMBOILER  EXPLOSIONS. 
Be  it  eniicted^  (cc. 

Section  I.  That  the  President  of  the  United  States  be;  and  he  is  hereby, 
authorized  to  caose  such  experiments  to  be  made  and  such  information  to  be 
collected  as,  in  his  opinion,  may  be  useful  and  important  to  guard  against  the 
bursting  of  steam-boilers ;  and  that  he  be  reauired  to  communicate  the  same 
to  Congress ;  and  that  the  sum  of  one  hundrea  thousand  dollars  be  appropri- 
ated for  the  purpose  of  this  act. 


OPTICAL  SECTION. 

(Extracts  from  proceedings  of  the  stated  meeting,  held  April  27th,  1872.) 

A  New  Erecting  Frism. — By  Joheph  Zentmayer, — Mr. 

Joseph  Zentmayer  exhibited  and  described  a  single  prism,  which 
erects  the  image  completely,  and  in  sach  u  way  that  the  incident  and 
emerging  rays  arc  parallel,  which,  as  far  as  we  know,  was  never 
accomplished  before. 

In  connection  with  the  microscope,  as  it  was  shown,  it  interfered 
very  little  with  the  definition,  and,  although  the  light  is  twice  refracted 
and  reflected,  the  loss  of  light  is  much  less  than  one  would  expect. 

With  the  microscope,  the  prism  is  placed  right  above  the  objective, 
and  the  instrument  may  be  used  in  any  inclined  position. 

A  pair  of  such  prisms  might  be  used  also  for  an  erecting  binocular 
microscope,  of  which  the  two  bodies  have  the  same  inclination  to  the 
stage. 


"•TC  notarial 

Fig.  1  ahowB  the  front  Knd  profile  of  the  priBm.    The  projection  of 
the  front  is  a  sqaare,  th»t  of  the  profile  »a  iaoeeeles  triangle.    Tlia 


angles  at  the  base  of  the  triangle  iire  27°19  for  crown  gUss  of  i 
refracting  index  of  1*53,  in  order  to  obtnin  the  greatest  apertnre 
combined  with  the  sm.tllest  prUui. 

Fig.  2  is  a  view  from  above.  The  rays  A,  B  and  C  of  figs.  1  and 
2  are  the  identical  ones,  their  dotted  paru  are  the  projections  of  the 
raja  inside  of  the  glass,  and  their  course  may  be  re&dity  followed  ii 
the  profile,  fig.  1,  where  the  upper  ray,  A,  emerges  as  the  lower  one, 
and  the  lower  ray,  C,  as  the  npper  one. 

As  the  ray  A  enters  in  the  perpendicular  line  above  the  lower  edg^ 
it  will  not  be  reflected 
out  of  its  plane,  while 
the  rays  B  and  C,  enter- 
ing the  left  side  of  the 
prism,  reach  the  inclined 
faces,  from  which  they 
are  reflected  to  the  oppo- 
site lower  one,  and  are 
changed  in  their  course 
to  the  right,  from  here  again  reflected,  to  emerge  at  the  correapiHidiDg 
opposite  point. 

Fig.  8  is  a  perspective  representation  of  the  prism. 
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REPORT  OF  THE  COMMIHEE  OF  JUDGES  UPON  THE  TRIAL  OF 

STEAM  BOILERS.-AM.  INSTITUTE,  1871. 

The  report  of  the  Committee  of  Jadges  of  Department  Y,  Group 
I,  upon  the  steam  boilers  placed  in  competition  at  the  Fair  of  the 
American  Institute  of  1871  has  been  made  public. 

The  boilers  tested  were  five  in  number,  the  Root,  the  Allen,  the 
Phleger,  the  Lowe  and  the  Blanchard. 

We  make  room  for  extended  extracts  from  the  report,  as  we  believe 
this  to  have  been  the  first  critically  exact  test  of  the  steaming  power 
and  the  economical  performance  ever  made  upon  a  large  scale,  and  it 
is  therefore  of  exceptional  value  to  all  steam  users  and  boiler  manu- 
facturers, as  the  onlj  available  source  of  accurate  information  in 
regard  to  the  types  of  boiler  tested  and,  as  what  the  Committee  de- 
signed to  make  it,  a  reliable  standard  of  comparison. 

The  Committee,  after  considering  the  relative  standing  of  the  boil- 
ers as  regards  safety  and  durability,  and  expressing  a  belief  in  the 
ultimate  success  of  that  class  of  boilers  called  **  sectional,"  proceed 
as  follows  to  describe  their  method  of  determining  the  value  of  the 
boilers  under  consideration  in  economy  of  fuel  and  capacity  for 
making  tteam : — Ed. 

On  these  two  points  your  Committee  felt  it  their  duty  to  make  a 
careful  report,  based  upon  a  thoughtfully  devised  and  critically  accu- 
rate series  of  experiments. 

The  usual  test  of  the  economy  of  a  boiler  and  of  its  capacity  for 
making  steam  consists  simply  in  determining  the  quantity  of  water 
passing  through  it  and  the  amount  of  fuel  consumed  in  the  same  time, 
taking  the  weight  of  water  used  per  pound  of  coal  as  a  measure  of 
the  economy,  and  the  total  amount  of  water  recorded  in  a  given  time 
as  a  measure  of  the  steaming  capacity. 

But  steam  boilers  usually — and  invariably  when  unprovided  with 
superheating  apparatus — furnish  *^wet  steam,"  and  the  weight  of 
water  passing  off  unevaporated  is  sometimes  greater  than  the  real 
weight  of  steam  made.  In  order  to  make  a  reliable  and  valuable 
report  upon  these  points,  it  becomes  necessary  to  determine  what  is 
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the  real  evaporation  of  each  boiler  and  what  weight  of  water  passes 
over  unevaporated. 

Another  extremely  important  fact,  and  one  which  should  alone  in- 
duce the  Committee  to  propose  and  the  Institute  to  permit  them  to 
adopt  an  exact  method  of  determining  the  true  evaporative  elGeieney 
of  the  steam  boilers  presented  for  their  judgment,  is  that  ignorant  or 
dishonest  venders  of  peculiar  forms  of  boilers  have  frequently  de- 
ceived the  public  and  have  imposed  upon  purchasers  by  apparently 
well-substantiated  statements  that  their  boilers  have,  by  actual  test, 
evaporated  fourteen,  fifteen,  or  even  in  some  cases  twenty  pounds  of 
water  per  pound  of  fuel  consumed — the  purchaser  being  unaware  of 
the  fact,  so  well  known  to  scientific  men  and  to  engineers,  that  were 
it  possible  to  obtain  one  pound  of  coal  absolutely  free  from  all  impa- 
rities and  composed  of  pure  carbon,  it  would,  if  burned  where  no 
loss  of  heat  could  take  place,  and  with  the  feed  water  at  a  tempera- 
ture of  212  degrees  Fahrenheit,  evaporate  but  about  fifteen  pounds 
of  water,  and  that  under  the  usual  circumstances  of  comparatively 
cold  feed  water  and  high  pressure  of  steam,  and  with  waste  of  heat 
by  the  chimney  and  in  every  direction  by  radiation,  very  much  leu 
than  fifteen  pounds  must  be  evaporated  by  the  very  best  boiler  that 
man  can  build. 

In  order,  therefore,  to  assist  honest  and  skillful  builders  in  pre- 
venting such  injury  of  their  business  by  those  who  would  either  know- 
ingly or  ignorantly  take  advantage  of  the  lack  of  information  pos- 
sessed by  the  public,  the  Committee  considered  it  a  duty  and  a  privi- 
lege to  furnish,  if  possible,  a  weapon  that  might  be  made  effective  in 
protecting  the  public  as  well  as  manufacturers  against  such  ingno- 
rance  or  dishonesty.  This  they  proposed  to  do  by  determining  accu- 
rately the  performance  of  these  five  boilers,  which  they  considered  to 
include  some  that  rate  among  the  best  boilers  made,  and  thut  to  fur- 
nish a  standard  that  should  at  all  times  be  valuable  for  purposes  of 
comparison. 

The  method  adopted  by  the  Committee  of  Judges  is  an  extremely 
simple  one  in  principle,  and  has  often  been  before  proposed  by  engi- 
neers. Its  earliest  conception,  probably,  dates  many  years  back.  The 
expense  attending  the  building  of  the  necessary  apparatus  and  the 
preparations  for  and  the  prosecution  of  such  an  exact  investigation! 
has  prevented  the  earlier  adoption  of  the  plan,  notwithstanding  the 
fact  that  its  importance  has  long  been  recognized.  The  intelligent 
liberality  of  the  Board  of  Managers,  who  promptly  acquiesced  io  the 
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proposal  of  the  Committee,  and  directed  the  committee  of  the  board, 
to  whom  was  assigned  Department  V,  to  assist  in  the  prosecution  of 
the  work,  has  enabled  the  American  Institute  to  practically  inaugu- 
rate this  method  of  testing  steam  boilers.  The  apparatus  required  in 
"Conducting  the  proposed  tests  was  prepared  by  direction  of  the  chair- 
man of  the  committee,  under  the  immediate  supervision  of  Mr.  J.  W. 
Blake,  the  Superintendent  of  Machinery.  To  the  competing  manu- 
facturers, as  well  as  to  the  Superintendent,  the  Committee  are  in- 
•debted  for  valuable  suggestions. 

A  large  wooden  tank  was  prepared,  in  which  was  built  a  surface 
condenser  having  an  area  of  about  eleven  hundred  (1,100)  square  feet 
of  cooling  surface.  This  latter  was  made  by  connecting  up  the  requi- 
site number  of  tubes,  obtained  from  the  Root  Steam  Engine  Company, 
the  peculiar  method  of  connection  adopted  in  the  Root  boiler  afford- 
ing excellent  facilities  for  so  doing.  The  Committee  are  greatly  in- 
-debted  to  Mr.  J.  B.  Root  for  assistance  kindly  tendered  in  this  mat- 
ter. Water  from  the  hydrants  was  led  through  Worthington  meters 
into  the  lower  part  of  the  tank,  and,  rising  among  the  tubes  of  the 
condenser,  overflowed  at  the  top. 

The  steam  from  the  boiler  on  trial  entered  the  tubes  at  the  top  of 
the  condenser,  and  the  water  of  condensation  flowed  out  at  the  lowest 
point.  The  currents  of  steam  and  of  condensing  water  thus  moved 
in  opposite  directions,  and  the  steam  was  condensed  completely  with 
the  least  possible  quantity  of  condensing  water. 

Thermometers  were  carefully  made  for  the  occasion  by  G.  Taglia- 
bue,  and  were  placed  as  follows :  One  having  a  scale  ranging  from 
SO  degrees  to  101  degrees  Fahrenheit  was  placed  at  the  inlet  of  the 
injection  water,  and  its  reading  indicated  the  temperature  of  both  feed 
and  injection ;  one  ranging  from  100  degrees  to  175  degrees  Fahren- 
heit was  placed  at  the  mouth  of  the  overflow  pipe,  and  exhibited  the 
temperature  of  the  condensing  water  when  discharged  from  the  tank ; 
one  thermometer  with  a  range  of  from  45  degrees  to  175  degrees 
Fahrenheit  was  so  placed  as  to  indicate  the  temperature  of  the  water 
of  condensation  when  leaving  the  condenser. 

Another  thermometer  was  placed  in  the  steam  space  of  the  boiler 

The  pressure  of  the  steam  was  indicated  by  two  recording  gauges, 
furnished  by  their  respective  patentees,.  M.  B.  Edson,  and  D.  P. 
Davis,  and  both  gave  satisfactory  evidence  of  efficiency.  The  indi- 
cations of  the  former  were  so  accurate  that  it  was  made  the  standard 
during  the  trial,  and  the  latter,  also  remarkably  accurate,  by  its  record 
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of  time  as  well  as  pressure,  was  a  most  valuable  check  upon  the  rec- 
ord of  the  log  as  obtained  by  obseryations  at  regular  interTals. 

The  quantity  of  water  passing  through  each  boiler  was  determined 
by  weighing  it,  800  pounds  at  a  time,  on  carefully  adjusted  scales. 

The  Superintendent  of  Machinery  and  his  assistant,  Messrs.  J.  W. 
Blake  and  J.  B.  Fitch,  who,  representing  the  Committee,  had  immediate 
charge  of  the  trials,  were  aided,  except  in  the  test  of  the  Blanchaxd 
boiler,  by  students  Henderson,  Hewitt,  Foinier,  and  Post,  of  the  Ste- 
vens Institute  of  Technology^  who,  under  the  instructions  of  the  Chair- 
man of  the  Committee,  kept  the  log  with  commendable  exactness,  and 
rendered  very  valuable  assistance. 

The  coal  used  during  the  whole  series  of  trials  was  from  the  Buek 
Mountain  Coal  Company,  Philadelphia,  Nathan  Hilles,  President.  It 
was  found  to  be  of  excellent  quality,  and  the  results  of  the  test  are, 
therefore,  more  valuable  as  a  standard  representing  the  efficiency  sf 
Qood  apparatus  with  good  fuel.  The  analysis  of  this  coal,  as  deter- 
mined by  Professor  Walter  R.  Johnson,  is  given  as  follows : 

Water,      ......  0890 

Gaseous  matter,  including  some  agate,  volatile  at 

bright  red  heat,              ....  5*515 

Carbon,     ......  91*016 

Earthy  matter  and  oxyd,               .             .             .  3*079 

100*000 
It  would  be  interesting  to  learn  the  constituents  of  the  ^^  gaseous 
matter  given  at  5*15  per  centum^  but  this  the  Committee  were  unable 
to  ascertain.  If  there  were,  however,  any  combustible  gases,  it  is 
exceedingly  unlikely  that  they  existed  in  sufficient  amount  to  appre- 
ciably raise  the  evaporative  efficiency  of  the  coal,  as  the  steam  gene- 
rating powers  of  the  anthracites  seem  to  be  precisely  proportional  to 
the  amounts  of  carbon  they  respectively  contain.  This  fact  was  well 
proven  by  Professor  Johnson,  in  the  course  of  his  very  extended  and 
valuable  researches  upon  the  constitution  and  value  of  American 
coals.  (See  Report  on  American  Coals,  p.  586.)  The  total  beating 
value  of  this  coal,  therefore,  provided  all  waste  could  be  prevented,  is 
readily  calculated,  and  would  be  18,197*32,  ''British  thermal  units;'' 
t.  e.,  one  pound  of  this  coal,  burned  without  waste,  should  be  capable 
of  raising  the  temperature  of  18,197*32  pounds  of  water  one  degree 
Fahrenheit.  This  would  be  equivalent  to  evaporating  18*65  ponnds 
of  water  at  the  temperature  of  212  degrees  Fahrenheit^  and  under 
atmospheric  pressure.    In  comparing  this  result  with  the  aetoal  per^ 
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formaDce  on  the  test,  it  should  be  remembered  that  a  large  amount  of 
coal  always  falls  through  the  grate  unburned,  and  thus  greatly  reduces 
the  practical  efficiency  of  all  coals.  The  amount  of  this  loss  can  only 
be  approximately  estimated,  and  the  Committee  judge  it  to  have  ave- 
raged at  least  fifteen  per  cent,  during  these  trials. 

The  evaporative  power  of  pure  carbon,  which  has  usually  been 
found  to  be  capable  of  developing  14,500  British  thermal  units,  is 
fifteen  pounds  of  water  per  pound  of  carbon,  the  water  being  evapo- 
rated under  the  pressure  of  the  atmosphere  at  a  temperature  of  212 
degrees  Fahrenheit.  All  of  the  results  obtained  by  the  Committee 
are  reduced  to  similar  standard  measures  of  thermal  units  developed 
per  pound  of  combustible,  and  to  the  equivalent  evaporation  from  212 
degrees  Fahrenheit.  It  is  by  the  comparison  of  these  reduced  obser- 
vations, that  the  relative  economic  efficiencies  of  the  competing  steam 
boilers  are  to  be  determined. 

The  preparations  for  the  trial  having  been  completed,  the  following 
letters  of  instruction  were  written,  and  forwarded  to  the  Superin- 
tendent of  Machinery,  by  whom  their  contents  were  communicated  to 
the  exhibitors,  and  the  agreement  of  each  to  the  proposed  terms  was 
a  condition  precedent  to  admission  for  competition : 

Fair  of  the  American  Institute, 
New  York,  October  31,  1871. 
To  the  Superintendent  of  Machinery : 

Sir,— The  Committee  of  Judges  of  Department  V,  Group  I,  having 
determined  to  make  a  thorough  test  of  the  economic  values,  and  of 
the  steaming  capacities  of  the  steam  boilers  entered  for  competition, 
you  are  hereby  authorized  and  instructed  to  make  the  necessary  pre- 
parations for  such  a  test. 

The  steam  from  each  boiler,  when  under  test,  will  be  conducted 
into  a  surface  condenser  of  a  capacity  of  at  least  eight  hundred  (800) 
6quare  feet  of  condensing  surface  ;  the  water  of  condemation  will  be 
collected  in  a  tank  placed  beneath  the  condenser,  and  there  measured ; 
the  feed  water  will  be  measured  by  a  meter,  and  the  condensing  water 
will  be  measured  in  the  same  manner,  the  meters  being  previously 
tested. 

The  pressure  of  steam  will  be  maintained  constant  (at  seventy-five 
[75]  pounds),  by  means  of  a  safety  valve  placed  between  the  boiler 
and  the  condenser,  and  the  Committee  desire  that  the  safety  valves 
entered  by  Messrs.  Bulkley  and  Lynde  be  used,  if  possible,  for  thia 
purpose,  and  that  they  thus  be  tested. 
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Each  exhibitor  will  see  that  his  boiler  is  ready  for  the  test,  hi» 
steam  pipe  well  covered,  and  valves  in  good  order.  He  will,  before 
his  boiler  is  connected  for  test,  hand  to  the  Committee,  through  the 
Superintendent  of  Machinery,  a  statement  of  the  amount  of  heating 
and  of  grate  surface  in  his  boiler,  and  a  further  statement,  that  he  haa 
read  this  letter  of  instructions,  taken  a  copy,  and  that  he  is  ready  to 
go  on  with  the  test  as  herein  proposed. 

Any  exceptions  taken  to  the  proposed  test,  or  any  detail  thereof,, 
must  be  forwarded  to  the  Committee,  in  writing,  previous  to  entering 
upon  the  test.  Any  exceptions  taken  to  the  action  of  one  exhibitor 
by  another,  or  to  the  decision  of  the  Judges  during  the  trial,  will  be 
presented  promptly  in  writing. 

It  is  to  be  understood  that  the  proposed  test  is  made  for  the  pur- 
pose of  enabling  the  Committee  of  Judges  to  make  up  their  report 
to  the  Managers,  as  required  by  regulation,  with  intelligence  and  con- 
fidence. 

In  conducting  the  test,  you  and  your  assistant  are  authorized  to 
superintend  and  to  keep  the  log,  with  the  aid  of  such  other  assistants 
as  the  Committee  may  appoint. 

The  trials  will  be  of  twelve  hours  each,  and  the  boilers  will  be 
tested  successively  in  an  order  that  will  be  determined  by  lot. 

Fires  will  be  started  at  nine  (9)  o'clock  in  the  morning  with  dry 
wood^  of  which  you  will  see  a  good  supply  on  hand ;  and  at  the  mo- 
ment when  steam  issues  freely  from  the  safety-valve  of  the  boiler^ 
the  test  will  be  considered  as  commenced,  and  the  fuel  will  be  taken 
from  the  coal  pile.     No  more  wood  will  be  used. 

The  coal  will  be  weighed  in  buckets,  carefully  oounterweighted  on 
the  scale,  and  always  filled  to  the  same  weight  precisely.  The  scales 
are  to  be  tested  and  officially  sealed  before  the  trial. 

The  ashes  will  be  weighed  dry  in  a  similar  manner. 

The  dampers  will  be  fixed  wide  open,  unless  it  should  become  evi- 
dent that  the  boiler  *'  primes ''  or  ''  foams  "  seriously  in  consequence. 

Each  half  hour  there  will  be  noted  in  the  log  the  time,  height  of 
barometer,  steam  pressure  (from  the  same  gauge  in  all  tests),  weight 
of  coal  used,  weight  of  ashes  removed,  temperature  of  external 
atmosphere,  of  the  feed  water,  water  of  condensation,  steam  in  boiler^ 
steam  pipe,  condensing  water  before  and  after  leaving  condenser 
tank,  gases  in  flues,  four  feet,  as  nearly  as  is  possible,  from  nearest 
heating  surface,  the  volume  of  water  of  condensation,  and  the  reading 
of  the  meters. 
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The  fires  will  be  attended  to  by  the  exhibitors,  and  managed  as 
they  may  think  proper.  The  water  level  will  be  fixed  at  a  proper 
height,  and  a  thread  tied  around  the  gauge-glass  at  that  point,  its 
height  above  the  bottom  of  the  glass  being  recorded ;  and  the  water 
will  be  kept,  as  nearly  as  possible,  at  that  point.  At  the  termination 
of  twelve  hours  from  the  commencement  of  the  trial,  the  stop  valve 
will  be  shut,  and  the  fires  hauled.  The  exhibitor  may,  at  his  discre- 
tion, allow  his  fires  to  burn  down  toward  the  close  of  the  trial ;  and 
will  be  credited,  in  any  case,  with  the  fuel  remaining  on  the  grate. 

A  Davis  recording  gauge,  and,  if  possible,  an  Edson  gauge,  will  be 
attached,  and  their  record  handed  to  the  Committee  at  the  close  of 
each  test. 

The  Committee  will,  at  their  own  discretion,  decline  to  proceed  in 
any  test  where  all  the  prescribed  preliminaries  have  not  been  com- 
plied with;  and  will,  should  they  consider  it  proper,  throw  out  any 
test  which  has  evidently  not  been  conducted  as  directed. 

After  the  trials  all  apparatus  will  be  again  tested,  and  measure- 
ments of  heating  and  grate  surfaces  revised. 

Very  respectfully, 

R.  H.  Thurston, 

Chairman. 

Supplementary  Letter. 

Fair  of  American  Institute, 
November  9«A,  1871. 
To  the  Superintendent  of  Machinery : 

Sir, — It  having  been  found  necessary  to  change  the  position  of  the 
meter  which  is  to  measure  the  quantity  of  injection  water  used  during 
the  proposed  test  of  steam  boilers,  and  as  it  is  now  arranged  so  as  to 
measure  the  entering  stream,  the  following  method  of  operation  with 
respect  to  the  supply  of  injection,  etc.,  will  be  adopted: 

At  the  beginning  of  each  trial  the  injection  will  remain  shut  off 
until  the  temperature  of  the  surface  water  in  the  tank  has  reached 
one  hundred  and  fifty  (150)  degrees  Fahrenheit,  when  the  injection 
will  be  turned  on. 

At  the  close  of  the  test,  after  the  steam  has  ceased  entering  the 
condenser  from  the  boiler  on  trial,  the  injection  will  remain  open 
until  it  is  found  that  the  water  entering  and  that  leaving  the  tank 
have  about  the  same  temperature,  and  evidence  is  thus  given  that  all 
of  the  heat  received  from  the  boiler  has  been  taken  away  and  nieas 
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fired.  During  this  latter  interval,  the  temperatures  of  injection  and 
of  discharge  will  be  measured  at  as  frequent  interrals  as  the  Judges 
or  their  representatives  may  consider  necessary  for  accurate  determi- 
nation of  the  quantity  of  heat  passing  off. 

The  tank  for  measuring  the  water  of  condensation  having  been 
found  to  leak  seriously,  you  will  substitute  for  it  a  vessel  in  which  the^ 
water  may  be  caught  and  accurately  weighed. 

Tou  will  see  the  precaution  taken  to  open  the  injection  cock  as 
little  as  possible,  in  order  to  use  the  least  quantity  of  water  consistent 
with  complete  condensation  of  steam. 

Very  respectfully,  yours, 

R.  H.  Thurstok, 
Chairman^  for  the  Committee. 

The  Root  boiler  was  first  connected  with  the  condenser,  and  its  trial 
commenced,  Novomber  10th.  But  it  was  found  that  the  boiler  could 
furnish  more  steam  than  the  safety-valve,  through  which  the  steam 
was  intended  to  blow  off  into  the  condenser,  could  pass.  It  became 
necessary,  therefore,  to  allow  the  steam  to  pass  directly  through  a 
stop-valve  into  the  condenser.  This  interrupted  the  trial  for  the  day, 
and  advantage  was  taken  of  the  opportunity  thus  offered  to  remedy 
all  of  the  minor  defects  that  had  been  discovered. 

On  November  13th  the  trial  of  the  Root  boiler  was  made  without 
mishap,  continuing  through  twelve  hours,  as  proposed ;  on  the  14th 
the  Allen  boiler  was  tried ;  on  the  15th  the  Phleger ;  and  on  the  16th 
the  Lowe.  After  a  series  of  mishaps,  the  Blanchard  boiler  was  also 
finally  tested  successfully  on  November  21st. 

We  annex  the  record,  given  by  the  logs,  in  exhibits  A,  B,  C,  D  and 
E. 

Calculations. 

All  calculations  are  given  in  detail,  in  exhibits  F,  G,  H,  I  and  J. 

In  calculating  the  results  from  the  record  of  the  logs,  the  Commit* 
tee  first  determined  the  amount  of  heat  caried  away  by  the  condens- 
ing water,  by  deducting  the  temperature  at  which  it  entered  from  thai 
at  which  it  passed  ofi*. 

To  this  quantity  is  added  the  heat  which  was  carried  away  by  evqh 
oration  from  the  surface  of  the  tank,  as  determined  by  placing  a  o«p 
of  water  in  the  tank  at  the  top  of  the  condenser,  at  audi  h«ight  thai 
the  level  of  the  water  inside  and  outside  the  cup  were  the  tamei  nol- 
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ing  the  difference  of  temperatures  of  the  water  in  the  cup  and  at  the 
overflow,  and  the  loss  by  evaporation  from  the  cup.  The  amount  of 
evaporation  from  the  surface  of  the  water  in  the  cup  and  in  the 
condenser,  which  latter  was  exposed  to  the  air,  was  considered  as 
approximately  proportional  to  the  tension  of  vapor  due  their  tem- 
peratures, and  was  so  taken  in  the  estimate.  The  excess  of  heat  in 
the  water  of  condensation  over  that  in  the  feed  water^  also  evidently 
came  from  the  fuel,  and  this  quantity  was  also  added  to  those  already 
mentioned. 

The  total  quantities  were,  in  thermal  units,  as  follows : 

Root,         .....     84,072,058-09 


Allen, 
Phleger,     . 
Lowe, 
Blanchard, 


.  48,241,833-60 

.  24,004,601-14 

.  38,737,217-67 

.  11,961,002-10 

These  quantities  being  divided  by  the  weight  of  combustible  used 
in  each  boiler  during  the  test,  will  give  a  measure  of  their  relative 
economical  efficiency ;  and  divided  by  the  number  of  square  feet  of 
heating  surface,  will  indicate  their  relative  capacity  for  making  steam. 
Sut  as  it  is  the  intention  of  the  Committee  to  endeavor  to  establish  a 
practically  correct  measure  that  shall  serve  as  a  standard  of  compa- 
rison in  subsequent  trials,  it  is  advisable  to  correct  these  amounts  by 
ascertaining  how  and  where  errors  have  entered,  and  introducing  the 
proper  correction. 

There  were  two  sources  of  error  that  are  considered  to  have  affected 
the  result  as  above  obtained.  The  tank  being  of  wood,  a  considerable 
quantity  of  water  catering  it,  leaked  out  again  at  the  bottom,  without 
increase  of  temperature,  instead  of  passing  through  the  tank  and  car- 
rying away  heat,  as  it  is  assumed  to  have  done  in  the  above  calcula- 
tion. The  meters  also  have  registered  rather  more  water  than  actually 
passed  through  them,  and  this  excess  assists  in  making  the  above 
figures  too  high.  The  sum  of  these  errors,  the  Committee,  after  a 
careful  consideration  of  the  several  logs,  and  inspection  of  the  appa- 
ratus, have  estimated  at  four  (4)  per  centum  of  the  total  quantity  of 
heat  carried  away  by  the  condensing  water.  The  other  two  quanti- 
ties are  considered  very  nearly  correct. 

Making  these  deductions,  we  have  the  following  as  the  total  heat, 

in  British  thermal  units,  which  was  thrown  into  the  condenser  by 

each  boiler : 

Root,       .....      82,761,884.84 
Allen,  ....  46,887,827.10 
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Phleger,  ....       23,066,685.39 

Lowe,  ....  37,228,739.07 

Blanchard,  .  .  .  •       11,485,777.35 

That  the  figures  thus  obtained  are  very  accurate,  is  shown  by  cal- 
culating the  heat  transferred  to  the  condenser  by  the  Root  and  the 
Allen  boilers  (both  of  which  superheated  their  steam,)  by  basing  the 
calculation  on  the  temperature  of  the  steam  in  the  boiler  as  given  by 
the  thermometer,  the  results  thus  obtained  being  32,728,681.76  and 
46,483,322.5,  respectively. 

Dividing  these  totals  by  the  pounds  of  combustible  consumed  by 

each  boiler,  we  get,  as  the  quantity  of  heat  per  pound,  and  as  a  meU" 

sure  of  the  relative  economic  efficiency : 

Root,              .....  10,281.53 

Allen,        .....  10,246.92 

Phleger,          .....  10,148.66 

Lowe,        .....  10,048.24 

Blanchard,      .....  10,964.94 

Determining  the  weight,  in  pounds,  of  water  evaporated  per  square 

foot  of  heating  surface  per  hour,  we  get,  as  a  measure  of  the  steaming 

capacity : 

Root,  ,  .  .  .  .  .  2  65 

Allen,    ......  8.59 

Phleger,      ......  2.83 

Lowe,    ......  3.10 

Blanchard,  .....  1.92 

It  is  but  right  to  remark  here  that,  as  is  indicated  by  the  log,  the 
fires  in  the  Root  boiler  were  allowed,  at  one  time,  to  get  much  too 
low,  and  it  is  supposed  that  the  standing  of  that  boiler  was  thus  seri- 
ously impaired.  The  fires  of  the  Lowe  boilers  were  undisturbed  during 
the  whole  trial,  its  position,  also,  being  thus  lowered. 

The  quantity  of  heat  per  pound  of  combustible,  as  above  deter- 
mined, being  divided   by  the  latent  heat  of  steam  at  212^  Fahr. 
(966^.6),  gives,  as  the  equivalent  evaporation  of  water  at  the  preseure  of 
the  atmosphere^  and  with  the  feed  at  a  temperature  of  212^  Fahr.: 

Root,         ......  10.64 

Allen,  .....  10.60 

Phleger,    ......  10.49 

Lowe,  .....  10.40 

Blanchard,  .....  11.84 

For  general  purposes^  this  is  the  most  useful  method  of  eamparism 
for  economy. 
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The  above  figures  afford  a  means  of  comparison  of  the  boilers,  irre- 
spective of  the  condition  (wet  or  dry)  of  the  steam  furnished  by  them. 
All  other  things  being  equal,  however,  the  Committee  consider  that 
boiler  to  excel  which  furnishes  the  dryest  steam ;  provided  that  the 
superheating,  if  any,  does  not  exceed  about  100®  Fahrenheit. 

In  this  trial  the  superheating  was  as  follows : 

Root,       ......  16°.08 

Allen,  .....  18°.23 

Phleger,  .....         0°. 

Lowe,  .  .  .  .  .  0®. 

Blanchard,  .....         0°. 


As  the  Blanchardy  Phleger  and  the  Lowe  boilers  did  not  superheaty 
it  becomes  an  interesting  and  important  problem  to  determine  the  quan- 
tity of  water  carried  over  by  each  with  the  steam.  This  we  are  able,  by 
the  method  adopted,  to  determine  with  great  facility  and  accuracy. 

JSach  pound  of  saturated  steam  transferred  to  the  condensing  water 
the  quantity  of  heat  which  had  been  required  to  raise  it  from  the  tem- 
perature of  the  water  of  condensation  to  that  due  to  the  pressure  at 
which  it  left  the  boiler,  plus  the  heat  required  to  evaporate  it  at  that 
temperature. 

JEach  pound  of  water  gives  up  only  the  quantity  of  heat  required 
to  raise  it  from  the  temperature  of  the  water  of  condensation  to  that 
of  the  steam  with  which  it  is  mingled. 

The  total  amount  of  heat  is  made  up  of  two  quantities,  therefore,, 
and  a  very  simple  algebraic  equation  may  be  constructed,  which  shall 
express  the  condition  of  the  problem  : 

Let  J7'=heat  units  transferred  per  pound  of  steam. 
h  =heat  units  transferred  per  pound  of  water. 
[7=total  quantity  of  heat  transfered  to  condenser. 
Tr=total  weight  of  steam  and  water,  or  of  feed  water. 
X  =total  weight  of  steam. 
W — X  =total  weight  of  water  primed. 

![-W 
Then  ff  x+h  ( W—x  )  =  U;  or,  x^^ 

Substituting  the  proper  values  in  this  equation,  we  determine  the 
absolute  weights  and  per  centages  of  steam  and  water  delivered  by  the 
several  boilers  to  be  as  follows : 
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Per  eenta^  of 
Weight  •(  Weight  of  wat«r  primed 

w»ter.  to  water  vtn^ 


orated. 

Root,  .            .       27,896.  0.  0. 

Allen,     .            .            39,670.  0.  0. 

Phleger,  .            .       19,782.94  645.06  3.26 

Lowe,      .            .            31,663  35  2,336.65  6.9 

Blanchard,      .            .       9,855.6  296.9  3. 

And  the  amount  of  water y  in  pound»y  actually  evaporated  per  pound  of 

combuitible : 

Root,  ......       8.76 

Allen,    ......  8.76 

Phleger,      .  .  .  .  .  .8.70 

Lowe,    •••...  8.55 

Blanchard,  .....       9.41 

Comparing  the  above  results,  the  Committee  are  enabled  to  state 
the  following  order  of  capacity  and  of  economy,  in  the  boilers  exhib- 
ited, and  their  relative  per  centage  of  useful  effect,  as  compared  with 
the  economical  value  of  a  steam  boiler  that  should  utilize  all  of  the 
heat  contained  in  the  fuel : 


Root, 

Allen, 

Phleger, 

Lowe, 

Blanchard, 

The  results  obtained,  as  above,  and  other  very  useful  determina- 
tions derived  from  this  extremely  interesting  trial,  are  given  in  the 
following  table,  which  the  Committee  hope  and  anticipate  may  be 
found,  by  all  who  are  interested  in  the  subject,  to  be  of  very  great  value 
as  a  reliable  record  of  the  trial  of  several  excellent  steam  boilers,  as 
a  valuable  etandard  eet  of  data  with  which  to  compare  the  results  of 
future  trials,  and  as  a  useful  aid  in  judging  of  the  accuracy  of  state- 
ments  made  by  boiler  venders  in  the  endeavor  to  effect  sales  by  pre* 
senting  extravagant  claims  of  economy  in  fuel. 

The  Committee  regret  that  the  log  of  the  trial  of  the  Blanchard 
boiler  was  very  carelessly  kept,  but  they  believe  that  the  method 
adopted  afforded  such  a  perfect  system  of  checks  that  no  appreciable 
error  was  introduced. 

They  desire  to  express  their  appreciation  of  the  neatness  and  efEh 
ciency  of  the  arrangement  by  which  provision  is  made,  in  the  Lowe 
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boiler,  for  complete  combustion  of  the  furnace  gases,  and  of  the  excel- 
lent general  arrangement  and  proportions  which  gave  to  the  Alen 
boiler  its  remarkable  high  steaming  capacity. 

As  some  authorities  consider  the  evaporation  of  one  cubic  foot  per 
hour  to  be  the  equivalent  of  one-horse  power,  column  Z  is  introdaced 
to  give  the  area  of  heating  surface  required  in  each  boiler,  per  horse- 
power, on  this  basis.     A  good,  modem  steam  engine  ought  not  to  re- 
quire more  than  one-half  the  specified  amount. 

The  Committee  conclude  with  an  expression  of  the  hope  that  th^ 
American  Institute  will  make  such  tests  of  boilers  a  regular  features 
of  its  annual  exhibitions,  and  that  a  standard  set  of  apparatus,  such 
was  here  used,  will  be  built,  every  possible  precaution  being  taken  t 
insure  accuracy  and  delicacy  in  the  instruments  provided. 

The  Committee  think  that  such  action  would  confer  a  great  benefi 
upon  the  country  and  upon  the  Institute,  and  that  pecuniarily  it  woul 
be  also  of  advantage  to  the  Institute,  which  should  make  a  moderat 
charge  to  exhibitors  for  its  use. 

The  report  is  signed  by  Professor  R.  H.  Thurston,  Chairman 
Thos.  J.  Sloan  and  Robert  Weir. 


WOOD-WORKING  MACHINERY. 

A  treatise  on  its  constraction  and  application,  with  a  history  of  its  origLo 

and  progress.    By  J.  Richards,  M.  E. 

(Continaed  from  page  268). 

Having  in  the  preceding  articles  that  have  appeared  in  the  Journal 
noticed,  in  succession,  the  popular  machines  in  use  for  sawing,  planing, 
cutting,  boring,  turning,  etc.,  attention  must  in  future  be  devoted  to 
new  machines,  and  to  the  progress  of  the  "art,"  since  these  articles 
commenced. 

Although  not  two  years  ago,  the  changes  and  improvements,  both 
in  this  and  foreign  countries,  has  exceeded  what  was  then  predicted, 
and  very  fully  confirms  the  position  then  assumed,  as  to  the  then  im- 
perfect chairacter  of  machines  of  this  class,  when  compared  with  en- 
gineering implements  and  manufacturing  machinery  generally. 

In  France,  the  manufacture  of  wood-cutting  machines  is,  as  a  branch 
of  engineering,  quite  as  well  developed  as  that  of  machines  for  catting 
and  shaping  metal,  a  fact  that  is  exceptional,  and  applies  to  no  other 
part  of  the  world.  This  is  the  more  creditable  when  we  consider  that 
it  is  but  ten  years  since  the  business  was  founded  to  an  extent  thit 
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entitled  it  to  be  called  a  branch  of  engineering,  and  to  the  farther 
fact  that  it  is  jet  but  a  limited  interest — compared  to  most  other  kinds 
of  engineering  work. 

It  should  perhaps  in  this  connection  be  explained  that  the  manufac- 
ture of  machinists'  tools,  with  which  we  institute  the  comparison,  has 
not  kept  pace  with  those  of  England  and  America.  The  highest  talent 
in  both  these  latter  countries  has,  for  nearly  a  half  century  past,  been 
directed  to  the  perfecting  of  machines  for  turning,  planing,  horing 
and  shaping  metals,  and  while  the  French  have  not  been  slow  in  fol- 
lowing the  precedents  established,  and  have  indeed  added  much,  yet 
their  progress  has  been  but  slow  in  comparison. 

F.  Arbey  and  M.  Perin,  of  Paris,  in  their  designs  for  wood-cutting 
machines,  exhibit  a  boldness  and  originality  that  is  not  to  be  found 
among  engineers  in  other  branches.  It  is  hoped  that  we  will  in  time 
be  able  to  give  to  the  readers  of  the  Journal  some  examples  of  the 
practice  of  M.  Arbey,  which  will  no  doubt  be  of  interest. 

For  engravings  we  present  in  this  No.,  at  fig.  1,  true  elevations  of 
a  Band  Sawing  Mill  for  timber  drawn  to  a  scale  of  ;jgth  J''=l'.  The 
scale,  it  must  be  noticed,  is  a  small  one,  and  will,  unless  considered, 
convey  an  incorrect  impression  of  the  size  of  the  machine,  which  is 
larger,  with  one  exception,  than  any  that  has  hitherto  been  made  for 
this  or  any  other  purpose. 

The  wheels  are  of  wrought  iron,  faced  with  wood,  and  covered  with 
leather ;  their  diameter  over  all  being  six  feet.  The  blades  are  45 
feet  long  and  five  inches  wide.  The  top  shaft  is  supported  both  be- 
hind and  in  front  of  the  top  wheel ;  is  of  steel,  three  and  a  half  inches 
in  diameter.  The  lower  shaft  is  four  and  a  half  inches  diameter,  with 
bearings  twelve  inches  long.  The  guide  stem  is  three  and  a  half 
inches  diameter,  counterweighted,  and  carried  in  iron  brackets  bolted 
to  the  main  column. 

The  mill  is  furnished  either  with  feeding  rolls  for  re-sawing  lumber, 
or  with  a  carriage  for  cutting  timber,  or  with  both,  as  may  be  wanted. 
The  diagram  on  the  right  of  the  front  elevation  merely  indicates  the 
position  of  the  log  when  arranged  for  timber-sawing.  The  engraving 
18  intended  only  to  illustrate  the  band-sawing  mechanism.  The  verti- 
cal adjustment  of  the  top  wheel  is  twenty  inches,  with  elastic  tension 
of  the  blades  to  equalize  the  strain.  Weight  about  three  and  one  half 
tons. 

Fig.  2,  shows  elevations  of  a  new  band-sawing  machine  for  cutting 
straight,  curved  or  bevel  lines  by  hand,  and  corresponds  in  its  arrange* 
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ment  to  our  illostration  in  a  former  nmnber,  except  that  the  throat  is 
to  the  left  instead  of  right  hand,  and  that  it  is  a  rnneh  heavier  ma- 
ehine.  The  wheels  are  44  inches  diameter,  made  of  wrought  iron  and 
wood,  the  bearings  are  brass,  shafts  steel,  and  the  whole  fitted  to 
meet  the  nice  requirements  of  band-sawing.  The  scale  is  ^th  ^''=1^; 
weight  about  one  and  one  half  tons.         • 

These  two  examples  are  from  the  machines  of  Messrs.  Richards^ 
London,  and  Kelley,  of  this  city. 


EXPERIMENTS  ON  VARIOUS  COALS  OF  THE  CARBONIFEROUS 

AND  CRETACEOUS  PERIODS, 

To  Atetrtain  their  Refative  Potential  and  Economic  Vaporizatione.   Made  6y  Chief  JSn^i* 
B.  F.  Ibhirwood,  U.  S,  Navy^  at  the  Mare  leland  Mavy  yard,  Caltforwa^  in  1871. 

The  experiments  described  in  this  report  on  the  vaporisative  efli^ 
ciencies  of  several  kinds  of  coal,  were  made  by  the  writer  when  he 
was  Chief  Engineer  of  the  Mare  Island  Navy  Yard,  California,  and 
embraced  trials  of  all  the  varieties  of  which  he  could  obtain  a  aoffi* 
cient  quantity.  Previous  to  these  experiments,  nothing  was  known 
with  regard  to  their  relative  value  for  steam  generation,  and  the  most 
erroneous  opinions  prevailed  on  the  subject. 

The  coals  experimented  with  belong  to  two  geological  periods,  vii., 
the  carboniferous  and  the  cretaceous.  Of  the  former  are  the  anthra- 
cite from  the  Scranton  mines,  of  Luzerne  County,  Pennsylvania,  the 
Anthracitic  coal  from  the  western  part  of  Wales,  and  the  semi-bitu* 
minous  coal  from  the  Cumberland  mines  of  Maryland.  They  are  true 
coals,  are  extensively  used,  and  have,  for  equal  weights,  the  greatest 
steam-getierating  efficiency  of  any  known,  for  which  reasons  thej  were 
experimented  with  to  furnish  a  standard  of  comparison  for  the  un- 
known coals  of  the  latter  period — a  much  more  recent  one  than  the 
carboniferous. 

The  coals  of  the  cretaceous  period  experimented  with,  with  the  ex- 
ception of  the  anthracite  from  Queen  Charlotte  Island,  are  what  are 
called  *'  brown  coals."  They  are  composed  of  exactly  the  same  con- 
stituents as  those  of  the  carboniferous  period,  but  in  very  different 
proportions ;  and  these  proportions  vary,  too,  according  as  the  coal 
belongs  to  the  miocene  or  to  the  upper  tertiary  strata.  To  the  latter 
belong  the  coals  of  Wyoming  Territory  and  of  California :  while  the 
remaining  brown  coals  from  Oregon,  Washington  Territory,  Vaaeon- 
ver  Island  and  Australia,  belong  to  the  former,  and  have  their  aaalo- 
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guee  in  the  brown  coals  of  Germany.  The  coal  of  Qaeen  Charlotte 
Island  is  a  brown  coal  transformed  into  anthracite  by  the  heat  and 
pressure  of  a  mountain  upheaval. 

The  coals  of  Vancouver  Island,  Washington  Territory,  Oregon  and 
California,  were  from  that  portion  of  the  Pacific  Coast  range  of  moun- 
tains which  is  comprised  between  British  Columbia  on  the  north  and 
San  Francisco  on  the  south.  Queen  Charlotte  Island  lies  off  the 
northern  part  of  British  Columbia,  and  belongs  to  Great  Britain.  The 
coal  of  Wyoming  Territory  was  from  the  Wahsatch  Range  or  spur  of 
the  Rocky  Mountains,  and  the  mine  is  situate  about  80  miles  north- 
east of  Great  Salt  Lake.  The  Australian  coal  was  from  the  eastern 
coast  of  Australia,  near  Sidney,  from  which  port  in  New  South  V/ales 
it  was  shipped. 

The  following  are  the  detailed  descriptions  of  the  different  coals  ex- 
perimented with : 

Pennsylvania  Anthracite. 

The  specimen  of  this  coal  from  the  Scranton  mines  scarcely  soiled 
the  hand  by  contact,  and  possessed  great  cohesion,  requiring  strong 
blows  from  a  hammer  to  break  moderate-sized  lumps.  Its  fracture 
ifas  semi-conchoidal,  the  color  a  brilliant  jet,  the  lustre  almost  me- 
tallic. It  ignited  with  difficulty,  burned  slowly,  and  entirely  by  the 
surfaces,  and  gave  out  an  intense  heat.  The  lumps  neither  softened, 
swelled,  nor  agglutinated.  At  the  commencement  of  the  combustion 
there  was  a  slight  development  of  a  very  faint  bluish  flame,  which 
soon  passed  to  a  faint  yellow  and  quickly  disappeared,  leaving  the 
incandescent  fixed  carbon  alone.  No  smoke  was  at  any  time  pro- 
duced. 

The  following  was  the  chemical  composition  of  this  anthracite  in 
units  of  weight,  inclusive  of  its  hygrometric  moisture,  ash  and  clinker : 

Carbon,               ......  78*54 

Hydrogen,                ......  2.52 

Oxygen,              ......  1*68 

Nitrogen,     .......  0*84 

Sulphur,             ......  0'42 

Hygrometric  moisture,         .....  1*16 

Ash  and  clinker,             .             .             •             •             .  14-84 


100-00 

Exclusive  of  hygrometric  moisture,  ash  and  clinker,  the  chemical 

composition  in  units  of  weight  was  as  follows  : 
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Carbon,  .            .            .            .            .            .              98*5 

Hydrogen,  ......           3-0 

Oxygen,  ......                 2-0 

Nitrogen,     .  .             .             .             .             .             .1*0 

Sulphur,  ......                 0.5 


100-00 
The  specific  gravity  of  this  anthracite  was  1*4<53. 

Of  the  earthy  matter  remaining  after  combustion,  and  composed  of 
ash  and  clinker,  70  per  centum  were  ash  and  30  per  centum  clinker. 
The  specific  gravity  of  the  clinker  was  1'931. 

One  cubic  foot  of  this  anthracite  in  the  merchantable  state  weighed 
58*82  pounds,  of  which  bulk  the  solid  matter  occupied  64*89  per  cen- 
tum and  the  interstitial  spaces  35*11  per  centum.  To  stow  one  ton 
of  this  coal,  38*08  cubic  feet  are  required. 

One  cubic  foot  of  th^  ash  weighed  56*47  pounds  ;  and  one  cubic 
foot  of  the  clinker  weighed  40*00. 

Queen  Charlotte  Island  Anthracite. 
The  anthracite  from  Queen  Charlotte  Island,  off  the  northern  por- 
tion of  the  Pacific  coast  of  British  Columbia,  was  identical  in  chemi- 
cal composition  with  the  Scranton  anthracite,  excepting  the  propor- 
tion of  earthy  matter,  which  was  greatly   larger.     In    appearance, 
mechanical  properties,  and  mode  of  combustion  in  the  furnace,  it  was 
exactly  like  the  Scranton  anthracite.     The  following  was  its  chemical 
composition  in  units  of  weight,  inclvsive  of  its  hygrometric  moisture, 
ash  and  clinker  : 
Carbon,  ......  55*54 

Hydrogen,  ......         1*78 

Oxygen,  ......  1*19 

Nitrogen,     .......         0*59 

Sulphur,  ......  0*30 

Hygrometric  moisture,  .....         0*85 

Ash  and  clinker,  .  .  .  .  .  39*75 


10000 

The  specific  gravity  of  this  anthracite  was  1*508. 

Of  the  earthy  matter  remaining  after  combustion,  and  composed  of 
ash  and  clinker,  63*53  per  centum  were  ash,  and  86*47  per  centum 
clinker.     The  specific  gravity  of  the  clinker  was  2*052. 

One  cubic  foot  of  this  anthracite  in  the  merchantable  state  weighed 
64*70  pounds,  of  which  bulk  the  solid  matter  occupied  68*77  per  cen- 
tum, and  the  interstitial  spaces  31*23  per  centum.  To  stow  one  ton 
of  this  coal  34*62  cubic  feet  are  required. 
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One  cubic  foot  of  the  Mh  weighed  51*41  pounds  ;  and  one  cubic 
foot  of  the  clinker  weighed  46*35  pounds. 

Welsh  Anthracite. 

The  anthracitic  coal  from  the  western  portion  of  Wales,  was  inter- 
mediate in  its  characteristics  between  anthracite  and  semi-bituminous 
coal.  It  was  lamellated  of  alternate  streaks  of  dull  black  and  shining 
Jet ;  the  latter  streaks  exactly  resembling  anthracite  being  hard  and 
not  soiling  the  hand ;  while  the  former  streaks  resembled  semi-bitu- 
minous coal,  being  moderately  friable  and  easily  soiling  the  hand. 
This  coal  kindled  with  difficulty,  and  burned  even  .  more  slowly  than 
the  anthracite,  but  with  more  flame,  which  was,  however,  of  a  faint 
jellowish  color,  and  entirely  free  of  smoke.  The  lumps  did  not  intu- 
mesce  or  cohere,  but  they  did  not  preserve  their  form  as  completely 
as  in  the  case  of  the  anthracite. 

The  following  was  the  chemical  composition  of  this  coal  in  units  of 

weight,  exclusive  of  its  hygrometric  moisture,  ash  and  clinker  : 

Oarbon,  ......  91*5 

Hydrogen,  ......  4-0 

Oxygen,  ......  2*6 

nitrogen,  ......  l.O 

Sulphur,  .             .             .             .             .             .  I'O 


100-0 
Inclusive  of  hygrometric  moisture,  ash  and  clinker,  the  chemical 
^composition  in  units  of  weight  was  as  follows  : 
Carbon,  ......  84*18 


Hydrogen, 

Oxygen, 

Nitrogen, 

Sulphur, 

Hygrometric  moisture, 

Ash  and  clinker. 


3*68 
2*80 
0*92 
0-92 
1*27 
6-73 


100*00 


The  specific  gravity  of  this  anthracitic  coal  was  1*390. 

Of  the  earthy  matter  remaining  after  combustion,  and  composed  of 
ash  and  clinker,  85*16  per  centum  were  ash,  and  14*84  per  centum 
clinker. 

One  cubic  foot  of  this  coal  in  the  merchantable  state  weighed  56*85 
pounds,  of  which  bulk  the  solid  matter  occupied  65*55  per  centum^ 
and  the  interstitial  spaces  34*45  per  centum.  To  stow  one  ton  of  thia 
coal  89*40  cubic  feet  are  required. 

One  cubic  foot  of  the  ash  weighed  34*60  pounds. 
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Semi-Bituminous  Coal. 

The  semi-bituminous  coal  experimented  with,  was  from  the  Cumber- 
land mines  of  Maryland.  It  ignited  readily,  and  burned  freely  with 
a  red  flame  of  medium  length,  giving  off  a  moderate  quantity  of  semi- 
transparent  brown  smoke.  It  contained  but  a  small  amount  of  vola- 
tile matter,  which  was  soon  expelled,  and  the  remaining  mass  quickly 
acquired  the  temperature  of  full  ignition.  The  lumps  of  this  coal^ 
while  parting  with  their  volatile  elements,  lost  their  shape,  aggluti- 
nated slightly,  and  intumesced  considerably,  forming  a  very  porous 
coke,  which  underwent  rapid  and  complete  combustion.  This  coal^ 
by  reason  of  at  first  slightly  cohering  in  the  furnace,  needed,  at  the 
commencement  of  its  combustion,  occasional  breaking  up  on  top  with 
the  firing-tools. 

The  physical  structure  of  the  semi-bituminous  coal  is  chiefly  colum- 
nar, passing  sometimes  into  slaty.  The  columnar  portions  are  semi, 
crystalline,  while  the  slaty  ones  are  amorphous ;  the  former  exhibit  a 
deep  shining  jet,  the  latter  are  dull  black.  The  cohesion  is  weak ; 
the  slightest  blow  causes  fracture,  the  surface  of  which  is  frequently 
striated,  and  in  all  casts  much  soils  the  hand.  The  smallest  mechani- 
cal action  crumbles  the  lumps  into  fine  powder. 

The  following  was  the  chemical  composition  of  this  coal  in  units  of 
weight,  inelusive  of  its  hygrometric  moisture,  ash  and  clinker  : 

Carbon,               ......  80-56 

Hydrogen,                ......  4*50 

Oxygen,              ......  2*70 

Nitrogen,     .......  1*08 

Sulphur,              ......  I'lT 

Hygrometric  moisture,                      .             .             .             .  1-75 

Ash  and  clinker,             .....  8*25 


100  00 

Exclu»ive  of  hygrometric  moisture,  ash  and  clinker,  the  chemical 
composition  in  units  of  weight  was  as  follows  : 

Carbon,    .......  89*& 

Hydrogen,     .......  6'0 

Oxygen,   .......  8-0 

Nitrogen,       .......  1-2 

Sulphur,  .......  1-8 

100-0 
The  specific  gravity  of  this  semi-bituminous  coal  was  1*332. 
Of  the  earthy  matter  remaining  after  combustion,  and  compoeed  of 
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Bsh  and  clinker,  85*16  per  centum  were  ash,  and  14*84  per  centum 
•clinker.     The  specific  gravity  of  the  clinker  was  1*820. 

One  cubic  foot  of  this  semi-bituminous  coal  in  the  merchantable 
«tate  weighed  55*65  pounds,  of  which  bulk  the  solid  matter  occupied 
^6*97  per  centum,  and  the  interstitial  spaces  33*03  per  centum.  To 
«tow  one  ton  of  this  coal,  40*25  cubic  feet  are  required. 

One  cubic  foot  of  the  ash  weighed  32*00  pounds  ;  and  one  cubic 
foot  of  the  clinker  weighed  38*85. 

Brown  Coal. 

The  name  of  brown  coal  is  given  to  the  fossil  carbonaceous  deposits 
of  the  cretaceous  period,  which  are  of  more  remote  origin,  and  have 
been  subjected  to  greater  heat  and  pressure  than  the  lignites.  This 
coal  cannot  be  discriminated  by  the  eye  from  the  true  coals  or  those 
of  the  carboniferous  period,  from  which  they  differ  principally  in  their 
larger  proportion  of  oxygen  and  hygrometric  moisture,  in  which  re- 
spect they  seem  to  occupy  an  intermediate  position  between  the  lig- 
nites and  true  coals,  though  even  among  the  brown  coals  the  propor- 
tion of  oxygen  and  moisture  varies  considerably. 

Of  the  brown  coals  experimented  with,  that  of  Australia  more  nearly 
approached  the  true  coals  in  chemical  composition  ;  after  which  came 
the  Nanaimo  coal  from  Vancouver  Island,  and  the  Bellingham  Bay 
coal.  The  remainder  were  identical  with  each  other  in  chemical  com- 
position, exclusive  of  ash  and  hygrometric  moisture,  the  latter  varying 
slightly. 

All  the  brown  coals  experimented  with  were  alike  in  their  physical 
characteristics  and  in  their  behavior  in  the  furnace.  They  ignited 
with  facility  and  burned  with  much  rapidity,  giving  off  copious  vol- 
umes of  heavy  black  smoke,  from  which  the  soot  fell  in  a  shower  of 
flakes.  During  combustion,  the  lumps  swelled  slightly,  lost  their 
form,  and  coked,  but  did  not  agglutinate ;  the  flame  was  long,  very 
•dense,  and  yellowish-white. 

Brown  coal  divides  into  cubical  lumps,  which  have  a  considerable 
degree  of  hardness,  so  that  a  smart  blow  from  a  hammer  is  required 
to  break  them.  They  have  a  coarse-grained  appearance,  and  a  very 
irregular  fracture  not  in  the  least  conchoidal.  They  are  composed  of 
thin  laminae,  and  present  a  dull  grayish  black  color,  soiling  the  hand 
much  by  contact.  When  subjected  to  heat,  they  quickly  fall  into 
Tery  small  pieces,  which  escape  between  the  grate-bars,  unless  those 
spaces  are  made  very  narrow. 
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Australian  Brown  Coal. 

Two  samples  of  Australian  brown  coal  were  experimented  with. 
The  "first  sample"  was  of  very  superior  quality;  the  "second  sam- 
ple" was  a  fair  average  of  what  is  supplied  to  the  market.  The  dif- 
ference in  their  caloric  effect  was  very  great ;  for,  in  the  "  first  sam- 
ple," it  exceeded  that  in  the  "second  sample"  18i  per  centum.  The 
following  is  the  chemical  composition  of  the  two  samples  in  units  of 
weight,  inclusive  of  hygrometric  moisture,  ash  and  clinker  : 


Carbon, 

Hydrogen, 

Oxygen, 

Nitrogen, 

Sulphur, 

Hygrometric  moisture, 

Ash  and  clinker. 


Firet 

1 
1 

SeconI 

Sample. 

Sample. 

•                             • 

7402 

64-25 

•                                • 

4-78 

415 

•                                • 

7-47 

10-00 

•                             • 

111 

1.00 

•                            • 

0-62 

060 

•                                ■ 

3-93 

1000 

•                                • 

8-07 

1 

10-00 

10000 

10000 

Exclusive  of  hygrometric  moisture,  ash  and  clinker,  the  chemical 
composition  in  units  of  weight  was  as  follows  : 


Carbon, 

Hydrogen, 

Oxygen, 

Nitrogen, 

Sulphur, 


j     First 

Second    t 

^  Sample.    '  SAmpto. 

• 

8411    80-Sl 

• 

5-43 

519 

• 

8.49 

12-50 

• 

1-56      1-25 

• 

0-71      0-75 

10000  10000 

The  specific  gravity  of  the  Australian  brown  coal  was  1*275. 

Of  the  earthy  matter  remaining  after  combustion,  and  composed  of 
ash  and  clinker,  64*22  per  centum  were  ash,  and  35*78  per  centum 
clinker.     The  specific  gravity  of  the  clinker  was  1*852. 

One  cubic  foot  of  this  brown  coal  in  the  merchantable  state  weighed 
54*12  pounds,  of  which  bulk  the  solid  matter  occupied  68*04  per  cen* 
tum  and  the  interstitial  spaces  31*96  per  centum.  To  stow  one  ton 
•f  this  coal,  41*39  cubic  feet  are  required. 

.One  cubic  foot  of  the  ash  weighed  84*50  pounds ;  and  one  eobie 
foot  of  the  clinker  weighed  40*24  pounds. 
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Brown  Coal  from  the  Wahsatch  Range  of  the  Rocky  Moun- 
tains ;  FROM  THE  Mount  Diablo  Mines  of  California  ;  from 
Coose  Bay,  Oregon;  and  from  Seattle,  on  Puoet  Sound, 
Washington  Territory. 

The  brown  coals  from  the  Wahsatch  Range  of  the  Rocky  Moun- 
tains in  Wyoming  Territory  ;  from  the  mines  of  Mount  Diablo,  in 
California ;  from  Goose  Bay,  in  Oregon  ;  and  from  Seattle,  on  Pu- 
get  Sound,  in  Washington  Territory,  had  identically  the  same  chemi- 
cal composition,  exclusive  of  hygrometric  moisture,  ash  and  clinker, 
in  which  latter  particulars  they  slightly  varied. 

Their  chemical  composition,  exclusive  of  hygrometric  moisture,  ash 

and  clinker,  were  as  follows,  in  units  of  weight : 

Carbon,    .  .  .  .  .  .  .  71*5 

Hydrogen,     .......         5*6 

Oxygen,   .......  19-5 

Nitrogen,        .  .  .  .  .  .  .1*3 

Sulphur,  ......  2'2 

1000 

The  following  is  their  mean  chemical  composition  in  units  of  weight, 

inchistve  of  hygrometric  moisture,  ash  and  clinker,  namely : 

Carbon,               ......  50.05 

Hydrogen,  .             .             .             .             .             .             .  3*85 

Oxygen,              ......  13*65 

Nitrogen,     .......  0*91 

Sulphur,              ......  1*64 

Hygrometric  moisture,          .....  16*82 

Ash  and  clinker,             .....  13*18 

100*00 
The  specific  gravity  of  these  brown  coals  was  1*320. 

Of  the  earthy  matter  remaining  after  combustion,  and  composed  of 
ash  and  clinker,  69*18  per  centum  were  ash,  and  30*82  per  centum 
were  clinker.     The  specific  gravity  of  the  clinker  was  1*774. 

One  cubic  foot  of  these  brown  coals  in  the  merchantable  state 
weighed  53*36  pounds,  of  which  bulk  the  solid  matter  occupied  64*79 
per  centum,  and  the  interstitial  spaces  35*21  per  centum.  To  stow 
one  ton  of  these  coals,  41*98  cubic  feet  are  required. 

One  cubic  foot  of  the  ash  weighed  39*41  pounds ;  and  one  cubic 
foot  of  the  clinker  weighed  37*73  pounds. 

Brown  Coal  from  Bbllingham  Bay,  Washington  Territory. 

The  brown  coal  of  Bellingham  Bay  is  the  extreme  northwest  cor- 
ner  of  Washington  Territory,  immediately  opposite  the   Nanaimo 
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mines  of  Vancouver  Island,  from  which  it  is  separated  by  a  narrow 
strait  of  water.  Though  but  another  part  of  the  Nanaimo  vein,  the 
Bellingham  Bay  coal  is  inferior  in  calorific  value  to  that  from  those 
mines,  principally  because  it  is  a  surface  coal,  and  contains,  conse- 
quently, a  much  greater  proportion  of  hygrometric  moisture,  ash  and 
clinker,  while  the  Nanaimo  mines  have  been  long  worked,  and  to  a 
very  considerable  depth.  The  chemical  composition  of  both  coals,  ex- 
elusive  of  the  hygrometric  moisture,  ash  and  clinker,  is  exactly  the 
same,  and  as  follows,  in  units  of  weight,  namely : 

Carbon,    .......  75*5 

Hydrogen,     .......  6'3 

Oxygen,  .......  14*0 

Nitrogen,       .......  1'8 

Sulphur,                .             .             .             .             .             .  1*9 

1000 

The  chemical  composition  of  the  Bellingham  Bay  coal,  inclunve  of 

its  hygrometric  moisture,  ash  and  clinker,  is  as  follows,  in  units  of 

weight,  namely  : 

Carbon,  .......  49*60 

Hydrogen,  .......  3-89 

Oxygen,              ......  8*96 

Nitrogen,     .......  0*88 

Sulphur,              ......  1-22 

Hygrometric  moisture,          .....  12.52 

Ash  and  clinker,             .....  28-48 

10000 
Tte  specific  gravity  of  the  Bellingham  Bay  coal  was  1*850. 

Of  the  earthy  matter  remaining  after  combustion,  and  composed  of 
ash  and  clinker,  72*85  per  centum  were  ash,  and  27*65  per  centum 
clinker.     The  specific  gravity  of  the  clinker  was  1*794. 

One  cubic  foot  of  this  brown  coal  in  the  merchantable  state  weighed 
60*70  pounds,  of  which  bulk  the  solid  matter  occupied  72*07  pef  cen- 
tum, and  the  interstitial  spaces  27*98  per  centum.  To  stow  one  ton 
of  this  coal  36*90  cubic  feet  are  required. 

One  cubic  foot  of  the  ash  weighed  39*00  pounds ;  and  one  cubic 
foot  of  the  clinker  weighed  32*00  pounds. 

Nanaimo  Brown  Coal. 

This  coal  is  from  the  Nanaimo  mines,  on  the  southeastern  portion 
of  Vancouver  Island,  British  Columbia,  and  about  seventy  miles  north 
of  the  city  of  Victoria.     These  mines  (1871)  are  three  in  nainber. 
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One  is  on  a  small  island  called  Newcastle  Island,  separated  from  Van- 
couver Island  by  a  strait  about  one-eighth  of  a  mile  wide ;  the  other 
two,  called  No.  3  Pit  and  Parkhead  Level  and  Slope,  are  on  Vancou- 
ver. Only  the  Newcastle  Island  mine  has  been  extensively  worked, 
and  from  it  came  the  coal  on  which  the  experiments  were  made. 

The  physical  character  of  the  clinker  of  this  coal  varied  greatly 
with  the  rate  of  combustion.  At  the  maximum  rate  (18,897  pounds 
of  coal  per  square  foot  of  grate  surface  per  hour),  the  clinker  was 
very  fusible  and  highly  vitreous,  running  down  between  the  grate-bars 
into  the  ash-pit  in  the  consistence  of  stiff  tar,  and  cooling  there  to  a 
jet  black  glossy  substance,  very  brittle,  and  highly  conchoidal  in  frac- 
ture. This  clinker  when  on  the  grates  was  of  tarry  stickiness,  and 
very  difficult  of  removal  by  the  slice-bar.  At  the  medium  rate  of 
combustion  (12,642  pounds  of  coal  per  square  foot  of  grate  surface  per 
hour),  the  character  of  the  clinker  entirely  changed  ;  it  lost  its  vitre- 
ous appearance  and  tarry  consistency,  came  easily  from  the  grate-bars 
when  hot,  and  was  no  longer  fusible.  At  this  rate  of  combustion,  the 
clinker  was  no  more  objectionable  than  that  from  the  best  steam-coals. 

The  chemical  composition  of  the  Nanaimo  coal,  exclusive  of  the  hy- 
grometric  moisture,  ash  and  clinker,  is  as  follows,  in  units  of  weight, 
namely : 

Carbon,    .......  77*6 

Hydrogen,     .......         5*3 

Oxygen,  .......  14'0 

Nitrogen,       .  .  .  .  .  .  .1*3 

Sulphur,  .......  1'9 

1000 

The  chemical  composition  of  the  Nanaimo  coal,  inclusive  of  the  hy- 
gromctric  moisture,  ash  and  clinker,  are  as  follows,  in  units  of  weight, 
namely : 

Oarbon, .......  59'68 

Hydrogen,  .             .             .             .             .             .  .4*08 

Oxygen,             ......  10*78 

Nitrogen,     .             .             .             .             .             .  .1*00 

Sulphur,              ......  l'4ti 

Hygrometric  moisture,         .....       10*26 

Ash  and  clinker,             .....  12-74 


100*00 
The  specific  gravity  of  the  Nanaimo  coal  was  1*302. 
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Of  the  earthy  matter  remaining  after  combustion,  and  composed  of 
ash  and  clinker,  59*54  per  centum  were  ash  and  40*46  per  centum 
clinker.  The  specific  gravity  of  the  clinker  from  the  maximum  rate 
of  combustion  was  2-279  ;  and  from  the  medium  rate  of  combustion, 
2-444. 

One  cubic  foot  of  the  Nanaimo  coal  in  the  merchantable  state 
weighed  51*77  pounds,  of  which  bulk  the  solid  matter  occupied  63-78 
per  centum,  and  the  interstitial  spaces  36*27  per  centum.  To  stow 
one  ton  of  this  coal,  43*27  cubic  feet  are  required. 

One  cubic  foot  of  the  ash  weighed  48*71  pounds.  One  cubic  foot 
of  the  clinker  from  the  maximum  rate  of  combustion  weighed  51*53 
pounds  ;  and  one  cubic  foot  of  the  clinker  from  the  medium  rate  of 
combustion  weighed  43-77  pounds. 

COKB   FROM  THE  NaNAIMO   CoaL. 

The  brown  coals  are  very  inferior  producers  of  coke  and  illuminating 
gas,  to  the  semi-bituminous  and  bituminous  coals  of  the  carboniferous 
period ;  and  the  inferiority  is  in  both  quantity  and  quality.  The 
coke  experimented  with  was  made  from  the  Nanaimo  coal  by  subject- 
ing  it  to  destructive  distillation  in  the  retorts  of  the  San  Francisco 
gas  works.  It  was  extremely  porous,  very  hygrometric,  not  very 
hard,  and  amounted  in  weight  to  43  per  centum  of  the  coal  from  which 
it  was  made.  It  contained  13*85  per  centum  of  ash  and  clinker,  and 
13  per  centum  of  hygrometric  moisture,  by  weight.  The  specific 
gravity  of  the  coke  was  0*868. 

Of  the  earthy  matter  remaining  after  combustion,  and  composed  of 
ash  and  clinker,  47*79  per  centum  were  ash,  and  52-21  per  centum 
clinker.     The  specific  gravity  of  the  clinker  was  2-488. 

One  cubic  foot  of  this  coke  in  the  merchantable  state  weighed  2& 
pounds,  of  which  bulk  the  solid  matter  occupied  51*70  per  centum, 
and  the  interstitial  spaces  48*30  per  centum.  To  stow  one  ton  of  thia 
coke,  80  cubic  feet  are  required. 

One  cubic  foot  of  the  ash  weighed  44-47  pounds ;  and  one  cubic 
foot  of  the  clinker  weighed  48-70  pounds. 

The  experiments  on  the  coals  and  coke  above  described  were  made 
with  the  spare  boiler  for  supplying  the  machine-shop  engine ;  the  de- 
scription of  which,  as  well  as  the  plan  of  the  experiments,  will  follow 
in  subsequent  numbers. 
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« 

THE  GUNPOWDER  PILE  DRIVER. 

(Report  upon  its  Operation  at  the  New  Landing  Wharf  at  League  Island.) 

By  F.  C.  Pbindle,  C.  E. 
Editor  of  Journal  of  the  Franklin  Institute  : 

Dbar  Sir — I  am  now  able  to  respond  to  your  request,  and  so  re- 
deem my  promise  to  give  you  the  results  of  my  experience  with  Shaw'g 
Gunpowder  Pile  Driver  during  its  operation  here  in  driving  the  piles 
of  our  new  landing  wharf,  which  part  of  the  work  has  recently  been 
completed. 

From  the  novel  application  of  gunpowder  to  pile  driving,  and  the 
wide  spread  interest  felt  in  the  results  of  its  practical  operation  in 
actual  work,  not  to  mention  the  many  advantages  claimed  for  it  by 
its  inventor,  I  was  led  at  the  outset  to  keep  a  complete  record  of  its 
operations  here,  and  which  has  been  noted  down  on  the  spot  by  a  con- 
stant and  careful  observer. 

The  wharf  in  process  of  construction  is  located  at  the  foot  of  Broad 
street,  and  extends  into  the  Delaware  300  feet  from  the  embankment^ 
by  100  feet  wide,  crossing  the  mean  low-water  line  about  half  way 
out. 

The  bearing  piles,  which  are  of  heavy  yellow  pine,  are  spaced  8 
feet  between  centres  lengthwise  and  5  feet  crosswise — the  specifica- 
tions requiring  them  to  average  10  inches  middle  diameter,  and  to  be 
firmly  driven  to  hard  bottom. 

The  whole  number  driven  was  807,  including  mooring  piles,  and 
particular  care  was  taken  to  preserve  the  alignment  of  all  the  rows 
crosswise  and  the  outer  row  on  each  side  lengthwise. 

They  were  driven  through  a  soft  mud,  containing  some  clay,  to  a 
very  hard  bottom,  where  they  brought  up  firmly,  and  which  required 
from  six  to  eight  '^  blows,"  with  heavy  charges  of  powder  to  penetrate 
before  they  could  be  forced  any  further,  and  then  but  with  diflBculty. 
This  stratum — supposed  to  be  hard  clay  or  compact  gravel — was  met 
the  whole  distance,  and  at  a  nearly  uniform  depth  of  about  21  feet 
below  mean  low  water. 

The  machine  used  was  an  entirely  new  one,  and  in  some  respects 
an  experimental  one,  and  was  operated  by  the  contractors  with  inex- 
perienced hands  chiefly.  It  was  secured  to  a  large  scow  in  the  usual 
manner,  the  latter  also  carrying  a  small  engine  to  hoist  the  piles  in 
position. 

The  gun,  weighing  1800  lbs.,  has  a  6^^'  bore,  2V  deep,  pointing 
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upwards,  and  is  recessed  at  the  lower  end  to  receive  the  head  of  the 
pile,  upon  which  it  rests. 

The  ram,  weighing  1300  lbs.,  moves  in  the  same  guides  as  the  gun, 
and  is  provided  with  a  piston,  projecting  from  its  lower  end  and  neatly 
fitting  into  the  bore  of  the  gun,  its  upper  end  having  a  bore  of  greater 
diameter  to  receive  a  fixed  piston  secured  to  the  top  of  the  frame, 
and  thus  form  an  air  cushion  to  prevent  its  escape  from  the  guides 
when  the  height  of  its  rebound  is  limited,  as  during  the  first  blow 
with  very  long  piles.  The  ram  is  caught  and  held  at  its  highest  as- 
cent, and  also  released  for  the  succeeding  blow  by  the  operation  of  a 
friction  brake  at- one  side  pressing  it  against  the  opposite  guide — all 
at  the  will  of  the  operator  on  deck. 

The  cartridges  used  were  made  of  a  slow  powder,  cylindrical  in 
shape  (IJ"  diameter  and  from  V  to  1\"  long),  weighing  from  one  to 
one  and  one-half  ounce  each,  and  slightly  coated  with  paraffine. 

The  first  blow  was  generally  given  using  an  ounce  cartridge,  and 
the  remainder  with  1^  or  1^  ounce,  according  to  size  of  pile,  the  car- 
tridges being  supplied  by  hand  and  tossed  into  the  gun  in  advance  of 
each  blow. 

The  operation  of  driving  is  as  follows :  The  engine  hoists  the  ram, 
gun  and  pile  into  position  simultaneously,  with  one  movement ;  the 
brake  is  then  applied,  holding  the  ram  in  place,  uppermost,  and  the 
gun  and  pile  are  then  lowered  together  until  the  pile  rests  in  the  mud ; 
the  gun  is  then  lowered  on  the  top  of  the  pile,  the  recess  securely 
holding  the  pile-head  in  place  directly  underneath. 

A  cartridge  is  then  dropped  in  the  gun,  the  operator  releases  the 
brake  and  the  ram  falls  with  its  piston  entering  the  bore  of  the  gun 
(which  is  made  slightly  funnel-shaped  at  the  muzzle),  and  by  com- 
pressing the  air  exerts  a  gradually  increasing  downward  pressure  upon 
gun  and  pile  till  the  inertia  of  both  is  more  or  less  entirely  overcome, 
the  cartridge  is  crushed  by  the  piston,  and  ignited  by  the  heat  evolved 
by  the  sudden  and  severe  compression  of  the  confined  air.  An  ex- 
plosion immediately  ensues,  the  result  of  which  is  to  violently  force 
the  pile  downward,  and  this  is  measured  by  the  reactionary  effort  upon 
the  ram, — the  height  to  which  it  is  thus  thrown,  and  from  a  state  of 
rest,  practically,  I  suppose.  The  force  due  to  the  fall  of  the  ram  and 
the  explosive  force  exerted  to  throw  it  again  in  position  are  thus  at 
once  combined  and  applied  to  the  pile. 

The  principal  difference  of  effect  between  this  method  and  the  ordi- 
nary hammer  appears  to  be  just  here :  in  the  one  case  the  pile  ia 
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already  in  motion  when  a  tremendous  force  is  suddenly  brought  to 
bear  upon  it  in  the  same  direction,  and  in  the  other  case  it  receives  a 
violent  blow  when  at  rest  and  a  considerable  portion  of  the  force  is 
expended  uselessly  in  the  destruction  of  the  pile-head  itself  before  its 
inertia  is  overcome  and  motion  produced.  Hence  the  necessity  of 
strongly  banding  the  pile-heads  in  the  latter  case,  and  the  utter  ab- 
sence of  any  necessity  for  their  protection  in  the  former. 

The  ram  on  its  rebound  Is  caught  and  held  by  the  brake,  and  the 
operation  repeated  at  pleasure. 

The  following  record  of  each  pile  driven  was  kept,  viz.:  Diameter 
at  top,  diameter  at  bottom,  length,  depth  driven,  distance  driven  at 
last  blow,  height  of  rebound  of  ram,  number  of  blows,  number  and 
weight  of  cartridges  used,  do.  of  last  cartridge,  and  the  time. 

I  have  not  yet  had  time  to  carefully  summarize  the  whole  record^ 
but  will  furnish  you  with  a  complete  copy,  if  you  desire  it.  I  enclose 
you,  however,  a  copy  of  the  record  for  January  13th,  when  12  piles 
were  driven  in  a  single  hour,  under  favorable  circumstances ;  also  for 
March  30th,  when  50  were  driven  in  a  single  day.* 

Some  of  the  smaller  piles  were  driven  to  hard  bottom  with  3  blows, 
but  generally  required  from  5  to  8  blows,  according  to  size ;  and  in 
some  instances  as  many  as  15  blows  were  necessary  to  penetrate  the 
hard  bottom.  The  piles  were  all  driven  without  the  slightest  injury, 
and  none  of  them  showed  any  marks  of  violence. 

The  work  began  Nov.  9th  last,  and  continued,  with  several  inter- 
ruptions, unil  Dec.  4th,  when  it  was  suspended  for  the  winter.  It 
was  again  commenced  Jan.  12th,  but  after  a  few  hours'  work  on  the 
12th  and  13th  it  was  again  suspended,  on  account  of  the  cold  weather, 
until  March  15th,  when  the  work  was  resumed,  and  completed  April 
4th. 

The  total  working  time,  as  per  record,  foots  up  187  hours,  making 
an  average  of  only  4*3  piles  driven  pep  hour.  Considerable  loss  of 
time  was  occasioned,  however,  in  waiting  for  piles,  and  by  sundry  vex- 
atious delays  incident  to  the  operation  of  a  new  machine  with  inex- 
perienced workmen,  and  the  shoal  water  also  caused  considerable 
interruption  by  the  grounding  of  the  scow. 

In  fact,  the  conditions  of  weather,  shoal  water,  supply  of  piles, 
&c.,  unfortunately  proved  unfavorable  for  a  full  exhibition  of  its 

*The  complete  record  has  been  requested,  and  will  be  published  in  a  succeed- 
ing number. — Ed. 
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power  when  working  up  to  its  capacity  for  several  days  in  snccession 
without  interruption,  and  I  am  therefore  disappointed  in  being  unable 
to  obtain  such  a  record. 

Average  depth  actually  driven,  19-4  feet;  average  number  of 
*' blows'*  per  pile,  5"2;  average  weight  of  powder  per  pile,  8-2 
ounces. 

The  largest  number  driven  in  any  one  hour  was  12,  as  before 
stated,  and  50  in  any  one  day. 

To  demonstrate  the  efficiency  of  this  method  as  compared  with  the 
ordinary  method  of  driving  piles,  I  caused  several  experiments  to  be 
made  by  letting  the  ram  fall  upon  a  heavy  oak  block  placed  over  the 
muzzle  of  the  gun  to  receive  its  blow,  like  an  ordinary  hammer,  noting 
the  eflfect,  and  then  following  it  with  explosion  of  a  cartridge,  and 
noting  its  effect.  The  result  was  in  favor  of  the  new  method  in  the 
ratio  of  from  4  to  1,  to  8  to  1,  as  shown  by  the  enclosed  record  of  the 
experiments. 

There  is  no  doubt  of  the  entire  practicability  of  this  novel  method 
of  driving  piles,  as  well  as  of  its  great  superiority.  Greater  penetra- 
tion can  be  secured  and  with  much  greater  ease  than  in  the  ordinary 
process ;  no  banding  or  protection  whatever  is  required  for  the  pile- 
heads  ;  no  loss  of  any  portion  of  the  pile  from  injury,  and  the  pile  is 
infallibly  guided  home  without  assistance,  saving  time  and  avoiding 
all  risk  of  accident  in  this  respect,  while  the  rapidity  of  its  action 
coupled  with  the  enormous  pressure  of  its  ''blows,"  and  without  the 
slightest  injury  to  the  pile,  I  believe  to  be  unequalled  by  any  process. 

Some  defects  of  construction  in  this  machine  have  been  developed 
by  this  trial,  and  which  have  operated  to  prevent  its  entirely  success- 
ful operation,  but  which  can  be  easily  remedied  in  another. 


Govemment  Aid  to  Science. — We  learn  that  a  number  of  sci- 
entific gentlemen  connected  with  the  Smithsonian  Institution  and  the 
Naval  Observatory  have  united  in  a  memorial  to  Congress,  urging 
upon  it  the  appropriation  of  a  liberal  sum  ($150,000)  to  be  devoted  to 
thoroughly  organizing  expeditions  for  tne  observation  of  the  ap- 
proaching transit  of  Venus.  The  number  and  importance  of  the  as- 
tronomical questions  which  it  is  hoped  this  event  will  enable  astrono- 
mers to  definitively  settle,  cause  it  to  be  awaited  as  a  celestial  pheno- 
menon more  eventful  than  any  that  have  occurred  for  many  years. 
There  is  every  reason  to  hope  that  the  same  intelligent  interest  and 
support  which  has  thus  far  been  manifested  by  our  govemment  in 
scientific  work,  and  which  have  won  for  us  the  admiring  comments  of 
the  scientific  fraternity  abroad,  will  enable  our  expeditions  to  go  forth 
folly  equipped  and  able  to  compete  with  those  of  other  lands. 
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CONTRIBUTIONS  TO  THE  SUBJECT  OF  BINOCULAR  VISION. 

Bv  Pbo».  Cha8.  F.  Himkb,  Pb.  D. 
(CoDtinaed  froni  page  356.) 
Chiuenti  Pictures. 
Subseqaentlj  to  the  publication  of  hU  book,*  Trom  wliicb  tbe  pre- 
ceding quotatioDB  have  been  made,  Sir  David  Brewster  introduced 
the  80-called  Chimenti  Pictures  into  the  controversy.  It  happened 
that  Dr.  Grum  Brown,  of  London,  about  1869,  daring  a  visit  to  Lille, 
noticed  two  plane  line  drawings,  apparently  perfect  fac  similes,  hung 
aide  by  side  in  tbe  same  frame. 
The  subject,  as  given  in  fig.  10, 
which  is  a  copy  of  the  right 
hand  picture,  is  a  man  sitting 
on  a  stool,  having  a  pair  of 
compasBes  in  one  band  and  a 
string  in  the  other ;  their  size 
about  12}  inches  high  by  8^ 
inches  wide ;  their  reported  au- 
thor the  artist  Chimenti.  He 
thought  that,  by  convergence 
of  the  optic  axes  upon  them, 
he  obtained  stereoscopic  relief 
by  their  combination,  and  re- 
ported the  fact  to  Sir  David 
Brewster.  It  was  only  after 
personal  application  of  Prince 
Albert  to  the  Emperor  Napo- 
leon that  permission  was  granted  to  photograph  these  pictures.  They 
were  soon  thereafter  placed  before  tbe  public  in  the  form  of  an  ordi- 
nary stereograph,  with  a  descriptive  label,  embodying  the  opinion  of 
Sir  David,  that  the  pictures  constituted  a  true  stereograph,  and  that 
it  was  the  intention  of  the  artist  that  they  should  do  so.  They  be- 
came at  once  the  snbject  of  animated  discussion  ;  some  experts  with 
the  stereoscope  attributing  true  stereoscopic  effect  to  them,  and  others 
M  decidedly  denying  it. 

*"'rbe  Stereoscope,"  Loodon,  18S6. 
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Casting  out  of  the  controverHy  these  apparently  conflicting  opinions^ 
founded  simply  on  inspection  by  means  of  the  stereoscope,  careful 
measurement  and  comparison  of  the  distances  between  identical  points 
of  the  foreground  with  those  between   identical  points  of  the  back- 
ground, showed  that  there  should  indeed  be  a  mixed  stereoscopic  and 
pseudoscopic  effect ;  for  the  variation  in  these  distances  did  not  follow 
the  rule  given  in  the  preceding  pages  for  the  production  of  stereographs, 
since  they  did  not  increase,  for  all  points,  in  passing  from  points  in 
the  foreground  to  those  in  the  background.     Thus,  whilst  some  points, 
intended  to  appear  in  front,  were  nearer  together  than  others,  in- 
tended to  appear  more  remote  ;  on  the  other  hand,  some  points,  which 
it  was  just  as   evident  were   intended  to  appear  in  the  foregroand, 
were  further  apart  than  others  as  clearly  in  the  background.     Thns^ 
a  portion  of  the  dress  overhanging  the  left  knee  seems,  in  the  stereo- 
scope, to  try  to  recede  behind  the  knee,  and  on  measurement,  the  dis- 
tance between  corresponding  points  of  the  folds  of  the  dress  is  found 
to  be  ffreater  than  that  between  corresponding  points  of  the  knee.     So 
the  distances  between  corresponding  points  in  the  line  of  the  back,  in 
the  two  pictures,  from  the  girdle  to  the  lapel  on  the  left  shoulder,  are 
less  than  the  distance  between  the  tops  of  the  left  knees,  giving  that 
line  a  tendency,  when  the  pictures  are  viewed  in  the  stereoscope,  to 
take  a  position  in  front  of  the  knees — evidently  a  pseudoscopic  eflfect. 
A  complete  analysis  made  of  the  pictures  in  this  way,  by  careful  mea- 
surement, one  of  the  most  exhaustive  having  been  made  by  Professor 
Emerson,  shows  that  it  matters  little  indeed  which  of  the  two  pic- 
tures he  assumed  as  the  right-eye  picture,  except  that,  by  one  ar- 
rangement of  them,  there  may  be  a  preponderance  of  stereoscopic 
over  pseudoscopic  effect,  which,  with  the  other  criteria  of,  the  picture^ 
might,  in  a  casual  or  inexperienced  observer,  create  the  impressaion 
of  true  stereoscopic  effect  of  the  whole,  and  easily  account  for  the 
conflicting  opinions,  rendered  in  the  earlier  stages  of  the  controversy^ 
after  simple  inspection  in  the  stereoscope.     Some,  as  would  be  most 
natural,  seem  to  have  been  influenced  most  by  the  points  that  were 
truly  stereoscopic,  whilst  others,  observing  more  closely,  and  perhaps 
with  less  bias,  saw  decided  symptoms  of  unnatural,  pseudoscopic  ef- 
fect.    It  is  plain  that  careful  measurement,  as  before  given,  alone 
was  competent  to  decide  the  question  as  to  the  purpose  of  these  pic- 
tures, and  since  it  revealed  such  conflicting  stereoscopic  data  through- 
out, it  remained  hardly  supposable  that  any  artist  of  reputation  coald 
have  designed  them  as  companion  binocular  pictures,  much  less  that 
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he  could  have  designed  them  to  be  united  in  some  way  or  other  to 
produce  an  impression  of  relief.  Besides,  the  pictures,  on  careful 
measurement,  did  not  prove  to  be  identical  in  size,  one  being  about 
one-half  inch  larger  than  the  other. 

It  seems,  therefore,  that  one  is  most  probably  a  copy  of  the  other ; 
that  the  differences  are  purely  accidental,  and  such  as  are  unavoidable 
in  copying,  and  that,  therefore,  when  compared,  the  difference  in  dis* 
tances  of  corresponding  points  is  sometimes  on  the  side  of  stereoscopic 
effect,  and  at  other  times  on  the  side  of  pseudoscopic  effect.  Thus^ 
any  copy  of  a  drawing,  however  carefully  executed,  and  of  course  of 
the  same  size,  will  form  with  the  original  a  stereograph,  similar  in 
effiect  to  the  Chimenti  Pictures,  to  a  greater  or  less  degree  of  mixed 
effect.  It  has  indeed  been  proposed,  among  the  numerous  applica- 
tions of  the  stereoscope,  to  employ  it  for  the  detection  of  counterfeit 
bank  notes,  by  comparing  a  suspected  one,  in  the  stereoscope,  with  a 
genuine  one  as  a  complementary  picture,  in  which  case  the  minutest 
diff'erences  in  engraving  would  cause  some  parts,  or  letters,  &o.,  to 
appear  in  front  of,  or  behind,  the  plane  of  the  paper.  It  would,  of 
course,  require  considerable  experience  in  the  use  of  the  stereoscope 
to  render  it  available  in  such  cases.  The  remaining  arguments  in 
favor  of  the  stereoscopic  character  of  these  pictures,  and  consequent 
antiquity  of  the  stereoscope,  are  summed  up  in  the  following  remarks 
of  Sir  David  Brewster :  "  The  stereoscopic  pictures  have  been  pre- 
served as  the  work  of  Chimenti  himself,  and  the  historian  of  science 
will  naturally  ask  what  led  so  eminent  an  artist  to  make  so  uninterest- 
ing  a  sketch  as  that  of  a  man  sitting  on  a  stool,  with  a  pair  of  com- 
passes in  one  hand  and  a  string  in  the  other.  He  will  ask  what  led 
him  to  make  a  copy  of  it  of  the  very  same  size,  and  without  any 
change  or  improvement  whatever.  He  will  ask  what  led  him  to  pre- 
serve such  uninteresting  sketches.  But,  above  all,  he  will  ask,  with 
a  peculiar  interest,  what  led  him  to  place  these  ttoo  figures  side  hy  side^ 
and  in  such  manner  that  the  instant  they  were  seen  by  an  intelli- 
gent traveller,  Dr.  Crum  Brown,  he  conceived  that  they  were  in- 
tended to  be  brought  into  relief  by  binocular  vision,  and  actually 
brought  them  into  stereoscopic  relief  by  retiring  and  combining 
the  two  separate  pictures.  The  historian  of  science  will  not  even  be 
satisfied  with  the  obvious  answers  to  these  questions.  He  will  inquire 
into  the  date  of  these  drawings,  and  he  will  be  struck  with  the  fact 
that  they  were  executed  at  the  time  when  Baptista  Porta  had  called 
the  attention  of  philosophers  to  the  subject  of  binccular  vision,  md. 
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had  shown,  in  a  diagram  so  far  resembling  a  stereoscopic  slide,  that 
external  objects — ^that  is,  objects  in  relief — were  seen  binocalarly  by 
the  combination  of  a  right-  and  left-eye  picture  of  them.  He  will 
also  connect  with  these  facts,  though  he  may  not  give  it  much  weight, 
the  statement  of  Prof.  Archer,  the  distinguished  director  of  the  In- 
dustrial Museum  of  Scotland,  '  that  just  before  he  left  Liverpool,  in  a 
turn-out  of  the  Museum  there,  what  appeared  to  be  a  stereoscope  was 
founds  bearing  the  date  of  1670/  ^  Being  out  of  order,'  he  adds,  '  it 
was  laid  aside  at  the  time,  and  probably  had  not  been  touched  since/ 
^  It  appeared,'  he  said,  ^  to  be  of  lloman  manufacture;  and  he  sug- 
gested that  an  attempt  should  be  made  to  get  it  for  examination,  as 
having  an  important  bearing  on  the  subject  before  the  Society,  namely, 
the  subject  of  Chimenti's  stereoscopic  figures/  In  forming  his  opin- 
ion from  these  various  considerations,  the  historian  of  science  will  not 
fail  to  notice  that  the  binocular  theory  of  Baptista  Porta  was  pub- 
lished in  Italy^  in  1593 ;  that  the  stereoscopic  drawings,  which  so 
wonderfully  illustrate  it,  were  also  made  in  Italy  some  time  after  this, 
between  1620  and  1640  ;  and  that  the  probable  stereoscope  in  Liver- 
pool, with  the  date  1670,  is  considered  to  be  o{  Italian  origin/' 

Many  of  the  arguments  involved  in  the  above  have  already  been  dis- 
posed of.  That  drawn  from  the  assumption  that  the  pictures  are  by  Chi- 
menti,  by  him  arranged  side  by  side,  with  some  design,  etc.,  loses  much 
of  its  force,  when  the  fact  is  considered  that  the  pictures  in  the  Moseum 
at  Lille  were  part  of  the  plunder  of  Napoleon  I ;  that  these  pictures 
are  only  presumed  to  be  by  Chimenti  on  account  of  their  style,  and 
that  they  were  most  likely  placed  aide  by  aide  in  the  arrangement  of 
the  pictures  in  the  gallery,  because  they  were  alike. 

The  account  of  the  Liverpool  stereoscope  is  almost  Pickwickian, 
and  only  merits  notice  on  account  of  Sir  David's  connection  with  it. 
Suffice  to  say  that,  upon  more  careful  examination,  it  turned  oat  to  be 
a  somewhat  peculiar  binocular  telescope,  with  the  date  1726  upon  it. 

Object  of  the  Stereoscope. 

The  object  of  the  stereoscopic  instrument  is  frequently  most  con- 
veniently stated,  in  a  general  way,  to  be  the  apparent  superposition 
of  the  two  dissimilar  pictures  of  a  stereograph,  so  as  to  enable  any 
one  to  combine  them  readily,  and  receive  from  them  a  single  resultant 
impression  of  a  body  in  relief.  For  the  sake  of  convenience  such 
statements  are  allowable,  but  the  part  that  any  kind  of  stereoscopic  in- 
strument plays,  will  be  much  more  fully  comprehended  by  recalling 
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the  diEBcnUj  ioTblved  in  viewing  snob  diBBimilar  [HCtilreB  by  tbe  un- 
aided et/et  so  as  to  (Atain  tbe  impreBsioD  of  relief,  And  reniemberiDg, 
at  tbe  same  time,  that  it  is  this  difficult;  that  the  instrament  is  in- 
tended to  obviate.  The  ejes,  in  any  of  the  methods  for  combining 
the  pictures  without  tbe  aid  of  an  instrument,  as  stated  in  the  disens- 
sion  of  these  methods,  must  be  accommodated  for  distinct  vision  to 
the  plane  of  the  paper  on  which  tbe  pictures  are  drawn,  whilst  tbe 
axes,  contrary  to  unvarying  habit,  must  be  converged  to  s  point  more 
remote,  according  to  one  method,  or  to  a  nearer  point,  according  to 
the  other  ;  and  the  dissociation  of  these  invariably  associated  optical 
adjnstmentH  constitutes  the  great  difficulty  which  the  stereoscope,  of 
whatever  construction,  is  intended  to  remove,  by  so  bending  the  rays 
of  light  emanating  from  the  pictures,  that  they  may  seem  to  the  eyes, 
properly  placed,  to  be  in  the  same  place. 

It  will  be  sufficient  to  examine  how  this  is  aecompliriied  in  the  two 
principal  forms  of  the  instrument,  aamely,  the  reflectiug  stereoscope, 
propoeed  by  Profeseor  Wheatstone,  and  hftving  therefore  J»t  additional 
historic  interest,  and  the  refracting  or  lenticular  Bterto«cope,  devised 
by  Sir  David  Brewster,  which  has  come  into  such  general  use,  and 
which,  probably  more  than  any  other,  is  generally  suggested  by  the 
word  stereoscope. 

Wueatstoitb'b  RsFLKCiiMa  Stb'rboegopk. 

Mirrors  were  em- 
ployed in  thiB  in- 
strument Their 
arrangement  and 
applioatioD  belongs 
to  elementary  op- 
tics. Thus.  fig.  8, 
A6  and  AB'  repre- 
sent sections  of  two 
plane  mirrors, 
placed  at  right  an- 
gles to  each  other. 
A  ray  of  light,  emanating  from  an  object  at  R',  a  wafer,  for  ex- 
ample,  on  striking  the  mirror  AB,  would  be  reflected  toward  B, 
and,  according  to  tbe  laws  of  reflection  of  light,  the  object  would  ap- 
pear, to  an  eye  placed  at  R,  to  be  located  at  C,  in  the  direction  of  the 
reflected  ray,  od  tbe  line  drawn  perpendicular  to  the  mirror  from  B', 
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•nd  M  fu*  behind  the  mirror  on  that  line  u  R'  is  in  front  of  it. 
Movement  of  the  object  R',  along  the  line  on  which  it  is  placed,  it  is 
evident,  vonld  change  the  position  of  C,  the  location  of  its  rirtnal 
image.  For  the  same  reason,  a  wafer  can  be  placed  on  L'  so  that  its 
image  should  appear  to  be  at  G,  to  an  eye  placed  at  L,  after  reflee- 
tion  from  the  mirror  AB'.  IF  complementary  pictures  are  suhstitoted 
for  wafers,  and  R  and  L  represent  the  right-  and  left-eye  respectively, 
it  is  plain  that  these  pictnres  would  appear  to  be  located  at  the  same 
place,  or  be  superposed ;  tkt  optic  axe»  would  be  converged,  and  th« 
et/ea  adjusted  focally  to  poxntt  in  the  tame  plane,  the  cause  of  the  diffi- 
culty before  alluded  to  will  have  been  removed. 

By  inspection  of 
fig.  9,  the  form  and 
use  uf  the  instru- 
uicnt  will  more  fully 
.nppear.  On  the 
verticnl  frames  L' 
and  R'  are  grooves, 
in  which  the  left-  and  right-eye  pictores  are  slid,  as  those  of  the  frustam 
of  the  cone  represented  in  the  figure.  The  fnce  is  brought  close  up 
against  the  board,  represented  by  the  dotted  line,  pinced  along  the 
line  of  junction  of  the  two  mirrors,  AB,  AB',  each  of  these  being 
about  four  inches  square.  The  eyes  will  then  be  in  position  to  have 
their  proper  pictures  presented  to  them.  The  piotures  are  then 
moved  back  and  forth  in  the  grooves  until,  apparently,  complete 
superposition  is  effected,  when  the  figure  will  immediately  start  out 
in  relief.  The  pictures  will  coincide,  more  or  less  perfectly,  in  dif- 
ferent positions,  but  the  finest  effect  is  only  produced  when  they  oo- 
cnpy  similar  positions  relative  to  their  respective  mirrors.  The  up- 
right frames,  on  whioh  the  platuree  are  slid,  were  also  connected  hy  a 
right-  and  left-handed  screw,  so  that  tfaey  could  readily  be  made  to 
approach  or  to  recede  from  each  other,  thus  permitting  a  variation  of 
the  distance  of  the  pictures  from  the  mirrors. 

This  form  of  stereoscope  has  some  advantages  over  the  next  to  he 
mentioned,  especially  in  the  fact  that  the  siae  of  the  pictures  to  be 
employed  is  not  as  restricted,  and  that  the  same  piottires  may  be  em- 
ployed pseudoscopically,  since  they  are  on  separate  cards,  hut  it  is  plain 
that,  on  account  of  the  lateral  inversion  in  images  formed  by  plane  mir- 
rors, which  causes  an  officer,  for  example,  to  appear  to  hold  his  sword  in 
his  left  hand,  the  pictures,  in  order  to  produce  a  proper  effect,  mnst'be 
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drawn  with  this  lateral  in  version,  or  they  must  be  transparent,  so  that 
they  can  be  placed  before  the  mirrors  in  either  position.  It  is  also 
apparent  that  the  form  of  the  instrument  is  not  as  compact,  nor  in 
any  way  as  convenient,  as  that  of  the  common  lenticular  stereosoope, 
and  that,  in  viewing  transparencies,  it  would  require  two  lights  of 
equal  intensity,  one  behind  each  picture. 

In  explaining  the  action  of  the  stereoscope,  it  is  not  necessary,  how- 
ever, to  regard  the  simple  apparent  superposition  of  the  pictures,  as  the 
cause  of  the  appearance  of  relief,  since  this  fact  may  be  explained  on  the 
same  theory  as  that  adopted  for  the  explanation  p{  the  perception  of 
relief  in  the  objects  themselves,  in  the  sections  on  Binocular  Vitiany 
and  subsequently,  namely,  that  of  the  movement  of  the  optic  axes  in 
passing  from  the  view  of  one  point,  in  case  of  the  real  object,  or  of 
identical  points,  in  case  of  pictures,  to  another  point,  or  other  identi* 
cal  points  of  the  pictures,  nearer  or  more  remote  For  the  superpo- 
sition of  the  pictures  cannot,  in  the  nature  of  the  case,  be  perfect,  on 
account  of  the  dissimilarity  of  the  pictures,  so  that,  if  they  are  ad- 
justed so  that  identical  points  of  the  foreground  in  the  pictures  coin- 
cide, identical  points  in  the  background  will  necessarily  not  coincide, 
and  the  more  remote  the  points  ntpresented  the  greater  the  want  of 
coincidence.  The  eyes,  however,  take  this  up,  and  readily  cause  these 
points  to  coincide  in  turn,  in  running  over  the  pictures,  by  slightly 
decreasing  the  convergence  of  the  optic  axes,  by  rolling  the  eyes  oat- 
ward, — a  movement  similar  to  that  required  in  passing  to  objects  in 
the  background,  in  viewing  the  objects  themselves,  and  consequently 
pfbducing  the  same  mental  impression  of  increased  distance  or  relief. 


THE  GREAT  FIRES  OF  1871  IN  THE  NORTHWEST. 

Bt  Prof.  I.  A.  Lafbam, 
AbbI,  to  Chief  Signal  Officer  U.  S.  A. 

I8t  Paper. 

The  great  fires  that  have  recently  spread,  with  such  disastrous  re- 
sults, over  our  whole  northern  frontier,  from  the  Rocky  Mountains  to 
central  New  York  and  Pennsylvania,  must  be  regarded  as  the  effect 
of  meteorological  causes.  Unusual  dryness  has  pervaded  the  atmos- 
phere during  the  past  two  months ;  the  amount  of  rainfall  has  been 
very  considerably  less  than  the  average  and  the  amount  of  evapora- 
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tion  oonsiderably  more.*     Very  little  rain  has  fallen  upon  moat  of 
this  extended  region  since  August. 

Winds  from  a  south-westerly  direction,  blowing  often  with  grea^ 
force  and  for  sereral  days  continuously,  bring  to  the  great  prairie 
region  of  the  West  this  excessive  dryness.  Their  prevalence  is  often 
shown  by  the  direction  towards  which  the  trees  lean  ;  they  absorb  mois- 
ture from  every  source,  msking  everything  of  a  combustible  nature 
still  more  combustible.  The  soil  itself  becomes  desiccated  to  a  con- 
siderable depth.  Pine  lumber,  of  which  houses,  barns,  fences,  &c., 
are  made,  becomes  excessively  inflammable.  The  weeds  and  grass  of 
the  prairies  and  stacks  of  hay  and  grain  are  deprived  of  all  moisture, 
and  partake  of  the  nature  of  tinder. 

When  these  winds  are  blowing,  a  small  spark  is  sufficient  to  kindle 
a  great  fire ;  the  camp  fire,  the  wad  from  a  gun,  a  spark  from  a  loco- 
motive,  even  the  remnant  of  a  cigar,  or  the  ashes  from  a  pipe,  may 
start  a  fire  that  will  spread  over  a  county.  A  stroke  of  lightning  has, 
doubtless,  been  the  origin  of  many  a  prairie  fire.  The  Indians  are 
said  to  have  purposely  set  them  on  fire  to  rout  the  deer  and  other 
game. 

The  violent  wind  hastens  to  spread  the  flame  over  a  constantly 
widening  space,  until  large  districts  are  laid  waste  by  the  *'  destroy- 
ing element."  It  is  familiarly  known  that  these  fires  have  annually 
spread  over  the  great  prairie  region  of  the  Mississippi  Valley  since 
their  first  exploration.  Prairie  fires  are  no  new  thing.  Of  course 
they  vary  in  extent  from  year  to  year,  according  to  the  varying  dry- 
ness of  the  seasons  and  other  meteorological  causes.  A  smoky  atmos- 
phere in  autumn  has  been  the  common  experience  every  year ;  and 
this  smokiness  has  its  origin  in  prairie  fires  at  the  West. 

The  fire  once  started  in  the  dry  grass  and  weeds  of  the  prairie  can- 
not be  extinguished ;  it  must  take  its  own  course,  gradually  widening 
as  it  moves  forward,  until  it  presents  a  front  of  a  hundred  miles  or 
more;  and  the  flames,  often  reaching  a  great  height,  are  blown  forward, 
setting  fire  to  places  many  rods  ahead. 

These  fires  do  not  kill  the  roots  of  the  prairie  grass,  which  springs 
up  fresh  from  the  blackened  soil,  when  its  proper  season  returns ; 
but  the  germs  of  other  plants,  including  all  forest  trees,  are  destroyed* 

When  these  fires  reach  the  borders  of  the  forest  region  the  trees 

*  Bain  at  Milwaukee  in  September  :  Mazimom  <1841)  7*02  iDches,  mean  of 
twentj-nine  years  2*88— minimom  (1871)  0*60. 
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are  attacked,  and  many  of  them  destroyed ;  others  are  more  or  less 
injtired.  The  young  shoots  are  killed ;  the  roots  beneath  the  soil, 
and  in  many  cases  eren  the  soil  itself  is  conHnmed. 

It  is  when  the  south-west  wind  is  high,  and  the  atmosphere  dry, 
and  when,  from  long  absence  of  rain,  the  vegetation  is  also  dry,  that 
we  are  to  look  for  these  great  prairie  fires. 

TVe  thus  have  before  ns  the  true  theory  of  the  origin  of  the  prairies; 
they  are  clearly  due  to  the  dryness  of  the  climate  in  autumn  and  the 
consequent  fires.  Their  existence  is  not  due  to  the  effect  of  dryness 
of  climate  upon  the  growth  of  trees  themselves,  for,  when  protected 
from  fires,  trees  are  found  to  flourish  in  the  prairie  region;  It  is  by 
fire  (induced  by  dryness)  that  the  trees  are  destroyed  or  prevented 
from  growing. 

These  conditions  of  climate,  the  autumnal  dryness  and  the  preva- 
lence of  south-west  winds,  have  existed  for  ages,  and  hence  the  normal 
condition  of  the  great  western  plains  is  that  of  prairie ;  and  so  long 
as  these  causes  exist,  this  region  must  always  remain  in  this  condi- 
tion, unless  changed  by  ingenious  and  persistently  applied  devices  of 
art. 

The  normal  condition  of  other  regions  is  that  of  forest-  growth* 
When  old  fields  are  abandoned  within  these  forest  regions,  as  in  Vir- 
ginia, &c.,  or  wherever  lakes  have  been  drained,  a  growth  of  trees 
immediately  takes  possession  of  the  soil.  In  a  few  years  the  forests 
have  resumed  their  possession. 

Within  the  prairie  region  the  soil  is  equally  well  adapted,  to  the 
growth  of  trees,  and,  by  continued  effort  in  the  prevention  of  fires, 
they  may  soon  be  made  to  cover  the  land  with  their  grateful  shade, 
their  beauty  and  their  usefulness ;  but  should  these  efforts  be  discon- 
tinued for  a  few  years,  the  dry  tr^^r,  the  high  vfinde  and  the  oeei- 
derUal  fires  will  surely  do  their  appointed  work,  and  the  prairie  grass 
will  resume  its  possession  of  the  ground.  The  normal  condition  of 
prairie  will  again  be  established. 

The  northern  boundary  of  the  region  of  prairie  forms  a  line  which 
varies  from  year  to  year  as  the  seasons  vary.  A  continued  succession 
of  dry  seasons  encourages  great  fires,  that  penetrate  the  forest  border 
and  extend  the  area  of  the  prairie  ;  while  a  similar  succession  of  wet 
seasons  may  allow  a  growth  of  trees  to  spread  far  within  the  proper 
boundaries  of  the  prairie.  A  constant  struggle  is  thus  maintained 
bdtween  the  two  conditions  of  forest  and  prairie,  alternating  within 
certain  limits,  and  changing  the  position  of  the  dividing  line.    It  is 
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here  that  we  fiad  the  *' openings/'  or  scattered  trees,  chiefly  of  the 
burr-oak  {Quercu%  macrocarpa)^  which  give  so  much  park-like  beauty 
to  the  landscape. 

The  work  of  extending  the  prairie  border  was  exhibited  in  the  au- 
tumn of  1871  upon  the  grandest  scale.  Fires  have  swept  more  or 
less  completely  along  the  whole  northern  frontier,  from  the  Rocky 
Mountains  through  Dakota,  Minnesota,  Wisconsin  and  Michigan,  and 
even  into  New  York  and  Pennsylvania. 

Within  the  past  two  or  three  decades  this  region  has  been  occupied 
and  ^Mmproved;"  farms  have  been  opened;  mills  built,  especially 
throughout  the  *' lumber  region  "  or  places  where  the  stately  white 
pine  (Finu9  strobus)  predominates.  Villages,  large  towns,  and  even 
^reat  cities  have  sprung  up  along  this  prairie  border  line  with  a  ra- 
pidity truly  wonderful.  And  now  it  is  found  that  these  natural,  ever 
recurring  meteorological  causes  which  have  for  so  many  ages  pre- 
vented the  growth  of  forest  trees,  are  equally  operative  in  preventing 
the  building  of  housetj  towns  and  cities. 

Not  only  has  the  wild  prairie  region  been  swept  by  the  fires  of 
1871,  but  thousands  of  square  miles  of  forests  have  been  destroyed. 
Many  farms,  with  their  houses,  barns,  stacks  of  hay  and  grain,  miles 
of  fences,  &c.,  have  been  destroyed.  At  the  same  time  a  number  of 
towns  and  a  large  part  of  the  city  of  Chicago  were  consumed,  involv- 
ing the  loss  of  many  thousand  human  lives.  The  ground  upon  which 
these  improvements  were  made  has  been  reduced  to  the  normal  con- 
dition of  prairie. 

It  becomes  apparent  then,  that  if  we  wish  to  occupy  and  improve 
this  prairie  region,  to  cover  it  with  villages,  towns  and  cities,  to  cul- 
tivate its  rich  and  productive  soil,  we  must  contend  against  this  na- 
tural law,  which  constantly  and  surely  tends  to  assert  its  power  to 
reduce  everything  to  its  former  normal  condition.  To  do  this  will 
require  more  than  individual  effort — only  united  and  enforced,  or  in 
other  words  governmental  effort  can  afford  hope  of  success. 

The  precautions  necessary  to  resist  this  destruction  of  property  are 
of  the  simplest  kind,  being  only  such  as  are  necessary  to  prevent  the 
occurrence  and  spread  of  fire.  This  involves  not  only  watchfulness, 
but  the  disuse,  as  far  as  possible,  of  all  combustible  materials.  The 
watchfulness  should  extend  not  only  to  our  own  premises,  but  to  pre- 
vent the  carelessness  and  criminality  of  others ;  which  can  only  be 
done  by  public  authority.  The  use  of  kerosene  in  all  its  forms  should 
be  prohibited;  &o  locomotive  should  be  allowed  to  move  without  ade 
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quate  means  to  prevent  the  emission  of  sparks  from  the  smoke  stack, 
and  no  fences  of  wood  should  be  built.  If  the  farmers  of  FrancOi 
Germany,  &;c.,  can  do  without  fences,  certainly  we  can  do  the  same, 
and  thus  save  not  only  this  food  for  the  fires,  but  one-half  of  the  ag- 
gregate capital  required  in  the  conduct  of  our  agriculture  !  A  thou- 
sand other  measures,  needless  here  to  mention,  should  be  adopted  and 
enforced^  looking  to  the  same  end. 

It  is  announced  that  some  farmers  who  have  '*  lost  their  all  "  by 
these  fires  have  become  disheartened  and  discouraged,  and  will  en- 
tirely abandon  their  possessions.  If  this  is  done  now,  while  every- 
thing is  fresh  and  new,  while  the  soil  retains  its  virgin  richness,  what 
may  we  expect  in  after  years  ?  Gradually,  but  surely,  the  whole 
country  will  be  reduced  (as  have  been  the  once  fertile  plains  of  the 
East)  to  the  condition  of  a  desert.  It  is  true  this  may  be  in  the  dis- 
tant future,  but  it  is  nevertheless  our  duty  to  prevent  this  result,  so 
far  as  it  is  within  our  power. 

If  fences  could  be  dispensed  with,  and  if  our  houses  could  be  con- 
structed of  materials  other  than  wood,  the  very  great  destruction  of 
our  forests,  now  going  on  with  such  fearful  rapidity,  would  be  checked. 
It  is  estimated  that  fifty  years  will  suffice  to  consume  the  pine  lumber 
of  Wisconsin  and  Michigan,  the  chief  present  sources  of  supply ;  the 
time  therefore  is  close  at  hand  when  the  forests  will  no  longer  supply 
the  lumber  used  in  temporary  construction,  erected  only  to  increase 
the  danger  of  great  public  calamities  by  fire ! 

Should  the  present  policy  be  continued,  the  destruction  of  a  large 
share  of  the  newly  built  railroad  stations  in  the  prairie  region  of  the 
West  will  surely  come ;  they  are  built  in  opposition  to  the  law  of  the 
land,  a  law  that  sooner  or  later  must  be  enforced.  A  dry  season,  a 
strong  wind  and  an  accidental  fire,  whenever  they  occur  together,  will 
do  the  work. 

If  these  views  be  correct,  it  is  apparent  that  the  precautions  against 
these  greater  calamities  are  most  needed  at  the  south-west  part  of  the 
town  or  city ;  here  is  always  the  place  of  greatest  safety,  and  here 
should  be  erected  buildings  for  the  preservation  of  the  most  precious 
records  and  works  of  art,  which,  if  lost,  cannot  be  restored.  Had 
the  fire  of  Chicago  originated  at  the  north  or  east  side  of  the  city, . 
the  barn  in  which  the  kerosene  lamp  was  kicked  over  alone  would 
have  been  burned. 

Milwaukee^  Wie.y  Oct  26, 1871. 
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SPECTROSCOPIC  NOTES. 

By  John  H.  Lkach. 
(Commnnicated  by  Professor  C.  A.  Young.) 

Although  Fr.  Secchi  and  others  have  recently  published  descrip- 
tions  of  the  different  varieties  of  solar  prominences  which  have  been 
observed,  well  illustrating  the  many  forms  in  which  these  outbursts 
from  the  sun's  chromosphere  occur,  a  careful  record  of  such  disturb- 
ances as  may  be  out  of  the  more  common  order  may  in  the  end  assist 
us  to  a  farther  knowledge  on  this  subject. 

While  looking  for  bright  lines  near  F  in  the  spectrum  of  a  low  pro- 
minence situated  25°  north  of  east,  at  11.35  A.M.  (April  2d),  my 
attention  was  called  to  what  appeared  to  me  a  sudden  displacement  of 
the  F  line  toward  the  violet  end  of  the  spectrum. 

I  immediately  brought  the  G  line  into  the  field  of  view,  in  order  to 
discover  if  any  change  was  taking  place  in  the  form  of  the  promi- 
nence, but  was  wholly  unprepared  for  the  spectacle  which  met  my 
eye.  Upon  widening  the  slit  I  found  that  where  only  twenty  minutes 
before  there  had  been  a  comparatively  low  mass  of  prominence  mat- 
ter, not  exceeding  50'^  in  height,  and  remarkable  only  for  the  bright- 
ness  of  a  jet  issuing  from  the  southern  portion  which  was  but  slightly 
raised  above  the  chromosphere,  there  had  been  an  eruption  of  matter 
on  a  grand  scale. 

Fig.  1  represents  the  prominence  as  first  seen  at  11.15  A.  M..  At 
11.35  A.M.  the  northern  portion  had  entirely  disappeared,  and  from 
the  low  mound,  at  the  point  where  the  jet  mentioned  above  had  been 
seen,  an  eruption  had  taken  place  far  exceeding  anything  I  have  ever 
witnessed.  Far  above  the  chromosphere  the  air  was  filled  with  long 
wisps  of  glowing  hydrogen,  ranging  from  20^'  to  50'^  (seconds)  in 
length,  with  the  appearance  of  having  been  ejected  in  quick  sncoes- 
sion.  Above  them  floated  detached  masses,  in  the  form  of  thin  fleecy 
clouds,  and  the  highest  point  reached  by  these  was  fully  five  minutes 
of  arc,  or  about  135,000  miles  above  the  sun.  In  the  mound  appeared 
a  low,  sharp  horn,  exceeding  in  brightness  any  other  portion  of  the 
prominence.  The  grandeur  of  the  eruption  lasted  but  a  few  minutes, 
gradually  fading  in  brightness  and  diminishing  in  size. 

Fig.  2  gives  a  correct  idea  of  the  general  form  and  extent  of  the 
prominence  as  seen  at  12  M. 

When  next  observed,  at  1.40  P.M.,  nothing  was  left  but  a  small 
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cloud  mass  of  about  the  height  of  the  prominence  when  first  seen,  at 
11.15  A.M.  To  the  north  of  this,  however,  were  two  very  small 
horns,  of  great  brightness.  It  has  generally  been  noticed  that  the 
appearance  of  these  bright  points  in  the  chromosphere  is  a  forerunner 
of  increased  activity.  The  forces  at  work  beneath  were  only  gather- 
ing strength  for  a  final  outburst,  which,  if  not  so  great  in  extent, 
proved  to  be  equally  magnificent.  I  had  not  long  to  wait,  for  after 
a  few  minutes  spent  in  examining  the  F  line,  just  as  the  clock  was  strik- 
ing  the  hour  I  again  brought  C  into  the  field,  and  found  myself  only 
in  season  for  the  grand  finale.  The  chromosphere  had  again  belched 
forth,  and  far  above  the  sun  could  be  seen  the  ejected  matter,  reach- 
ing to  the  height  of  94,500  miles.  The  debris  was  in  the  form  of  jets 
or  wisps,  which  appeared  to  be  falling  toward  the  chromosphere,  here 
and  there  fretted  with  sharp  horns  or  bristles.  The  remains  of  the 
first  eruption  existed  unchanged  since  last  seen,  at  1.40  P.M.,  but 
the  changes  in  the  form  of  the  new  one  were  rapid ;  at  one  point  the 
Xiamen ts  were  so  interlaced  as  to  resemble  close  network.  In  the 
more  elevated  portions  the  jets  soon  lost  their  brilliancy,  and  in  less 
than  an  hour  scarcely  anything  remained  but  a  few  stray  wisps  float- 
ing low  down  near  the  chromosphere. 

Fig.  5  exhibits  the  change  which  the  last  outburst  had  undergone 
at  2.20  P.M. 

During  the  phenomena  the  C  and  F  lines  were  completely  broken 
ap,  being  displaced  toward  both  the  red  and  violet  ends  of  the  spec- 
trum, the  greatest  displacement  being  toward  the  violet,  in  the  F  line 
extending  to  the  iron  line  above  F  numbered  2082  in  Kirchoff*s  map. 
The  D3  line  also  suffered  a  sensible  displacement.  I  examined  the 
magnetic  needle  during  the  outbursts  and  an  hour  afterwards,  but 
could  detect  no  unusual  disturbance.  In  the  evening  there  was  a 
slight  auroral  display. 

The  portion  of  the  chromosphere  in  which  the  eruptions  took  place 
was  in  the  neighborhood  of  a  group  of  spots  which  were  just  making 
their  appearance  upon  the  eastern  limb  of  the  sun.  The  spots  were 
completely  surrounded  by  faculse  which  radiated  from  the  spots  them- 
selves, and  could  be  traced  to  the  sun's  edge.  Fig.  6  shows  the  posi- 
tion of  the  spots  upon  the  sun  at  the  time  of  the  eruptions.  The 
sketches  were  made  at  the  time  of  observation,  and  are  as  correct  as 
the  duration  of  the  phenomena  would  allow,  the  general  form  and 
most  of  the  details  being  preserved. 
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ON  HALLEY'S  COMET. 

Bt  Prof.  Danibl  Eiekwood.* 

The  distiDguisbed  astronomer,  Mr.  Hind,  has  traced  back  the  returns 
of  Halley's  comet  to  the  year  11  B.C.  He  remarks,  however,  that 
previous  to  that  epoch,  ^*  the  Chinese  descriptions  of  comets  are  too 
vague  to  aid  us  in  tracing  any  more  ancient  appearances/'  and  that 
"European  writers  of  these  remote  times  render  us  no  assistance." 
It  is  now  proposed  to  inquire  whether  the  comet  had  probably  made 
any  former  approach  to  the  sun  in  an  orbit  nearly  identical  with  the 
present. 

It  is  well  known  that  the  modern  period  is  considerably  less  than 
the  ancient.  Thus,  the  mean  period  since  A.D.  1456 — the  first  re- 
turn recognized  by  Halley — has  been  76*88  years;  while  from  11 
B.C.  to  1456  A.D.  it  was  77'27  years.  In  determining  the  ap- 
proximate dates  of  former  returns,  the  ancient  period  should  evi- 
dently be  employed.  Now,  it  is  a  remarkable  fact  that  of  more  than 
seventy  comets,t  or  objects  supposed  to  be  comets,  whose  appearance 
was  recorded  during  the  six  centuries  immediately  preceding  the  year 
11  B.C.,  but  one — that  of  166  B.C. — was  observed  at  a  date  corres- 
ponding nearly  to  that  of  a  former  return  of  Halley's  comet.  Of  this 
object  it  is  merely  recorded  that  '^  a  torch  was  seen  in  the  heavens." 
Whether  this  was  a  comet  or  some  other  phenomenon,  it  is  impossible 
to  determine.  But  the  comet  of  Halley  was  more  brilliant  in  ancient 
than  in  modern  times.  It  seems,  therefore,  extremely  improbable  that 
seven  consecutive  returns  of  so  conspicuous  an  object  should  have 
been  unrecorded,  especially  as  twelve  comets  per  century^  were  ob- 
served  during  the  same  period.  It  would  seem,  therefore,  that  the 
perihelion  passage  of  the  year  11  B.  C.  was  the  first  ever  made  by 
the  comet,  or  at  least  the  first  in  an  orbit  nearly  the  same  as  the  pre- 
sent. 

In  a  paper  read  before  the  American  Philosophical  Society,  Novem- 
ber 19th,  1869,  it  was  shown  that  the  aphelion  distances  of  the  comets 
of  short  period  are  nearly  equal  to  the  distances  of  the  major  planets 
Jupiter,  Saturn,  Uranus  and  Neptune ;  and  that  most  of  the  comets 
now  moving  in  elliptic  orbits  probably  owe  their  periodicity  lo  the 

*  Bead  (by  title)  at  the  Indianapolis  Meeting  of  the  American  Associatioo, 
AogQst,  1871. 
t  See  the  Gatalogaes  of  Chambers  ancl  Williams. 
t  The  average  namber. 
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disturbing  action  of  these  planets.  The  aphelion  of  Halley's  comet, 
it  must  be  confessed,  is  so  remote  from  the  plane  of  the  ecliptic  that 
Neptune's  disturbing  influence  would  be  but  feeble.  Possibly,  how- 
ever, the  original  position  of  the  orbit  may  have  been  considerably 
changed.  It  is  an  interesting  question  whether  the  difference  be- 
tween the  ancient  and  the  modern  elements  of  the  comet  are  chiefly 
due  to  the  defective  data,  or  to  real  changes  produced  by  the  planets. 
£urckhardt's  elements  for  989  A.D.  make  the  longitude  of  the  as- 
cending node  precisely  coincident  with  that  of  the  aphelion ;  while  the 
present  difference  is  about  69  degrees.  If  it  be  granted  that  the 
transformation  of  the  orbit  was  produced  by  Neptune,  at  what  epoch 
could  the  change  have  been  effected  ?  In  other  words,  at>  what  time 
before  the  Christian  era  was  the  comet  in  the  vicinity  of  its  aphelion 
when  Neptune  had  nearly  the  same  longitude  ?  It  is  certainly  re- 
markable that  for  a  thousand  years  preceding  the  passage  of  11  B.C., 
there  was  bat  one  such  epoch  of  maximum  disturbance,  and  that  this 
occurred  about  50  B.C. 


A  NEW  LANTERN-GALVANOMETER. 

Bt  Alfred  M.  Matkr,  Ph.  D., 

Professor  of  Physits  in  the  Stevens  Institute  of  Technology ^  Hohoken^  N,  J, 

On  the  21st  of  December,  1871,  I  delivered  a  lecture  on  "The 
Earth  a  Great  Magnet  '**  before  the  American  Institute,  at  the 
Academy  of  Music,  in  the  city  of  New  York.  In  the  experimental 
discussion  I  then  made  of  the  earth's  magnetism,  it  was  necessary  to 
use  a  galvanometer  so  constructed  that  the  deflections  of  its  needle 
would  be  visible  to  a  large  audience.  At  the  same  time,  the  astatic 
condition  of  this  needle  had  to  be  so  controlled  that  it  could  be 
readily  altered  during  the  progress  of  the  lecture,  and  an  arrange- 
ment of  damping  magnets  had  to  be  devised  that  would  permit  me 
instantly  to  bring  the  needle  into  the  magnetic  meridian,  when  dis- 
turbed therefrom  whenever  I  set  in  action  the  large  electro-magnet 
used  on  that  occasion.  Indeed  one  of  the  principal  uses  to  which 
this  galvanometer  was  applied  in  the  lecture  was  the  exploration  of 
the  magnetic  condition  of  the  space  surrounding  this  electro-magnet. 
This  I  accomplished  by  rotating  wire  coils  at  various  distances  and 
positions  around  the  magnet  and  leading  the  induced  magneto-electric 
currents  through  the  galvanometer. 

*  Id  course  of  poblication  by  Charles  0.  Ghatfield  it  Co.,  New  Haven. 
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The  lantern-galvanometer,  which  I  will  now  proceed  to  describe, 
was  devised  on  the  13th  of  last  November,  and  aa  it  has  accomplisbed 
all  that  I  desired  I  think  that  its  service  in  the  lectarc  room  warrants 
this  formal  description  of  it. 


Referring  to  the  figure,  M  is  a  piano  mirror,  inclined  46°  to  th» 
vertical.  In  front  of  this  and  quite  close  to  it  are  the  back  condens- 
ing lenses  of  an  ox;hydrogen  lantern.  The  front  lens  of  the  con- 
denser is  placed  above  the  mirror  at  a.  The  back  condensing  lenses 
are  of  such  curvatures  thntwhen  the  calcium  light  is  placed  about  two 
inches  from  the  one  nearest  it,  a  beam  of  light  of  nearly  parallel  rays 
issues  from  them  to  fall  npon  M  ;  thence  to  be  reflected  to  the  upper 
condensing  tens  at  0.  This  arrangement  of  lenses  is  due  to  President 
Morton,  of  the  Stevens  Institute  of  Technology,  and  gives  a  bright 
and  uniformly  illuminated  field,  free  from  color.*     Beating  on  g  is  » 

*  "  The  origiaal  idea  and  general  plan  of  the  initmroent  ['  the  vertical-lan- 
tern ']  aliown  waa,  as  the  ipeaker  (Prof.  Hortoo)  stated,  doe  to  Profesior  J.  P. 
Cooke,  of  Cambridge,  hii  own  work  in  coanection  with  it  being  coDBned  to  th* 
dedsiog  of  a  cooTeoient  mechanical  arrangement  of  parts,  the  iniproTemeat  of 
the  combinatioQ  of  condensing  lenses  with  the  reflecting  mirror  so  aa  to  sa«nre 
a  white  and  eveol;  illumlQated  fleld  on  the  screen,  and  the  discoverf  thatfan 
ordinary  tilvered  mirror  won  Id  serve  for  the  final  reflection  as  efficieotlf  as  a- 
metal  specolan  or  glass  silvered  b;  Foacanlt's  plan,  which  are  so  diflSoalt  to 
obtain  Of  keep  in  order." — Quarttrlif  Joumai  ^  Scitnee,  OutotMr,  1871. 
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disc  of  glass,  on  whose  border  is  photographed  a  divided  circle.  In 
the  centre  of  this  glass  disc  is  a  low  needle  point  on  which  freely  ro- 
tates a  magnetic  needle.  Above  the  needle  is  the  projecting  lens  L, 
the  pencils  from  which  are  reflected  in  any  desired  direction  by  means 
of  the  plane  mirror  R,  which  rotates  on  a  horizontal  axis  and  has  also 
a  motion  in  azimath  around  the  axis  of  the  lens.  The  horizontal  con- 
densing lens  o  has  a  diameter  of  five  inches  and  the  magnetic  needle 
is  four  inches  long. 

To  deflect  this  needle  by  an  electric  current  I  place  as  close  to  the 
condenser  as  possible  the  two  spirals  S  and  S'  formed  of  ^\  inch 
wire  of  equare  eeetiofij  so  as  to  bring  the  convolutions  as  close  as  pos- 
sible. The  turns  of  the  spirals  are  separated  by  very  thin  vulcanite 
ribbon  coated  with  paraffine ;  the  spirals  are  wrapped  on  vulcanite 
discs  and  have  an  internal  diameter  of  four  inches  and  an  external 
diameter  of  ten  inches,  and  each  contains  about  49  feet  of  wire.  The 
spirals  are  so  placed  on  the  sides  of  the  condenser  that  a  line  joining 
their  centres  passes  through  the  centre  of  the  magnetic  needle. 

The  vertical-lantern  rests  upon  a  base-board,  8  feet  6  inches  long, 
with  guides  on  its  sides,  between  which  slide  boards  carrying  the  two 
bar  magnets  A  and  B,  each  15  inches  long  and  1  inch  in  diameter  of 
section.  These  magnets  cannot  only  approach  to  and  recede  from  the 
lantern,  and  thus  vary  their  distances  from  the  galvanometer  needle, 
but  they  can  also  rotate  around  their  centres  on  vertical  axes.  Thus, 
the  poles  of  the  base-magnets  being  similarly  placed  with  those  of  the 
galvanometer  needle  they  render  it  more  or  less  astatic  as  they  are 
nearer  to  or  farther  away  from  it.  Also,  in  case  the  needle  should 
not  come  to  the  meridian  on  moving  the  base-magnets,  it  can  be  made 
to  do  so  by  rotating  about  a  vertical  axis  one  or  both  magnets; 
and  thus,  also,  can  be  neutralized  any  exterior  disturbances  tending 
to  deflect  the  needle  from  the  magnetic  meridian. 

The  galvanometer-needle  may  also  be  rendered  astatic  by  suspend- 
ing it  from  above  by  a  silk  fibre  and  attaching  to  the  needle  a  wire 
which  descends  through  a  hole  in  the  condenser  and  in  the  inclined 
mirror  and  carries  beneath  the  latter  another  magnetic  needle  with 
its  poles  reversed.  In  this  arrangement  we  move  the  base-magnets 
to  a  greater  distance  and  render  the  combination  astatic  by  their 
action  on  the  lower  needle. 

In  working  with  thermal  currents  a  smaller  needle  and  condenser, 
allowing  the  coils  to  approach  each  other,  can  be  used ;  but  for  the 
detection  and  measurement  of  currents  of  thermo-electricity  it  is 


424  Ohemigtrtfj  Pht/ncSj  Technology,  etc. 

better  to  coil  close  around  the  upper  needle  a  wire  in  a  flat  coil  of 
only  one  wire  in  breadth.  Thus  the  thickness  of  the  sarronnding 
coil  need  not  exceed  the  breadth  of  the  needle,  and  its  image  on  the 
screen  will  form  a  single  zero  point. 

I  will  now  give  a  few  experiments  serving  to  show  the  osefolness 
of  this  instrument. 

Experiment  1.  A  coil  of  2^  feet  in  diameter,  containing  40  turns 
of  300  feet  of  j^q  inch  copper  wire,  was  placed  with  its  plane  at  right 
angles  to  the  line  of  ^'  the  dip."  The  terminals  were  connected  with 
the  galvanometer,  whose  needle  was  rendered  nearly  astatic  by  means 
of  the  two  damping  magnets.  I  now  rotated  the  coil  quickly  through 
180^  around  an  axis  at  right  angles  to  the  line  of  the  dip.  The 
needle  was  deflected  about  12°. 

Uxp,  2.  The  two  cores  of  the  large  electro-magnet  of  the  Stevens 
Institute  of  Technology  were  placed  end  to  end,  thus  making  one  iron 
bar  of  7  feet  in  length  and  of  6  inches  in  diameter.  This  was  sur- 
rounded with  its  8  bobbins,  containing  in  all  2000  feet  of  ^  inch 
copper  wire.  Through  this  was  sent  the  electricity  developed  by  the 
the  most  advantageous  combination  of  60  plates  of  zinc  and  carbon, 
8  X  10  inches. 

A  coil  of  20  inches  in  diameter  of  one  turn  of  ^  inch  wire  was 
rotated  around  a  vertical  axis,  3^  feet  distant  from  one  pole  of  the 
core ;  the  galvanometer  needle  moved  over  3°. 

Exp.  3.  Same  as  exp.  2,  except  there  were  5  turns  of  jg  inch  wire 
in  the  coil  of  20  ins.  diam.     Deflection  =  30°. 

Exp.  4.  A  coil  of  20  inches  in  diameter,  formed  of  20  turns  of 
j'0  inch  wire,  was  rotated  through  180°  around  a  vertical  axis,  6^ 
feet  distant  from  the  pole  of  the  magnet.     Deflection  =  22°. 

Exp.  5.  Same  as  exp.  4,  but  rotated  coil  with  its  centre  3  feet  8 
inches  above  the  equator  of  the  magnet.     Deflection  =  80°. 

Escp.  6.  A  coil  of  2 J  feet  in  diameter  of  40  turns  of  800  feet  of  xV 
inch  wire  was  rotated  with  its  centre  28  feet  distant  from  equator  of 
magnet.     Deflection  =  20°. 

Exp.  7.  The  following  experiments  will  show  the  excellent  pro- 
portions of  the  coil  used  in  Exp.  6  for  the  evolution  and  study  of  in- 
duced terrestrial  magneto-electric  currents : 

I  placed  this  coil  on  a  table  and  connected  its  terminals  with  a 
galvanometer,  such  as  is  used  in  studying  thermo-electric  currents. 
The  needles  of  this  galvanometer  made  one  vibration  in  nine  seconds. 
On  lifting  the  E  side  of  this  coil  6  inches,  the  galvanometer  needle 
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was  deflected  10^.  Lifting  the  same  side  9  inches  the  needle  went 
to  22^.  Placing  the  coil  in  a  vertical  N.  and  S.  plane  and  suddenly 
tilting  its  top  6  inches  to  the  E.  or  towards  the  W.,  the  needles  were 
deflected  60°.  Tilting  the  top  9  inches  sent  the  needles  with  a  blow 
against  the  stops  at  90°. 


THE  UTILIZATION  OF  THE  LIGHT  PETROLEUM  OILS. 

By  William  H.  Wahl. 

(A  Paper  read  before  the  Optical  Section  of  the  Franklin  Institute,  March 

28th,  1872  ) 

Amongst  the  problems  which  have  taxed  the  ingenuity  of  practical 
minds  for  years,  that  of  increasing  the  source  and  supply  of  illumin- 
ating agents  ranks  with  the  most  important.  The  necessity  for  their 
increasing  excellence  and  cheapness  grows  more  argent  as  our  civili- 
zation advances,  and  it  is  scarcely  to  be  doubted  that  the  resources 
of  science  will  prove  equal  to  the  demands  to  which  she  has  given 
origin.  The  history,  indeed,  of  the  last  half  century  furnishes  an  in- 
structive illustration  of  the  assertion,  and  will  afford  the  future  chroni- 
cler of  human  events  a  theme  of  unequalled  richness  ;  for  his  will  be 
the  record  of  a  time  in  which  such  prodigious  strides  were  made  in 
every  department  of  human  knowledge,  that  it  will  stand  alone  an 
epoch-making  period  in  the  material  progress  of  our  race. 

Not  the  least  interesting  of  the  items  which  go  to  make  up  the  sum 
of  our  century's  progress;  is  the  development  of  the  modes  and  appli- 
ances for  procuring  artificial  illumination. 

When  the  needs  of  increased  culture  first  made  an  illuminating 
agent  necessary,  the  torch,  doubtless,  furnished  the  material.  Then 
followed  probably  the  torch  steeped  in  resinous  substances ;  and  the 
simple  lamps,  from  which  the  heavy  animal  and  vegetable  oils  were 
burned  ;  then  the  candle  was  introduced.  Then,  in  quite  recent  times, 
came  the  introduction  of  burning  gas  from  coal ;  and  finally,  though 
it  had  doubtless  been  used  in  isolated  localities  for  centuries  before, 
came  the  general  introduction  of  petroleum  and  its  products. 

In  our  own  time,  the  needs  of  commerce  have  called  for  illumina- 
tion of  great  intensity,  which  science  has  furnished  in  the  ozycalciuro, 
the  magnesium  and  the  electric  lights.  These  have,  however,  for 
obvious  reasons,  but  limited  application,  and  as  their  general  intro- 
duction for  the  purposes  of  the  household  is  out  of  the  question,  they 
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only  coDcern  the  purpose  of  this  sketch  as  items  in  the  history  of  the 
subject  of  illuminating  agents. 

Quite  recently,  indeed  within  the  past  few  years,  attempts  have 
been  made  to  increase  the  efficiency  of  the  ordinary  illuminating  gas, 
by  passing  it  through  a  well  of  some  volatile  liquid  hydro-carbon  ;  the 
process  being  termed  saper-carburetting.  This  plan  has  been  slightly 
varied  by  mixing  with  the  gases,  before  combustion,  a  quantity  of 
oxygen  ;  while  the  latest  innovations  comprise  attempts,  made  with 
varying  degrees  of  success,  to  utilize  directly  the  lighter  oils  obtained 
in  the  rect'.ficatiDu  of  petroleum. 

It  may  not  be  generally  known  that  the  introduction  of  coal-gas 
was  attended  with  unusual  difficulties.  The  most  vehement  protests 
were  proclaimed  and  circulated  denouncing  its  introduction.  It  was 
characterized  as  eminently  dangerous,  impractical  and  injurious  to 
health.  It  was  only  when  time  had  demonstrated  the  grouitdlessncss 
of  some  of  the  objections  urged  against  it,  and  the  gross  exaggeration 
of  others,  and  after  the  ingenuity  of  invention  had  shown  how  the 
dangers  attending  its  use  could  be  met  and  averted  with  ordinary 
prudence,  that  objectors  were  silenced,  and  the  new  light  grew  rapidly 
into  popular  favor.  It  is  sincerely  to  be  hoped  that  it  will  not  prove 
otherwise  with  the  light  products  of  petroleum.  The  light  which  they 
emit  is  brilliant  and  beautiful,  and,  what  is  quite  as  important,  the 
supply  is  practically  inexhaustible ;  the  demand  for  them  in  various 
technical  operations  is  scarcely  able  to  keep  pace  with  the  present 
supply — and  should  a  new  field  for  their  utilization  on  a  large  scale 
be  opened  up,  this  supply  could  be  greatly  increased.  With  such 
possibilities,  therefore,  in  our  inventive  era,  the  discovery  of  safe  and 
economical  devices  by  which  these  products  of  such  valuable  light-giv- 
ing properties  may  be  utilized  for  the  purposes  of  illumination,  for 
which  nature  has  eminently  fitted  them,  is  manifestly  but  a  question 
of  time. 

That  the  importance  of  the  subject  is  duly  appreciated  by  the  prac- 
tical mind  of  the  country,  is  amply  evidenced  by  the  records  of  the 
Patent  Office,  by  which  it  will  be  seen  that  the  number  of  processes 
secured  for  devices  suitable  for  the  utilization  of  these  light  petroleum 
oils  reaches  several  hundred.  These  may  all,  however,  for  the  purpose 
of  classification,  be  included  under  two  underlying  plans  or  systems. 

In   one  of  them,  hydrogen  gas  is  generated  by  some  one  of  the 
methods  suitable  for  the  purpose,  and  this,  by  a  suitable  arrangement 
is  made  to  pass  through  or  about  the  light  oils,  the  utilization  of  which 
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is  to  be  cflfected.  By  this  contact  and  the  attendant  mechanical  agi- 
tation,  the  oil  in  each  case  is  partially  converted  into  vapor,  which  is 
carried  along  with  the  current  of  hydrogen  in  mechanical  suspension. 
In  this  condition  it  is  ignited,  the  illuminating  property  of  the  mix- 
ture being  entirely  dependent  upon  the  oil  vapor,  since  of  itself  hy- 
drogen gas  gives  a  non-luminous  flame. 

The  second  plan  includes  numerous  mechanical  devices  by  which  a 
current  of  air,  kept  either  at  the  common  temperature,  or  heated  by 
an  external  fire  in  order  to  facilitate  the  formation  of  vapor  is  drawn 
over  or  through  a  well  of  the  oil.  The  air,  like  the  hydrogen  in  the 
former  plan,  becomes  surcharged  with  vapor,  and  in  this  condition  is 
utilized. 

Finally,  the  latest  plan  for  illumination  which  has  been  published, 
consists  in  mixing  ordinary  burning  gas  with  a  certain  proportion  of 
air,  and  forcing  the  ignited  mixture  upon  platinum  sponge.  The  lat- 
ter, by  arresting  and  appropriating  the  luminous  vibrations  of  the 
combining  gases,  becomes  a  brilliant  point  of  light. 

We  have  now  before  us,  in  some  detail,  all  the  processes  of  sufficient 
importance  to  warrant  mention,  which  go  to  make  up  the  history  of 
the  interesting  subject  of  illumination.  The  peculiarities  and  the 
merits  of  these  several  plans  will  be  our  next  consideration. 

Burning  Gas  from  Coal, — One  of  the  most  important  discoveries 
which  has  been  made  in  connection  with  the  subject  of  artificial  illu- 
mination, is  the  process  of  manufacturing  and  utilizing  the  gaseous 
products  obtained  in  the  distillization  of  bituminous  coal.  These  utiliz- 
able  illuminating  products  consist  of  the  so-called  light  and  heavy 
carhuretted  hydrogen — the  same  gases  to  which  the  candle  and  the 
torch  owe  their  efficiency.  The  only  difference  in  the  comparison 
consists  in  the  fact  that,  with  the  coal  gas,  we  store  up  the  combus. 
tible  gases  for  future  consumption,  while  with  the  candle  or  torch  we 
produce  these  gases  during  the  act  of  burning.  The  heat  developed 
by  the  burning  of  one  set  of  gaseous  particles  from  the  wood,  is  suf. 
ficient  to  generate  in  the  woody  fibre  immediately  adjacent,  more  of 
these  gases ;  these,  by  their  combustion  repeat,  the  process,  and  this 
continues  uatil  all  is  consumed. 

It  c:innot  be  doubted  that  the  utilization  of  illuminating  gas  from 
coal  is  the  most  important  discovery  in  technical  chemistry  with 
which  the  present  century  may  be  credited.  Both  directly  and  in- 
directly it  has  immensely  benefitted  mankind.  A  well-known  writer 
8ums  up  its  advantages  in  terms  nearly  as  follows : 


428  Chemi8tn/j  Phyncs,  Technology^  etc. 

''  It  bus  riirnished  us  with  a  light  so  pure  and  steady,  and  of  such 
cheapness,  that  those  engaged  in  manufacturing  pursuits  may  carry  on 
their  labor  far  into  the  night  with  little  inconvenience  and  cost.  It 
has  drawn  into  more  useful  channels  the  brain  and  muscle  of  thou- 
sands formerly  engaged  in  procuring  from  the  soil  or  sea  the  oils  then 
universally  consumed  in  its  stead.  In  a  sanitary  point  of  view  it  is  far 
superior  to  its  predecessors,  both  in  point  of  cleanliness  and  in  the  ab- 
sence of  offensive  smells  from  its  combustion.  Whether  we  view  it  from 
the  commercial  standpoint  and  estimate  the  increased  wealth  which  has 
resulted  from  its  introduction  in  every  branch  of  trade  and  industry, 
or  as  a  civilizing  agent,  which  has  added  to  the  comfort,  health  and 
luxury  of  millions,  the  introduction  of  coal-gas  ranks  second  to  none 
of  the  discoveries  of  our  times.** 

Petroleum, — On  many  portions  of  the  earth*s  surface  abundant 
springs  of  an  oily  fluid  exist.  These  occur  at  times  associated  with 
indurate  or  semi-solid  resinous  matters  called  by  various  names,  such 
as  bitumen,  mineral  pitch,  asphaltum,  &c.,  which  are  now  known  to  be 
the  residuum  left  behind  by  the  oils  on  their  exposure  to  the  air.  These 
oils,  whether  occuring  in  Persia,  on  the  shores  of  the  Caspian  Sea,  or 
in  our  own  country,  all  possess  the  same  general  properties,  a  fact 
which  points  strongly  to  the  belief  that  they  have  originated  under 
very  similar  conditions.  The  general  horizon  of  the  rocks  from  which 
the  supply  of  the  oil  proceeds  is  in  the  neighborhood  of  the  coal  mea- 
sures ;  but  this  is  by  no  means  universally  the  case,  for  it  has  been 
found  in  abundance  in  formations  both  older  and  more  recent  than 
those  belonging  to  the  coal-bearing  series.  But,  whatever  the  nature 
of  its  occurrence,  the  peculiar  character  of  the  material  leaves  but 
little  room  to  doubt  the  fact  that  it  is  a  product  of  the  slow  decompo- 
sition, perhaps  distillation  of  vegetable  or  animal  matter  or  both. 
Though  some  differences  of  opinion  may  still  exist  in  connection  with 
the  process  of  its  origin,  the  organic  nature  of  its  formation  has  never 
been  called  into  dispute. 

The  supply  of  this  oil,  especially  in  our  own  vicinity,  seems  to  be 
practicably  inexhaustible ;  but  though  this  fact  appears  to  have  been 
known  to  some,  no  organized  movement  to  utilize  it  appears  to  have 
been  made,  except  locally,  until  within  quite  a  recent  period — less 
than  twenty  years. 

When  once  its  value  as  an  illuminating  agent  became  known,  its 
introduction  for  the  purposes  of  the  household  followed  with  great  ra- 
pidity.    In  a  few  years  an  important  and  constantly  increasing  in*- 
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dustry  sprung  up  in  the  oil  producing  regions,  which,  offering  unusu- 
ally favorable  opportunities  for  speculative  enterprises,  created  a 
furore  amongst  men  of  every  stamp,  which  received  the  happy  sobri- 
quet of  the  "  oil  fever."  But  despite  the  wide-spread  commercial 
misfortunes  which  followed  in  the  train  of  speculation,  and  which 
earned  for  many  participators  a  questionable  reputation  for  integrity, 
the  value  of  the  oil  became  more  generally  understood,  and  the  de- 
mand for  it  increased  to  such  an  extent  that  to  day  the  growth  of  the  in* 
dustry  engaged  in  its  production  is  beyond  comparison  with  any  other. 

This  statement  will,  perhaps,  be  realized  when  it  is  declared  that 
in  the  year  1870  there  were,  in  the  Pennsylvania  region  alone,  more 
than  3000  productive  wells,  while  the  yield  of  the  United  States  and 
Canada  for  the  same  year  is  estimated  by  careful  statistics  to  have 
reached  the  enormous  figure  of  6,600,000  barrels. 

As  the  chemical  and  physical  properties  of  the  oil  petroleum  may 
not  be  generally  known,  it  is  proposed  to  give,  in  as  brief  a  space  as 
possible,  a  description  of  them. 

The  crude  oil,  as  it  is  sought  from  the  wells,  is  of  a  variable  color, 
but  generally  greenish  or  brownish  in  tint,  possessing  an  unpleasant 
odor  resembling  that  of  bitumen.  It  is  somewhat  lighter  than  water, 
its  specific  gravity,  though  varying  with  locality,  being  about  0'85, 
water  being  taken  as  1. 

When  heated,  however,  the  curious  fact  is  brought  to  light  that,  in- 
stead of  being  a  simple  homogeneous  substance,  the  oiVis  composed  of 
a  great  number  of  compounds  very  similar  in  their  chemical  character, 
but  differing  in  their  densities  and  in  their  boiling  points. 

In  virtue  of  the  last  named  property,  the  manufacturer  is  enabled, 
with  the  aid  of  well-regulated  heat,  to  separate  these  numerous  com- 
pounds from  each  other.  The  process  here  indicated  is  known  as 
fractional  distillation,  and  is  always  resorted  to  where  it  is  dpsired  to 
separate  the  ingredients  of  a  mixture  which  have  no  destructive  chemi- 
cal action  on  each  other,  but  which  happen  to  have  different  boiling 
points.  The  mixture  is  placed  in  a  suitable  retort,  connected  with  a 
cool  condensing  vessel,  and  a  gradually  increasing  heat  is  applied 
until  one  of  the  components  begins  to  distil  over.  The  heat  is  then 
kept  constant  at  this  point  until  the  distillation  ceases.  This  is  a 
proof  that  everything  capable  of  boiling  at  that  temperature  has  been 
removed  and  collected.  The  heat  is  then  gradually  elevated  until 
signs  of  distillation  are  again  observed ;  at  this  temperature  it  is  re- 
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tained  until  the  second  distillate  is  collected ;  and  so  on  nntil  all  the 
components  have  been  separated. 

Such  is  the  general  character  of  the  process,  then,  which  applied 
to  the  crude  oils  we  have  been  describing  enables  the  manufacturer  to 
split  them  up  into  a  number  of  useful  substances  ;  some  of  which,  as 
being  especially  interesting,  will  shortly  be  described. 

It  is,  however,  necessary  to  add  that  the  description  above  given  is 
not  absolutely  correct,  though  in  principle  it  is  so,  when  applied  to 
the  processes  adapted  on  the  commercial  scale  for  the  rectification  of 
petroleum. 

The  reason  for  this  imperfect  separation  is  that  the  crude  oil  ia 
made  up  of  so  many,  the  boiling  points  of  which  lie  very  close  to  each 
other,  that  it  is  found  in  practice  impossible  to  regulate  the  tempera- 
ture of  the  crude  material  with  sufficient  nicety  to  separate  the  mac- 
curately.  So  that  each  of  the  commercial  products  to  which  custom  has 
attached  a  certain  name,  must  not  be  understood  to  be  a  simple  oil,  but 
to  be,  perhaps,  an  intimate  mixture  of  a  number  of  them.  The  plan 
practice  has  determined  to  be  the  best  for  the  purpose  of  describing  which 
these  commercial  products  is  that  of  stating  the  extremes  of  the  ther-^ 
mometric  scale  within  which  each  has  been  collected.  The  statement 
of  the  density  or  specific  gravity  of  the  commercial  products  is  met 
with  oftener  than  that  of  the  boiling  point.  This  plan  of  designation 
must,  however,  not  be  looked  upon  as  distinct  from  the  one  above 
stated,  for  it  is  simply  a  convenient  mode,  of  which  the  manufacturer 
avails  himself,  of  estimating  nearly  enough  for  practical  purposes,  the 
distilling  temperature  of  a  commercial  oil.  Seeing  that  the  boiling 
point  of  each  individual  product  stands  in  a  well  known  rate  to  its 
density — the  heavier  the  oil  the  higher  its  boiling  point,  and  vice 
vena. 

The  advantage  of  this  plan  lies  in  its  convenience.  In  commercial 
operations  an  attendant,  from  time  to  time,  plunges  the  hydrometer 
into  the  distillate,  until  he  perceives  that  it  registers  an  oil  of  the  de- 
sired weight.  When  this  occurs  the  distillate  is  led  into  another  coU 
lecting  vessel,  where  a  similar  operation  is  conducted  for  a  heavier 
oil  than  the  first,  and  so  on  until  all  the  operations  are  completed. 
By  this  process  then  the  following  products  are  obtained  from  the 
crude  petroleum.  The  average  gravity,  for  each  of  the  products 
named,  are  those  most  generally  accepted,  there  being,  as  far  aa  oar 
knowledge  extends,  no  strict  scientific  division  applicabIe[to  their  defi« 
nition : 


Utilization  of  the  Light  Petroleum  Oib.  481' 


.}• 


85. 
65  to  70. 

45. 
Bdow  38. 

Solid. 


Name.  Gravity. 

RhigoHne, 

Gflsoline, 

Naphthas, 

Burning  Oils, 

Paraffin  Oils, 

Paraffin, 
Residuum, 

Of  these  products  the  first  and  the  last  three  do  not  concern  us  di- 
rectly, though  a  mention  of  their  applications  may  not  be  uninter- 
esting. 

Rhigoline,  which  is  the  first  product  upon  the  list  of  oils,  is  an 
exceedingly  light,  limpid  liquid,  which  evaporates  quite  rapidly  when 
exposed  to  the  air.  It  is  used  to  some  extent  in  surgical  operations 
as  a  styptic,  and  constitutes  generally  about  one  per  cent,  of  the  crude 
material. 

The  heavy  oils  from  which  the  solid  paraffin  is  extracted  are  found 
very  suitable,  after  chemical  preparation,  for  the  lubrication  of  certain 
parts  of  machinery,  but  beyond  this  they  are  of  no  interest.  From 
the  residuum  the  valuable  color  yielding  products,  in  which  the  resi- 
dues of  the  gas  manufactories  are  so  rich,  have  been  obtained.  With 
paraffin  and  its  many  important  applications  in  the  arts  the  intelli- 
gent reader  is  already  familiar. 

The  burning  oils  are  those  which  are  now  very  generally  used  for 
household  purposes  in  portable  lamps.  The  naphthas,  though  largely 
used  to  adulterate  the  burning  oils,  is  entirely  unsuited  and  even  dan- 
gerous, for  reasons  to  be  more  fully  stated  hereafter,  when  used  in 
the  lamps  constructed  for  the  purpose  of  consuming  the  burning  oils. 
Indeed  a  large  proportion  of  the  accidents  arising  from  the  use  of 
petroleum  is  clearly  attributable  to  this  source  of  danger.  Its  proper 
utilization  thus  far  has  been  confined  mainly  to  a  variety  of  processes 
in  manufacturing.  The  few  legitimate  attempts,  as  yet  announced, 
for  applying  this  product  for  illuminating  purposes  have  been  those 
in  which  an  apparatus  specially  designed  for  the  purpose  has  been 
constructed.  And  there  is  little  doubt  but  that,  should  it  be  found 
profitable  to  compete  with  this  material  against  the  illuminating 
agents  which  at  present  fully  occupy  the  field,  a  number  of  plans 
could  be  devised  by  which  it  could  be  burned  with  any  desirable 
amount  of  safety. 

The  gasoline,  forming  about  6 — 8  per  cent,  of  the  crude  material,  is 
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in  appearance  identical  with  the  product  just  considered,  and  differs 
only  in  its  gravity  and  its  more  ready  volatility.     It  has  many  indus 
trial  applications  similar  to  those  of  the  naphthas,  and  is  now,  to  some 
extent,  used  as  an  illuminating  agent,  the  abundant  supply  of  the  ma- 
terial as  well  as  the  excellent  light  it  affords  having  given  origin  to 
numerous  plans  for  its  combustion. 

(To  be  continued.) 
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Proceedings  of  the  Stated  Meeting^  Dec.  20,  1871. 

The  meeting  came  to  order  at  the  usual  hour,  the  President,  Mr. 
Coleman  Sellers,  in  the  Chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 
The  Actuary  submitted  the  minutes  of  the  Board  of  Managers  and 
the  reports  of  the  several  Committees.     No  donations  were  reported 
for  the  library. 

The  Committee  appointed  to  examine  and  report  upon  the  question 
of  rating  Steam  Boilers,  reported  progress,  and  were  continued. 

The  President  appointed  Messrs.  Orr,  Rollin,  Hoskins,  J.  H.  Cres- 
son,  Rand,  Gardom  and  Mason  as  Judges  of  Election  for  the  year 
1872. 

The  following  nominations  for  officers  for  the  ensuing  year  were 
made  : 

President, — Coleman  Sellers. 
Vice-President, — B.  H.  Moore. 
Secretary. — William  H.  Wahl. 
Treasurer. — Frederick  Fraley. 

Managers  to  serve  three  years. — Washington  Jones,  Pliny  E.  Chase, 
Charles  S.  Close,  J.  M.  Wilson,  William  P.  Tatham,  Dr.  Isaac  Norris, 
Jr.,  Robert  Briggs,  William  P.  Durfee. 

To  serve  two  years. — Edwin  J.  Houston. 
For  Auditor, — Samuel  Mason. 

The  Secretary's  Report  upon  Novelties  in  Science  and  the  Me- 
chanic Arts  was  read,  upon  which  the  meeting  adjourned. 

William  H.  Wahl,  SeerMary. 
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Proceedings  of  the  Stated  Meeting^  Jan.  17,  187 :i. 

Ihe  meeting  was  called  to  order  by  the  President,  Mr.  Coleman 
Sellers,  in  the  Chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  minutes  of  the  Board  of  Managers,  and 
reported  that  at  the  meeting  held  January  17th,  1872,  the  following 
donations  had  been  made  to  the  library  : 

From  the  Royal  Astronomical  Society,  and  Royal  Geographical 
Society,  of  London,  England,  Smithsonian  Institution,  Washington, 
D.  C. 

The  judges  of  election  reported  the  following  gentlemen  elected  as 
oflScers  of  the  Institute  for  the  year  1872  : 

President. — Coleman  Sellers. 
Vice-President. — B.  H.  Moore. 
Secretary. —  William  H.  Wahl. 
Treasurer. — Frederick  Fraley. 

Managers  to  serve  three  years. — Washington  Jones,  Pliny  E.  Chase, 
Charles  S.  Close,  J.  M.  Wilson,  William  P.  Tatham,  Dr.  Isaac  Norris, 
Jr.,  Robert  Briggs,  William  P.  Durfee. 

To  serve  two  years. — Edwin  J.  Houston. 

For  Auditor. — Samuel  Mason. 

The  report  of  the  Committee  on  memorial  to  the  late  Actuary,  Mr. 
Hamilton,  was  read,  and  subscriptions  reported. 

The  Secretary  then  read  his  report  upon  Science  and  the  Mechanic 
Arts,  when  the  meeting  adjourned. 

William  H.  Wahl,  Secretary. 


New  Method  of  Observing  the  Sun's  Botation.*— Zollner 

and  Yogel  have  succeeded  in  making  measurements  of  the  velocity  of 
the  sun's  rotation  with  the  spectroscope.  The  method  pursued  is  too 
elaborate  to  be  described  in  a  brief  notice.  The  value  obtained  for 
the  motion  of  a  point  on  the  sun's  equator  is  0*42  German  miles  per 
second  from  one  series  of  observations,  and  0*35  miles  from  a  second 
series.  These  values  are  somewhat  greater  than  those  at  piesent 
received.  As  a  new  application  of  the  spectroscope,  optically  demon 
strating  the  fact  of  the  sun's  rotation,  these  experiments  are  of  much 
interest. 

*  Pogg.  Add.  cxliv,  449. 
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